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The  Retinal  Image. — Visual  acuteness  is  measured  in  the  same  way  as 
the  tactile  sensibility  is  determined, — i.e.,  by  the  minimum  distance  at  which 
two  simultaneous  impressions  give  rise  to  two  independent  sensations. 

The  power  of  distinguishing  two  separate  visual  sensations  requires  that 
either  or  both  impressions  shall  be  clearly  perceived. 

Illumination  of  one  single  retinal  element  may  be  perceived,  and  the 
source  of  light  may  be  indefinitely  small,  if  only  its  brightness  be  suffi- 
ciently great. 

The  projection  of  the  image  of  an  indefinitely  small  source  of  light  must 
at  least  be  of  a  size  equal  to  that  of  the  projection  of  one  retinal  element,  but, 
if  brightly  illuminated,  irradiation  will  give  rise  to  a  relatively  larger  retinal 
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image,  and,  consequently,  to  a  correspondingly  larger  projection.  The  clear- 
ness of  perception  of  a  retinal  image  depends  on  the  number  of  nerve-ele- 
ments involved.  It  seems  rational  to  express  the  size  of  each  separate  image 
in  square  and  not  in  lineal  measure.  The  relative  distinctness  with  which  two 
points  or  disks  are  separately  discerned  depends  upon  the  distance  that  sepa- 
rates their  retinal  images, — i.e.,  upon  the  rows  of  percipient  elements  which 
lie  between  them.  This  distance  represents  a  lineal  measure.  Between  two 
separately  distinguishable  images  there  must  be  at  least  a  space  equal  in  size 
to  that  of  the  projection  of  one  uniliuminated  percipient  element. 

The  distinction  of  two  retinal  images,  especially  if  they  be  separated  by 
an  appreciable  distance,  may  be  aided  by  movements  of  the  eye. 

For  clinical  purposes,  lines  are  preferable  to  points  or  small  disks  as 
objects  for  the  determination  of  visual  acuity.  Lines  provide  the  means 
of  determining  the  conditions  of  pei'ceptibility  over  a  greater  retinal  area, 
and,  further,  it  is  easier  to  ai-range  lines  in  complex  figures  than  it  is  to 
arrange  sets  of  points  in  the  same  manner. 

Two  lines  are  seen  as  separate  more  readily — i.e.,  with  a  shoiier  inter- 
vening distance — than  two  points.  The  perception  of  a  line  may  be  looked 
upon  as  resulting  from  the  perception  of  a  series  of  simultaneous  stimula- 
tions. 

The  mosaic-like  arrangement  of  the  retinal  elements  makes  it  possible 
for  a  row  of  uniliuminated  or  feebly  illuminated  elements  to  occupy  the 
space  left  between  the  nearly  contiguous  images  of  two  lines. 

The  retinal  image  of  a  line  may  fall  at  some  places  upon  two  contiguous 
elements  and  at  other  places  on  only  one  element,  causing  the  lines  to  appear 
undulated  or  beaded  in  shape.'  Such  an  appearance  affords  the  indication 
that  the  limit  of  perceptibility  has  been  reached. 

Three  parallel  lines  of  equal  breadth,  separated  by  spaces  equal  to  the 
breadth  of  the  lines,  can  be  distinguished  under  a  visual  angle  of  five 
minutes.  Taking  the  distance  of  the  second  nodal  point  to  the  retina  as 
fifteen  millimetres,  the  retinal  image  of  the  figure  would  have  a  diameter 
of  0.0215  millimetre,  or  0.0043  millimetre  for  each  line.  Such  a  limit  for 
the  separation  of  two  retinal  images  seems  to  correspond  in  size  fairly  well 
with  that  of  the  retinal  elements.  Volkmann,  however,  has  shown  that 
retinal  images  are  appreciably  larger  than  as  above  calculated,  this  being 
dependent  upon  irradiation,  and,  consequently,  that  the  correspondence 
between  the  measure  of  the  limit  in  question  and  the  size  of  the  retinal 
elements  would  ent-iil  a  greater  visual  angle. 

To  answer  Volkmaun's  objection  it  is  merely  necessary  to  call  atten- 
tion to  Hense's  theory,  which  locates  the  perception  at  the  outer  divisions 
of  the  cones.  These,  according  to  Max  Schultze,  measure  only  0.001  mil- 
limetre. Our  knowledge  of  retinal  ])or('e])tion,  however,  is  not  sufficient 
to  enable  us,  « pwi,  to  establish  an  anatomical  basis  upon  which  to  fix 


•  H.  von  Helmholtz,  Handbuch  der  pliysiologischen  Optik,  2te  Auflngc,  1887,  S.  269. 
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the  required  minimum  size  of  the  retinal  image.  On  the  other  hand,  it 
may  be  said  that  the  minimum  visual  angle  under  which  any  object  is  seen 
can  be  measured,  and  from  this  the  size  of  the  corresponding  retinal  image 
may  be  calculated. 

The  Visual  Angle. — For  the  determination  of  visual  acuity  we  measure 
the  visual  angle  for  distant  objects,  in  order  to  obviate  the  influence  of  the 
power  of  accommodation  or  the  necessity  for  glasses  for  focussing  near 
objects.  Another  advantage  of  this  method  of  determination  is  that  the 
larger  figures  used  as  distant  test- objects  are  more  easily  constructed  than 
the  small  ones  that  are  required  as  tests  for  shorter  distances.  Moreover, 
any  inaccuracy  in  measuring  the  exact  distance  at  which  the  object  is  seen 
is  of  less  importance  at  a  long  distance  than  it  is  at  a  short  one.  Conse- 
quently tests  made  at  a  distance  are  in  all  respects  more  accurate  than  those 
made  at  short  distances. 

As  the  most  suitable  objects  for  measuring  the  visual  angle  we  may 
select  sets  of  three  parallel  lines  and  the  correspondingly  distinct  figures, 
which  can  be  geometrically  deduced  from  them.  These  figures  should  be 
square,  measuring,  as  far  as  possible,  the  same,  both  vertically  and  horizon- 
tally, and  having  interspaces  equal  in  thickness  to  their  component  lines. 
Everything  which  might  facilitate  guessing  at  the  shape  of  the  figures  must 
be  avoided  ;  it  is,  therefore,  preferable  to  select  isolated  letters  or  figures, 
instead  of  groups  which  might  form  words  or  signs. 

Where  the  acuity  of  vision  is  greatly  reduced,  so  that  the  visual  angle 
under  which  objects  are  just  seen  is  ten  times  greater  than  normal,  it  is 
no  longer  possible  to  estimate  the  visual  acuity  with  the  same  precision.  A 
less  accurate  test  is  theu  sufficient.  In  such  cases  we  may  with  advantage 
test  with  the  fingers  held  apart  against  a  black  background.  The  normal 
eye  can  count  the  number  of  fingers  held  in  this  way  at  about  sixty  metres' 
distance.  Movements  of  the  hand  made  in  front  of  a  black  surface  of  five 
tunes  its  extent  can  be  seen  normally  at  a  distance  of  about  three  hundred 
metres.  In  any  case  in  which  only  light-perception  is  retained  while  the 
recognition  of  form  is  lost,  the  visual  acuity  may  be  indicated  by  4,  cori'e- 
sponding  to  a  visual  angle  oo. 

For  ordinary  purposes  visual  tests  are  made  with  series  of  letters  or 
figures,  each  set  being  drawn  to  a  definite  size.  The  distance  at  which 
the  individual  letters  or  figures  of  each  set  subtend  an  angle  of  five  minutes 
to  the  eye  is  marked. 

Quantities  of  Test-Objects. — The  determination  of  the  visual  angle 
might  be  made  with  one  set  of  equal,  tolerably  large  letters  or  figures,  were 
it  not  that  this  method  would  suffer  from  the  inconvenience  that  in  the 
case  of  sharp  sight  it  would  become  necessary  to  have  the  means  of  placing 
the  test-board  at  a  considerable  distance  from  the  patient,  whilst  with  a 
subject  having  defective  vision  the  board  would  have  to  be  brought  so  near 
that  convergence  and  accommodation  would  cause  disturbing  influences. 
Although  the  better  plan  is  to  have  various  sets  of  letters  of  different  sizes 
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at  one's  disposal,  yet  experience  has  shown  that  it  is  important  to  reduce 
the  letters  to  the  smallest  possible  number.  It  usually  takes  time  and 
trouble  to  make  an  individual  with  defective  sight  understand  where  he 
should  begin  to  read,  unless  the  simplest  plan  be  adopted  of  having  him 
begin  by  reading  aloud  all  the  letters  of  the  test-board,  commencing  at 
the  largest  letter  and  proceeding  to  the  smaller  ones.  For  this  reason,  it 
is  desirable  not  to  have  any  more  lines  or  letters  than  are  absolutely  neces- 
sary. We  find  seven  lines  sufficient  for  the  purpose  if  we  do  not  insist 
upon  the  letters  being  read  from  one  invariable  distance. 

The  patient  is  placed  at  a  distance  of  five  or  six  metres  from  the  board, 
and,  after  noting  the  smallest  letters  which  he  recognizes  at  that  distance, 
we  cause  him  to  move  farther  fi'om  or  nearer  to  the  board,  so  as  to  get  the 
exact  distance  at  which  these  or  the  next  smaller  lines  remain  visible  to  him. 

Formula  for  the  Value  of  Vision. — The  acuity  of  vision  (y)  is  expressed 
as  the  reciprocal  of  the  smallest  visual  angle  at  which  the  test-object  can 
be  distinctly  seen. 

We  measure  this  visual  angle  by  comparing  the  distance  (fZ)  at  which 
the  letters  are  just  seen,  divided  by  the  distance  (D)  at  which  they  subtend 

an  angle  of  five  minutes  to  the  eye.  = 

The  five-minute  angle  has  been  chosen  as  the  standard  scale,  because 
five  is  a  number  which  corresponds  well  with  lines  and  letters  that  are 
divided  into  five  parts.  A  visual  angle  of  five  minutes  also  satisfies  most 
of  the  practical  requirements,  and  may,  consequently,  be  looked  upon  as 
fairly  representing  the  average  of  normal  visual  acuity.  This  angle  also 
represents  approximately  the  normal  acuity  of  vision  in  middle  life  and  with 
moderate  intensity  of  illumination.  Yet  this  degree  of  acuity  must  in  no 
sense  be  looked  upon  as  a  maximum.  On  the  contrary,  every  normal  eye  in 
young  people  and  under  favorable  conditions  of  illumination  may  lay  claim 
to  a  higher  acuity.  Under  the  best  conditions  the  letters  may  even  be  recog- 
nized at  double  the  distance,  in  which  case,  however,  the  requirements  of 
seeing  each  constituent  part  with  absolute  distinctness  are  not  complied  with. 

Hirschmann,'  who  at  the  suggestion  of  Helmholtz  made  accurate  re- 
searches to  determine  the  limit  at  which  lines  are  discernible,  found  that 
under  the  most  favorable  conditions  this  limit  corresponds  to  a  visual  angle 
of  fifty  seconds. 

Uhthoflf"''  determined  for  himself,  in  using  metal  wire  against  a  bright 
ground  under  the  best  circumstances  that  he  could  obtain,  a  minimum 
visual  angle  of  55.2",  corresponding  to  a  retinal  image  having  a  diameter 
of  0.004  millimetre. 

The  equation  which  expresses  the  visual  acuity  in  the  form  V  =  ~ 


>  H.  von  Helmholtz,  loc.  cit.,  S.  200. 

'  Uhthoff,  Zeitschrift  fiir  Psychologic  und  Physiologic  der  Sinnesorgaue,  i.  3,  S.  159; 
V.  Graefe'fl  Archiv  fiir  Ophthalmologic,  xxxvi.  1. 
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is  only  strictly  applicable  so  long  as  the  same  test-objects  are  made  use  of 
for  determining  the  value  of  d,  a  fact  that  is  at  the  present  time  far  from 
being  universally  admitted. 

Since  the  introduction  of  the  more  rational  definition  of  visual  acuity, 

as  expressed  by  the  formula  V  =      numerous  modifications  of  test-types 

have  been  brought  forward.  Finer  types,  less  complicated  letters,  and 
forms  which  are  not  square  have  been  proposed ;  thus  losing  sight  of  the 
principle  which  is  particularly  insisted  upon,— viz.,  that  the  letters  should, 
as  far  as  possible,  possess  the  same  order  of  distinctness  as  our  three  equally 
thick  parallel  lines  with  equal  interspaces.  It  is  indeed  a  pity  that  it  ap- 
pears to  be  impossible  to  keep  to  one  uniform  scale  by  which  visual  acuity 
shall  be  tested. 

Just  as  formerly  every  town  and  province  desired  a  diflferent  coinage 
and  standard  of  measurement,  so  it  appears  that  every  school  of  ophthal- 
mology must  boast  of  its  own  ophthalmoscope  and  its  own  visual  tests. 
The  number  of  "  new,"  "  improved,"  partly  copied  test-letters  has  indeed 
reached  a  considerable  amount,  and  additions  are  constantly  being  made  to 
the  list,  most  of  which  are  not  reciprocally  comparable.    The  equation  V  = 

^  is  threatened  with  the  loss  of  its  significance  when  easy  and  difficult 

test-objects  are  placed  side  by  side  and  are  indiscriminately  used, 

,  Even  in  making  use  of  the  same  optotypes  at  each  examination  it  is 
best  to  state  at  what  distance  and  with  what  number  of  the  letters  the  test 

has  been  made.    This  is  easily  done  by  leaving  the  fraction  ~  unreduced. 

If,  for  instance,  we  have  v  =  -f^,  the  numerator  shows  that  the  test  has 
been  made  at  six  metres'  distance,  while  the  denominator  states  the  number 
of  type  on  the  test-board  which  has  been  recognized.  The  reduction  of 
this  fraction  to  a  decimal,  according  to  the  plan  introduced  by  Monoyer, 
is  unfortunately  followed  by  many,  and  has  become  popular.  Particularly 
is  this  the  case  in  Germany,  since  the  calculation  of  the  amount  of  compen- 
sation for  eye-accidents  has  been  based  on  this  principle. 

The  disadvantages  which  arise  from  the  reduction  of  the  actual  equa- 
tion ^  to  a  resultant  decimal  are,  first,  that  it  does  not  indicate  at  what 

distance  and  with  what  letters  the  test  has  been  made ;  second,  as  a  rule, 
the  result  of  the  testing  is  limited  to  approximate  values,  in  consequence 
of  the  necessity  of  obtaining  round  numbers;  third,  it  requires  a  defi- 
nitely fixed  distance,  and  therefore  does  not  allow  the  interpolation  of 
intermediate  values  by  altering  the  dista,nce  (cZ)  at  which  the  test-board  can 
be  seen;  and  fourth,  the  arithmetical  series  0.1,  0.2,  0.3,  etc.,  tends  to 
produce  a  wrong  impression  of  the  proportional  values  of  the  visual  acuity 
which  are  indicated  by  the  test.  The  intervals  are  too  great  for  the  larger 
visual  angles,  and  too  small  for  the  higher  degrees  of  acuity. 
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This  disproportion  becomes  obvious  if  we  loolc  at  the  sequence  of 
objects  required.  In  completing  tlie  series,  in  order  to  state  also  the  acuity 
of  vision  higher  than  l,we  get  a  sequence  of  numbers  for  which  the  differ- 
ence becomes  barely  appreciable  (Leopold  Weiss '). 

To  be  seen  at  a  distance  of  six  metres  the  required  size  of  letters  i.e., 

the  tangents  of  the  visual  angle — will  be  as  follows : 


For  V  =  0.1  . 

Millimetres. 

Millimetres. 

.  .  .  87.266 

For  V  =.1.1  . 

.  .  .  7.9265 

For  0  =  0.2  . 

.  .  .  43.633 

For  17  =  1.2  . 

.  .  .  7.2722 

For  D  =  0.3  . 

,  .  .  39.089 

Fori)  =  1.3  . 

.  .  .  6.704 

For  D  =  0.4  . 

.  .  .  21.817 

For  u  =  1.4  . 

.  .  .  6.2249 

For  v  =  0.5  . 

.  .  .  17.452 

For  ?;  =  1.6  . 

.  .  5.8177 

For  D  =  0.6  . 

.  .  .  14.544 

For  V  =  1.6  . 

.  .  .  5.454 

For  V  =  0.1  . 

.  .  12.465 

For  V  =  1.7  . 

.  .  .  5.134 

Fort!=:0.8  . 

.  .  .  10.908 

For  V  =  1.8  . 

.  .  4.848 

For  0  =  0.9  . 

.  .  .  9.687 

For  V  =  1.9  . 

.  .  4.593 

For  v  =  l. 

.  .  .  8.727 

For  v  =  2. 

.  .  4.363 

Sequence  of  Test- Objects. — If  a  complete  sequence  of  test-objects  be  re- 
quired, the  progression  should  be  a  geometrical  one. 

Green  and  Ewing,  of  St.  Louis,  have  published  a  series  of  test-letters 
based  upon  a  definite  geometrical  progression  (.-c  =  ^.5  =  .795  nearly). 
They  thus  obtain  a  scale  in  which  the  intervals  are  all  equal.  The  numbers 
on  this  scale  are  approximately  50,  40,  32,  25,  20,  16,  12.5,  10.8,  6.25,  5. 
At  five  metres  eleven  dilFerent  degrees  of  acuity  can  thus  be  noted  in  terms 

which  are  obtained  by  reducing  the  fractions  /g,   |-, — viz., 

h  h  h  h  h  hh  i,  1  J  or,  in  decimals,  0.1,  0.125,  0.16,  0.2,  0.25,  0.3, 
0.4,  0.5,  0.63,  0.8,  1.  The  same  series  may  also  be  extended  to  include 
greater  or  less  degrees  of  visual  acuity  than  the  above. 

Vierordt^  has  suggested  that  it  might  be  better  to  express  the  visual 
acuity  as  inversely  proportional  to  the  surface  of  the  smallest  perceptible 
retinal  image, — i.e.,  to  the  tangent  square  of  the  smallest  perceptible  visual 
angle.     Accordingly,  instead  of  v  —  J,  ^,  etc.,  we  should  write  v  =  i, 

etc.  Where  one's  aim  is  to  note  the  brightness  or  color  of  the 
image,  it  seems  appropriate  to  determine  the  surface  by  square  measure; 
but,  looking  upon  the  visual  acuity  as  determined  by  the  recognizable 
distance  which  separates  the  two  retinal  images,  as  first  proposed  by  Hooke 
in  1705,  we  should  continue,  contrary  to  Vierordt's  proposal,  to  estimate 
the  visual  acuity  in  lineal  measure,  allowing  the  perceptibility,  of  light 
and  color  to  be  reckoned  in  square  measure.  It  must  be  remarked,  how- 
ever, that,  as  regards  both  lineal  and  square  measure,  the  perceptibility 
does  not  alter  in  strictly  direct  proportion  to  the  size  of  the  retinal  image, 


'  Sehproben  zur  Bestiinmung  der  Sehschiirfe  fiir  die  Feme,  von  Dr.  Leopold  Weiss, 
Heidelberg,  1895. 

*  Transactions  of  the  American  Ophthalmological  Society,  1868. 
»  Archiv  fur  Opbthalmologie,  ix.  1,  S.  163  ;  ibid.,  ix.  3,  S.  219. 
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as  the  functional  vahie  of  the  retina  diminishes  from  the  centre  to  the 
periphery. 

Visual  acuity,  besides  depending  upon  the  integrity  of  the  retina,  is 
influenced  by  (1)  the  transparency  of  the  media;  (2)  the  intensity  of 
illumination;  and  (3)  the  requisite  perfection  of  the  dioptric  system  of 
the  eye. 

Influence  of  Transparency  of  Media. — Visual  acuity  is  diminished  by 
loss  of  transparency  in  the  media  of  the  eye.  This  loss  of  transparency 
may  be  in  the  inner  layers  of  the  retina,  in  the  hyaloid  membrane,  in  the 
vitreous  humor,  in  the  lens,  in  the  jDupil,  in  the  aqueous,  in  Descemet's 
membrane,  or  in  the  cornea.  Temporary  lowering  of  the  acuity  may  re- 
sult from  films  of  mucus,  etc.,  lying  on  the  surface  of  the  cornea. 

The  surrounding  air  also  is  by  no  means  always  equally  transparent, 
and  for  this  reason  v  =  |-  is  not  necessarily  found,  even  in-doors,  to  cor- 
respond to  V  —  1^.  Aqueous  vapor,  dust,  and  smoke  diminish  the  visual 
acuity  very  considerably.  Objects  seen  across  a  heated  surface  appear  dis- 
torted, whilst  those  seen  through  a  glass  window  appear  indistinct,  owing 
to  absorption  and  irregular  refraction  of  light. 

Influence  of  Illumination. — The  most  suitable  illumination  for  the  ex- 
amination of  visual  acuity  is  average  daylight,  or  artificial  light  of  about 
the  same  intensity.  In  both  cases  the  surrounding  light  should  be  of  cor- 
responding intensity  to  tliat  by  which  the  test-objects  are  illuminated. 
Not  only  the  absolute  intensity,  but  also  and  especially  the  state  of  adap- 
tation of  the  eye  to  light,  determines  the  relative  influence  of  illumination. 
A  weak  illumination  is  darkness  to  an  eye  which  has  just  been  exposed  to 
strong  sunlight,  whilst  the  same  illumination  may  appear  bright  to  an  eye 
that  has  been  adapted  for  the  dark.  For  complete  adaptation  to  take  place, 
an  eye  must  be  exposed  for  at  least  a  quarter  of  an  hour  to  the  same  in- 
tensity of  illumination  that  is  used  during  testing.  It  is  necessary  to 
avoid  contrasts  of  illumination  by  which  the  aj)parent  brightness  is  altered, 
although  for  differences  of  intensity  which  fall  within  the  limits  of  ordinary 
daylight  the  acuity  of  vision  remains  almost  the  same.  Strong  illumina- 
tion at  first  increases  visual  acuity,  but  beyond  a  certain  degree  causes 
after-images,  dazzling,  and  irradiation,  so  that  the  retinal  images  become 
enlarged  and  confluent.  On  diminishing  the  illumination  beyond  a  cer- 
tain degree  of  intensity,  there  is  a  gradually  resulting  diminution  in  visual 
acuity. 

Effect  of  Refraction,  Accommodation,  and  Glasses. — Full  visual  acuity 
must  be  looked  upon  as  that  which  is  found  after  correction  of  any  ab- 
normality of  refraction.  If  the  test  be  made  with  the  parallel  lines,  the 
infl  uence  of  astigmatism  may  be  excluded  by  placing  the  lines  in  the 
direction  in  which  they  are  most  distinctly  seen.  All  that  is  then 
necessary  is  to  determine  the  spherical  glass  which  gives  the  best  distant 
vision. 

It  is  only  by  excluding  all  disturbances  caused  by  want  of  trans- 
VoL.  II.— 2 
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parency  or  by  abnormal  refraction  that  a  correct  conclusion  as  to  the  per- 
ceptive power  of  the  retina  can  be  arrived  at. 

Giraud-Teulon  has  proposed  to  exclude  all  influence  of  refractive 
errors  by  the  use  of  stenopajic  apertures,  in  order  to  avoid  the  effect  pro- 
duced by  glasses  on  the  size  of  the  retinal  images.  This  plan,  however, 
has  its  drawbacks,  as  the  stenopisic  apertures  shut  off  a  large  amount  of 
light,  and,  besides,  clinically  it  is  most  desirable  to  combine  the  determina- 
tion of  the  visual  acuity  with  that  of  the  refraction. 

If  we  adhere  to  the  rule  of  testing  the  acuity  of  vision  at  a  distance,  we 
avoid  the  effects  of  accommodation  or  of  glasses  upon  near  objects,  and  we 
have  only  to  correct  the  refraction.  Myopia  and  hypermetropia  almost 
always  depend  upon  alteration  in  the  length  of  the  axis  of  the  eye,  and  not 
upon  change  in  the  refractive  media.  In  such  cases  the  size  of  the  retinal 
image,  iu  applying  the  correcting  glasses,  will  be  equal  to  that  found  in  em- 
metropic eyes,  if  only  the  lenses  be  so  placed  as  to  coincide  with  the  anterior 
focus  of  the  eye. 

As  a  rule,  in  making  the  distant  vision  test  and  in  placing  the  glasses  at 
one  and  a  half  centimetres'  distance  in  front  of  the  eye  their  effect  on  the 
size  of  tlie  retinal  image  may  be  neglected.  On  the  other  hand,  where  the 
error  of  refraction  depends  upon  abnormalities  in  the  refractive  media,  the 
correcting  glass  may  have  a  considerable  effect  on  the  size  of  the  retinal 
image.  This  is  chiefly  the  case  with  aphakia.  By  moving  the  glass  away 
fi'om  the  eye  an  increase  of  refractive  power  is  obtained,  which  in  the  case 
of  strong  lenses  is  sufficient  to  enable  an  individual  to  focus  alternately  for 
both  distant  aud  near  objects,  thus  supplying  the  want  of  accommodation  ; 
with  the  advantage,  moreover,  that  near  vision  is  facilitated  by  the  increase 
of  the  size  of  the  retinal  image. 

In  aphakia  the  length  of  the  visual  axis  remains  unchanged  ;  the 
hypermetropia  is,  therefore,  in  this  case  exclusively  a  refractive  change. 
The  second  nodal  point  of  the  refractive  combination  of  the  connecting 
glass  and  the  eye  will  advance,  and  the  retinal  image  will  enlarge,  the 
stronger  the  correcting  glass  aud  the  farther  it  is  moved  in  front  of  the 
eye. 

If  the  correction  of  an  aphakic  eye  of  25.1  millimetres'  length  for  dis- 
tant vision  be  effected  by  a  lens  of  ten  diopters'  strength  situated  ten  milli- 
metres in  front  of  the  eye,  the  focus  of  the  system  will  be  altered  respec- 
tively to  one  huudred  and  eighteen,  sixty-tin-ee,  and  forty-seven  centimetres 
by  increasing  the  distance  between  the  leus  and  the  eye  to  twenty,  thirty, 
and  forty  millimetres. 

These  distances  can  be  readily  calculated  by  the  formula  for  the  car- 
dinal points  of  the  eye.    The  distance  from  the  second  nodal  point  to  tlie 

y" 

retina  (r")  is  easily  found,  whilst  the  proportion  ^—  gives  the  relative 

sizes  of  the  images  of  the  corrected  ajjhakic  and  the  emmetropic  eye.  The 
accompanying  tables  show  the  results  of  calculation  for  the  aphakic  eye: 
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Distance  between  glass 
and  eye. 

id) 


Distance  of  punctum 
remotum. 


Distance  between  sec- 
ond nodal  point  and 
retina. 

[7") 


Proportion  between  the 
distances  from  nodal 
point  to  retina  in  em- 
metropic and  aphakic 
eye. 


In  aphakic  eye  of  H.  =  10  D  and  axis  =  25.1  millimetres  : 


10  millimetres. 

00 

20.9  millimetres. 

0.72 

20  millimetres. 

118  centimetres. 

23.5  millimetres. 

0.64 

30  millimetres. 

63  centimetres. 

26.7  millimetres. 

0.56 

40  millimetres. 

47  centimetres. 

30  millimetres. 

0.47 

In  aphakic  eye  of  H.  =  12  D  and  axis  —  23.9  millimetres  : 


10  millimetres. 
20  millimetres. 
30  millimetres. 
40  millimetres. 


88  centimetres. 
46  centimetres. 
36  centimetres. 


20.3  millimetres. 
23.3  millimetres. 
27.6  millimetres. 
32.9  millimetres. 


0.74 
0.64 
0.64 
0.46 


In  aphakic  eye  of  H.  =  15  D  and  axis  =  22.4  millimetres  : 


10  millimetres. 

00 

19.7  millimetres. 

0.76 

20  millimetres. 

51  centimetres. 

23.9  millimetres. 

0.63 

30  millimetres. 

33  centimetres. 

29.2  millimetres. 

0.51 

40  millimetres. 

25  centimetres. 

37.0  millimetres. 

0.41 

In  aphakic  eye  of  H.  =  20  D  and  axis  =  19.9  millimetres : 


10  millimetres. 
20  millimetres. 
30  millimetres. 
40  millimetres. 


32  centimetres. 
21  centimetres. 
17  centimetres. 


18.7  millimetres. 
24.3  millimetres. 
32.5  millimetres. 
45.7  millimetres. 


0.80 
0.62 
0.46 
0.33 


The  same  results  are  shown  graphically  in  Figs.  1  and  2,  The  ordi- 
nates  of  the  four  curves  give  the  distances  of  the  punctum  remotum  from 
the  aphakic  eye.  It  will  be  seen  that  these  change  if  the  correcting  lens, 
ten  millimetres  in  front  of  the  eye,  be  gradually  removed  farther  down  the 
nose.  The  upper  curve  represents  this  for  a  ten-diopter  lens,  the  lower  for 
one  of  twelve  diopters'  strength. 

From  these  curves  the  following  may  be  deduced  :  If  a  ten-diopter  lens 
placed  at  a  distance  of  ten  millimetres  from  the  aphakic  eye  corrects  the 
eye  for  an  infinite  distance,  its  removal  to  twenty-five  millimetres  will  cause 
the  eye  to  see  clearly  at  eighty-two  centimetres.  By  slowly  moving  the 
gla.ss,  points  at  distances  intermediate  between  these  two  limits  will  succes- 
sively come  into  focus.  The  same  removal  of  a  twelve-diopter  lens  will 
give  the  limits  of  distinct  vision  from  infinity  up  to  fifty-nine  centimetres, 
and  of  a  fifteen-diopter  lens  from  infinity  up  to  thirty-nine  and  eight-tenths 
centimetres. 

In  Fig.  2  are  shown,  as  abscissae,  the  dioptric  values  of  the  lens  which 
placed  ten  millimetres  in  front  of  the  aphakic  eye  corrects  it  for  distant 
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vision.  The  ordinates  are  (in  hundredths)  the  corresponding  values  of  the 
fraction  -J—.    We  thus  get,  as  in  Fig.  1,  straight  lines  which  show  corre- 

sponding  equal  increments  of  ^—  for  equal  increments  of  diopters.  The 

a" 

upper  line  shows  the  value  of       for  a  distance  of  the  lens  from  the  eye 

of  ten  millimetres ;  those  following  designate  the  values  of  the  same 
fraction  for  distances  from  twenty  millimetres  to  forty  millimetres. 

From  this  graphic  representation  it  may,  for  instance,  be  seen  that  the 
a" 

value  of  ^—  with  a  lens  of  eleven  diopters  ten  millimetres  in  front  of  the 

r 

eye  is  0.63,  and  for  a  lens  of  thirteen  diopters  twenty  millimetres  in  front 
of  the  eye  it  is  0.53.    The  lines  also  show  that  for  a  lens  of  twelve  and  a 

a" 

half  diopters  the  values  of  ^—  will  change  from  0.74  to  0.636,  to  0.539, 

and  to  0.45,  if  successively  it  should  occupy  a  position  of  ten,  twenty,  thirty, 
and  forty  millimetres  in  front  of  the  eye. 

In  correcting  astigmatism  by  cylindrical  lenses  the  second  nodal  point 
of  the  combined  system  becomes  displaced,  and  correspondingly  also  the 
size  of  the  retinal  image  is  different  in  the  two  principal  meridians  of  the 
eye.  An  astigmatic  individual  after  correction  thus  sees  images  differently 
from  an  emmetrope,  and  in  a  still  more  altered  manner  from  that  in  which 
he  himself  would  see  them  without  the  use  of  a  correcting  lens. 

Tests  for  Near  Vision. — By  the  power  of  accommodation  the  position 
of  the  second  nodal  point  and,  therefore,  the  size  of  the  retinal  image  are 
altered.  In  an  emmetropic  eye  focussed  for  distance,  the  second  nodal 
point  lies  14.86  millimetres  in  front  of  the  retina.  If  the  eye  be  accom- 
modated for  thirteen  centimetres  in  front  of  it,  this  distance  will  measure 
15.26  millimetres.  Much  greater  is  the  alteration  of  this  distance  when 
in  presbyopia  the  weakness  of  accommodation  is  supplemented  by  the  use 
of  lenses.  The  same  rules  as  have  been  shown  to  apply  to  ajjhakia  apply 
also  here  with  reference  to  the  displacement  of  the  second  nodal  point,  its 
dependence  upon  the  strength  of  the  glass,  and  its  distance  from  the  eye. 
Where  strong  lenses  are  required,  their  distance  from  the  eye  has  an  appre- 
ciable effect  on  the  size  of  the  retinal  image. 

Whilst  for  the  distant  test  we  have  given  the  preference  to  isolated  let- 
ters or  figures,  for  near  examination,  on  the  contrary,  reading  tests  are  to 
be  chosen.  These  are  easily  obtainable  in  the  form  of  printed  type,  and, 
as  more  especially  the  smaller  sizes  are  necessary,  a  great  variety  can  be  got 
within  a  moderate  compass.  By  causing  the  patient  to  read,  faults  and  in- 
accuracies will  readily  be  dcttu-mined,  and,  further,  the  time  required  to 
read  a  definite  amount  of  print  affords  the  oiiportiiiiity  of  noticing  the 
reading  powers  of  the  patient,  thus  providing  an  additional  test  by  which 
to  judge  of  improvement  or  deterioration  in  the  visual  function.    In  cases 
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of  relative  scotoma  near  the  centre  of  the  field  of  vision,  and  also  with  other 
disturbances,  the  test  of  facility  in  reading  may  be  employed  to  advantage. 

Age  and  Vision. — As  a  rule,  the  visual  acuity  remains  unaltered  up  to 
the  age  of  twenty-five  years.  After  that  time  it  slowly  and  regularly  di- 
minishes, as  has  been  demonstrated  bv  the  result  of  examinations  made 
upon  a  large  number  of  individuals.  In  advanced  life  the  measure  of 
acuity  is  reduced  to  half  of  its  original.  Of  course  it  is  necessary  in  such 
examinations  to  exclude  all  pathological  processes.  Refraction-anomalies 
must  also  be  corrected. 

Corneal  processes  may  occur  which,  without  leaving  any  objective  trace, 
produce  nevertheless  irregular  astigmatism,  which  can  only  partially  be 
corrected  by  lenses.  In  the  interior  of  the  eye,  also,  processes  may  occur 
without  leaving  any  obvious  traces.  Consequently,  the  older  the  indi- 
vidual is,  the  greater  is  the  chance  that  some  such  cause  of  diminished 
visual  acuity  may  be  present. 

It  would  be  of  advantage  to  institute  in  established  clinics  a  series 
of  examinations  on  the  same  individuals,  beginning  in  youth.  If  the  ex- 
amination be  accurate  and  all  concomitant  circumstances  be  taken  into 
consideration,  the  numbers  available  for  statistics  need  not  be  numerous. 
Such  series  of  observations  are  not  yet  at  our  disposal,  but  it  is  desirable 
that  a  beginning  upon  observations  of  this  kind  should  be  made. 

With  the  advance  of  age  decrease  in  the  transparency  of  the  media  and 
in  regularity  of  the  refractive  surfaces  takes  place.  This  is  well  shown  in 
the  arcus  senilis  of  the  cornea,  and  in  the  increased  reflection  and  coloration 
of  the  lens,  which  in  more  advanced  subjects  are  so  constant  in  appearance 
that  they  may  almost  be  looked  upon  as  physiological. 

At  the  suggestion  of  Sattler,  determinations  of  the  eyesight  as  found  in 
old  age  have  been  made  on  an  elaborate  scale  by  Boerma  and  Walther.^ 
With  great  precision  the  eyes  were  previously  examined,  and,  as  far  as 
possible,  all  that  showed  abnormality  were  excluded. 

In  a  series  of  one  thousand  persons  six  hundred  proved  to  be  unfit  for 
statistical  purposes ;  the  remaining  four  hundred,  with  seven  hundred  and 
twenty-five  eyes,  were  used.  The  investigation  confirmed  the  opinion  that 
eyesight  decreases  slowly  and  regularly  with  increase  of  age. 

For  the  ages  of  forty,  fifty,  sixty,  seventy,  and  eighty  years  they  found 
respectively  6.1,  5.98,  5.66,  5.21,  and  4.15,  as  the  distances  at  which  letters 
of  No.  6  of  the  author's  optotypes  could  be  recognized.  Three  persons 
from  seventy-six  to  eighty  years  of  age  were  noted  as  having  an  eyesight 
of  more  than  f. 

Still  more  favorable  figures  have  been  obtained  by  Cohn.^  He  studied 
a  great  number  of  persons  above  sixty  years  of  age  of  a  better  social  con- 


'  Untersuchungen  uber  die  Abnahme  der  Sehschiirfe  im  Alter,  Boerma  und  Walther, 
aus  der  Universitiits  Augenklinik,  Leipzig,  Archiv  fur  Ophthalmologie,  xxxix.  2. 
2  Archiv  fur  Ophthalmologie,  xvii.  2,  S.  305;  xi.  S.  326. 
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dition,  and  was  enabled  to  exclude  with  greater  precision  all  disturbances 
which  were  not  to  be  included  under  the  normal  senile  phenomena. 
Moreover,  whilst  Boerma  and  Walther  made  their  examinations  upon 
prisoners  and  convalescents,  many  of  whom  had  passed  indifferent  lives 
and  were  addicted  to  the  abuse  of  alcohol,  Cohn  made  his  studies  in  the 
healthy  country  of  Schrcibershau.  It  also  deserves  to  be  taken  into  con- 
sideration that  Cohn  made  his  observations  during  clear  weather  and  in 
the  open  air,  where  the  pupils  necessarily  became  narrow.  The  concur- 
rence of  the  two  circumstances  narrow  pupils  and  bright  illumination  may 
explain  how  Cohn  seemed  to  find  among  his  Schreibershau  peojile  in  old 
age  a  useful  amount  of  accommodation.  He  mentions  two  old  men,  above 
seventy  years  of  age,  both  with  slight  hypermetropia,  who  read  type  No. 
\\  without  lenses.  This  cannot  very  well  be  interpreted  otherwise  than  by 
myosis  and  strong  illumination.  He  stated  that  many  individuals  above 
seventy  years  under  these  circumstances  had  an  eyesight  of  f.  He  con- 
cluded, however,  that  a  great  number  of  senile  eyes  would  have  to  be  ex- 
amined before  a  definite  law  for  the  diminution  of  eyesight  with  increase 
of  age  could  be  established. 

Very  early  in  life  the  power  of  accommodation  begins  to  diminish. 
With  this  diminution  there  is  evidently  associated  a  greater  difficulty  in 
rapid  and  accurate  application  of  the  accommodative  power  for  definite 
distances,  and,  further,  if  astigmatism  exists,  there  will  be  less  rapidity  in 
successively  adjusting  the  vision  for  different  meridians.  In  these  determi- 
nations it  is  important  to  consider  the  rapidity  of  visual  acuity. 

After  deducting  the  disturbing  influences  of  changes  in  the  refracting 
media,  the  remaining  acuity  of  vision  may  represent  the  amount  of  percep- 
tibility of  the  retina. 

The  term  "  visual  angle"  {angulus  visoriiis)  was  originally  employed 
by  Scheiuer  in  1600.  He  sjjoke  of  two  visual  angles,  one  formed  by  two 
directional  external  lines  from  the  observed  object,  the  other  drawn  through 
the  point  of  rotation  and  formed  by  the  two  lines  of  fixation  by  which,  on 
movement  of  the  eye,  two  points  are  successively  viewed. 

The  determination  of  the  visual  angle  under  which  two  points  can  be 
separately  distinguished  was  first  made  in  astronomical  research. 

Hooke  (1705)  established  the  fact  that  two  stars  are  in  no  case  .sepa- 
rately visible  under  a  smaller  visual  angle  than  one-half  minute,  and  that 
for  most  eyes  an  angle  of  at  least  one  minute  is  required  for  their  recogni- 
tion. Stars,  however,  owing  to  their  feeble  luminosity  and  to  their  differ- 
ent brightnesses,  are  not  suitable  objects  for  such  observations.  Hooke's 
statements  have  been  repeated  from  a  physiological  stand-point  under  dif- 
ferent conditions  by  Hueck  with  black  points  on  white  ])ajier ;  by  Aubert 
with  squares  black  on  white  or  white  on  black  ;  by  Job  Mayer,  Weber, 
and  Bergmann  with  parallel  lines ;  and  by  Helmholtz  with  black  metal 
wires  looked  at  against  the  sky.  The  results  of  these  experiments  are  far 
from  being  uniform.     This  is  partly  owing  to  observational  differences, 
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but  is  mainly  deijendeut  upon  dissimilarity  in  the  eyes  tested,  where  slight 
anomalies  of  refraction  evidently  had  been  left  uncorrected. 

Revicio  of  Dif event  Test- Types.— For  clinical  examination  reading-tests 
have  been  used."  Alfred  Smee^  gives  for  this  object  several  lines  of  differ- 
ently-sized print.  It  is  less  generally  known  that  eleven  years  previously 
(1843)  there  was  pubhshed  by  Kiichler,  of  Darmstadt,  "Die  Schriftnum- 
merprobe  liir  Gesichtsleidende."  ^    In  1855  Stellwag  von  Carion  added 

reading  types  to  his  book.^ 

As  a  practical  test,  the  Schriftscalen  of  Jaeger  have  found  favor.  They 
were  published  in  Vienna  in  1854,  and  consisted  of  twenty  different  sizes 
of  reading  type  to  be  used  for  testing  at  short  distances.  They  were, 
however,  not  accompanied  by  any  indication  as  to  the  distance  at  which 
each  type  should  be  seen,  nor  was  there  any  regular  gradation  in  the  sizes 
of  type  employed. 

At  the  instance  of  v.  Graefe,  the  author  undertook  an  investigation 
with  the  object  of  determining  how  the  visual  acuity  might  be  tested  in  a 
more  systematic  manner.  As  the  result  of  a  series  of  experiments  and 
trials,  in  1862  the  first  edition  of  the  author's  test-types  appeared.  These 
differ  in  many  respects  from  Jaeger's  Schriftscalen.  In  the  first  place,  they 
were  meant  to  be  used  at  a  distance,  and  consisted  principally  of  a  series 
of  separate  letters  and  of  correspondingly  distinct  figures.  Additional 
types  for  reading  purposes  were  added.  The  letters  and  figures  were 
made  square.  The  lines  and  interspaces  as  far  as  possible  were  alike,  and 
amounted  to  one-fifth  of  the  height  of  the  letters.  The  construction  of  the 
letters  was  based  upon  that  of  the  three  parallel  lines  with  equal  width  of 
lines  and  interspaces.  The  simplest  figures  consisted  of  differently  di- 
rected series  of  three  lines,  of  which  the  length  equalled  five  times  the 
thickness  of  each  line.  For  further  differentiation,  these  three  short  lines 
were  joined  together  at  one  end  by  an  equally  thick  line.  As  this  served 
to  make  the  figures  less  distinguishable,  the  middle  line  was  shortened  by 
one-fifth  of  its  length.  For  the  letters  of  the  alphabet  the  so-called  Egyp- 
tian paragon  types  were  chosen.  In  these  each  stroke  is  ended  by  a  trans- 
verse stroke.  The  less  readily  distinguishable  letters  of  the  alphabet  were 
rejected.  Over  each  series  of  letters  of  the  same  size  a  number  was  placed 
indicating  the  distance  (in  feet  or  metres)  at  which  the  letters  subtended  an 
angle  of  five  minutes.  In  calculating  the  size,  the  arc  and  not  the  tangent 
v/as  taken. 

The  Sehproben  of  Schweigger  consist  of  a  large  collection  of  reading- 
tests  in  German  and  Latin  characters,  made  in  the  French,  German,  and 
English  languages.  In  addition  there  are  tables  of  single  letters,  approxi- 
mately corresponding  to  the  author's  optotypes.      It  must  be  mentioned 

1  The  Eye  in  Health  and  Disease,  1854,  p.  70. 

^  See  Schirmer's  Lehre  von  den  Kefractions-  und  Accommodations-Storungen  des 
Auges,  S.  46,  Berlin,  1866. 

'  Accommodations-Fehler  des  Auges,  1855. 
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that  Schweigger  recommends  that  in  the  fraction  ^  another  value  should 

be  given  to  D,  in  order  to  exclude  the  influence  of  the  instability  of  the 
illuminatiou  at  diiferent  times.  "  Sometimes,"  he  says,  "  we  may  find  an 
apparent  improvement  in  patients,  which  in  reality  must  be  due  to  an  im- 
provement in  the  weather."  He  proposes  to  value  D  a-s  the  distance  at 
which  the  test-objects  are  discerned  by  himself.  It  is  clear,  however,  that 
he  herewith  introduces  another  factor,  the  stability  of  which  is  not  abso- 
lutely beyond  doubt. 

Boettcher  ^  has  iutroduced  a  series  of  what  he  terms  geometrical  test- 
types.  In  addition  to  German  (Gothic)  reading  tests,  these  contain  sets  of 
square  figures  with  a  notification  of  the  dista,nce  at  which  the  figures  of 
each  size  may  be  recognized  and  counted  by  a  uormal  eye.  The  objection 
to  these  tests  is  that  it  is  not  stated  what  is  assumed  to  be  the  normal 
standard  of  vision. 

Since  1869,  Burchardt*  has  recommended,  for  the  determination  of 
visual  acuteness,  sets  of  dots,  the  diameters  of  which  are,  as  a  rule,  equal 
to  the  reciprocals  of  the  distances  at  which  they  should  be  counted.  They 
are  intended  for  those  who  are  unable  to  read  or  who  are  unfamiliar  with 
Latin  type.  They  correspond  in  shape  and  arrangement  with  those  that 
were  first  recommended  by  Striedingen.^ 

To  meet  the  wishes  of  Deputy  Inspector-General  Longmore,  similar 
disks  were  included  in  the  second  edition  of  Snellen's  optotypes  (1862), 
which  was  printed  for  the  use  of  the  Army  Medical  School  in  England. 
For  the  sake  of  comparison  these  disks  were  printed  both  in  black  on 
white  and  in  white  on  black.  Though  the  dimensions  and  arrangement 
in  five-fold  squares  were  in  corresjiondence  with  the  letters,  they  proved 
to  be  much  less  distinguishable,  and,  indeed,  hardly  comparable  to  the 
standard  letters  and  figures.  They  have  been  omitted  in  later  editions  and 
replaced  by  series  of  parallel  lines. 

The  author  acknowledges  the  suitability  of  Burchardt's  dots  for  some 
comparative  experiments,  but  for  clinical  use,  where  the  quickest  means  of 
noting  the  principal  functions  of  sight  are  required,  preference  must  be 
given  to  letters  and  corresponding  figures. 

Points  and  dots  are  of  value  in  gauging  the  distinguishing  power 
of  small  retinal  areas.  Parallel  lines  permit  of  the  determination  of  the 
same  functional  activity  over  more  extended  portions  of  the  retina.  Com- 
plicated figures  provide  for  testing  the  more  comjilex  retinal  functions; 
something  more  nearly  approaching  to  reading,  which  possesses  a  higher 
degree  of  psychical  signification.    This  is  well  expressed  by  Burchardt : 

»  Geometrischc  Sehproben  zur  Bestimmung  der  Sehschiirfe  bei  Functionsprufungen  des 
Auges,  mit  besondcrer  Boriicksichtigung  der  Untersuchung  Militarpflichtiger,  von  Dr. 
Boettcher,  Berlin,  1870,  Verlng  von  Herrmunn  Peters. 

'  Berliner  Klinische  Wochenschrift,  xlviii. 

'  Statistical  Sanitary  and  Medical  Keports,  London,  1860. 
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"  The  recognition  of  letters  is  not  a  simple  and  direct  function  of  sight ; 
it  involves  a  conclusion,  an  act  of  thought,  which  is  based  upon  uniting 
the  retinal  images  of  the  separate  parts  of  each  letter." 

According  to  the  requirements  which  are  desired  for  the  determination 
of  vision,  it  becomes  necessary  to  choose  as  tests,  first,  either  dots  or  parallel 
lines,  then  figures  and  letters,  terminating  the  examination  with  reading 
tests.  The  last  edition  of  Burchardt  contains,  in  addition  to  the  disks,  a 
set  of  reading  types,  which,  however,  do  not  occupy  a  prominent  place. 

A  still  more  elementary  visual  act  than  the  distinguishing  of  two 
separate  points  is  the  recognition  of  a  single  point  or  disk.  Guillery^ 
has  recommended  this  as  the  simplest  means  of  determining  the  acuity  of 
vision,  and  gives  a  series  of  disks  of  different  sizes,  each  arranged  in  a 
separate  square,  the  requirement  of  the  test  being  that  the  patient  has  to 
mention  in  what  part  of  the  square  the  disk  lies.  The  distinctness  and 
sharpness  of  perception  will  here  increase  with  the  size  of  the  image,  and, 
if  the  intensity  of  illumination  diminishes  or  if  the  visual  acuity  decreases, 
a  retinal  image  of  greater  dimensions  will  be  required, — that  is,  the  per- 
ception will  be  clearer  in  proportion  to  the  number  of  nerve-elements 
involved  in  the  retinal  image. 

There  is  no  question  here  of  distance,  and  certainly  in  this  case 
Vierordt's  principle,^  that  not  the  diameter  of  the  image  but  its  square  is 
to  be  taken,  may  be  considered.  Just  as  with  the  color  and  brightness 
of  a  surface,  so  with  the  distinction  of  one  single  disk,  it  is  more  a  pho- 
toptrical  than  an  eidoptrical  function  :  it  is  the  brightness  and  not  the 
shape  that  has  here  to  be  considered.  The  disk  may  be  indefinitely  small 
if  only  the  light  be  suffiGiently  strong. 

The  observation  of  one  disk  is  a  retinal  function  different  from  and 
more  restricted  than  the  distinction  of  two  points,  and  the  result  of  the  one 
does  not  directly  lead  to  a  conclusion  as  to  the  other.  In  observing  a  row 
of  disks  at  gradually  increasing  distances — i.e.,  under  a  decreasing  visual 
angle — the  distinguisliability  of  the  lineal  distances  of  the  separate  figures 
sooner  reaches  the  limits  of  perceptibility  than  does  that  of  the  surface. 
The  row  of  disks  first  shows  a  beaded  appearance,  and  at  a  greater  distance 
is  seen  a  diffused  line.  It  is  only  under  a  much  smaller  visual  angle  that 
the  image  totally  vanishes. 

The  greater  influence  of  differences  of  illumination  which  affects 
Guillery's  method  of  measuring  the  acuteness  of  vision  has  made  it  less 
acceptable  for  clinical  employment.  His  tests  have  been  executed  with 
great  accuracy,  yet  the  distances  from  the  disks  to  the  edges  of  each  square 
are  unequal.  Some  of  them  are  at  the  same  or  even  a  smaller  distance  from 
the  edge  of  the  square  than  the  diameter  of  a  disk,  and  these  merge  into 
the  edge  before  they  become  invisible.    Another  objection  for  clinical  use 


'  Sehproben  zur  Bestimmung  der  Sehscharfe,  von  Dr.  Guilleiy,  Stabarzt  in  Koln,  1891. 
'  Archiv  fur  Ophthalraologie,  ix.  1,  S.  163,  iii.  S.  229. 
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is  that  uneducated  people  have  great  difficulty  in  noticing  the  limits  between 
invisibility  and  only  slight  perception,  and  it  is  difficult  to  avoid  the  effects 
of  imagination.  Guillery  himself  makes  the  observation  that  the  relation 
between  his  tests  and  the  letter-tests  is  not  equal  for  larger  and  for  smaller 
visual  angles. 

For  the  examination  of  the  vision  of  school-children  Cohn  has  arranged 
thirty-six  of  the  author's  UJ  figures  in  such  a  way  that  they  form  six  rows 
of  six  figures  each,  from  left  to  right  and  up  and  down.  This  allows  for 
four  different  orders  of  succession  of  the  figures,  according  to  the  position  in 
which  the  square  board  is  hung.  This  board  is  recommended  by  Cohn  as  a 
means  of  judging  the  amount  of  illumination  of  a  room.  He  has  also  pub- 
lished "  transparent  test-types."  ^  These  are  similar  to  the  ordinary  test- 
types,  but  are  printed  on  transparent  paper.  They  are  intended  to  be 
placed  between  two  glass  panes  and  hung  against  the  window,  so  as  to  be 
seen  by  transmitted  light.  This  arrangement  admits  also  of  the  types 
being  seen  reflected  from  a  mirror,  as  for  this  purpose  all  that  is  required 
is  to  turn  the  back  surface  to  the  front.  In  a  room  which  is  sufficiently 
lighted,  this  may  prove  of  some  advantage,  but,  on  the  other  hand,  placing 
a  patient  with  the  face  opposite  to  the  window,  or  even  to  a  mirror,  may 
sometimes  be  a  disadvantage. 

Pfliiger's  Sehprobeu,  which  are  dedicated  to  the  present  author,  are  simi- 
lar to  the  original  optotypes,  except  that  the  choice  of  letters  and  figures 
is  different.  Letters  of  less  distinctness  are  employed  by  him,  as  he  has 
been  guided  by  the  desire  to  choose  symmetrical  letters  the  reflected  images 
of  which  are  the  same  as  their  direct  images,  in  order  that  they  may  be 
used  with  a  mirror  in  the  same  way  as  Cohn's  transparent  board. 

Oliver'^  has  devised  a  series  of  test-letters  made  in  metrical  progression. 
These  contain  a  series  of  letters  which  are  uniform  with  the  author's  para- 
gon type.  The  smaller  letters  are  phototyped,  and  each  letter  occupies  a 
square  area  included  in  a  five-minute  angle  for  both  height  and  breadth. 
The  breadth  of  each  line  subtends  an  angle  of  one  minute  at  the  appro- 
priate distance,  and  each  interspace  subtends  the  same  or  a  greater  angle. 
In  order  to  get  easy  fractions  the  following  numbers  have  been  chosen  :  5, 
71,  10,  15,  20,  25,  30,  35,  40,  46,  50,  giving  by  reduction  the  following 
fractions  :  l,hhh  h  h  h  h  h  h  iV-  The  printing  of  these  types  has 
been  done  with  great  care. 

Nieden*  and  Albrand*  have  each  brought  out  a  series  of  test-types. 
Both  of  these  begin  with  the  problematical  statement  that  the  tests  are 
intended  to  supply  what  they  call  "  a  much-neoded  desideratum."  In  con- 
tradiction to  this  statement,  however,  may  be  taken  Albraud's  remark, 

1  Professor  Dr.  Hermann  Cohn,  Transparent  Test-types,  F.  Deuticke,  Vienna,  1894. 

2  A  New  Series  of  Metrical  Test-  Letters,  Transactions  of  tlie  American  Ophthalmo- 
logical  Society,  1885;  Areliives  of  Optithalmoloiiy,  1803. 

'  A.  Nicdeti,  Bochiun,  Sclirirttafcln  ziir  Bcstimmung  der  Sehschiirfe  fiirdie  Feme. 
*  Sehproben,  zusammengesetzt  von  Dr.  Albrand. 
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"  On  account  of  the  good  execution  and  the  manifold  varieties  and  ar- 
rangement of  a  great  many  former  test-types  which  have  been  generally 
adopted,  it  seems  to  me  superfluous,  on  the  whole,  to  propose  any  substantial 
alterations." 

In  addition  to  these,  a  long  series  of  modifications  of  different  kinds 
have  been  published,  of  some  of  which  it  will  suffice  to  mention  the  titles 
alone:  Galezowski,  "Echelles  typographiques  et  chromatiques,"  Paris, 
1894;  L.  de  Wecker,  "Echelle  m6trique  pour  mesurer  I'acuitg  visu- 
elle,"  Paris,  1877;  and  "  Einheitliche  Sehproben  zur  Untersuchung  der 
Sehscharfe  m  der  Ferne  und  in  der  Nahe,  von  Dr.  Adolf  Steiger,"  Bern, 
1892. 

Both  de  Wecker  and  Steiger  recommend  boards  having  a  series  of  U  - 
like  figures  printed  upon  them.  As  tlie  distance  between  the  lines  in  all 
of  these  figiu*es  is  three  times  the  breadth  of  the  lines  themselves,  they  are 
much  more  easily  recognized  than  the  three  parallel  lines. 

Lotz  ^  has  brought  out  a  series  of  types  which  consist  of  simple  figures 
of  different  shapes.  They  cannot,  however,  be  compared  with  the  stand- 
ard lines. 

"Weiss  ^  has  arranged  a  series  of  types.  These  con'espond  with  the 
original  optotypes,  except  that  this  series  is  more  complete.  This  is  done 
in  order  to  facilitate  the  determination  of  equal  intervals  of  visual  acuity 
without  altering  the  distance  at  which  the  test  is  made.  Weiss  uses  in- 
tecvals  of  a  tenth,  although  he  disapproves  of  the  method  of  denoting  the 
acuity  of  vision  in  decimal  fractions.  He  concludes  his  paper  on  the 
determination  of  vision  as  follows :  "  I  asree  with  those  who  do  not 
express  the  result  of  the  visual  test  in  decimal  fractions,  but  who  make  the 
numerator  refer  to  the  distance  at  Avhich  the  tests  have  been  made,  and  the 
denominator  to  the  distance  at  which  the  test-objects  subtend  the  visual 
angle  of  five  minutes.  This  notation  gives  information  as  to  the  way  in 
which  the  test  has  been  conducted." 

Wolffberg's  tests  ^  contain,  in  addition  to  reading  types,  ingenious 
figures  for  children,  and  boards  with  sets  of  letters  of  twelve  different  sizes. 
The  numbers  are  50,  30,  20,  15,  12,  10,  8,  6,  5,  4,  3,  2.  The  letters  are 
of  the  non-complicated  antique  shape,  and  are  easier  to  recognize  than  the 
th  ree  parallel  lines.  A  commendable  arrangement  is  that  he  gives  several 
sets  of  these  types  containing  only  one  letter  of  each  size.  This  makes  the 
boards,  which  are  printed  on  linen,  more  portable,  and,  what  is  of  more 
value,  the  small  number  of  letters  is  named  by  the  patient  in  much  less 


1  A.  Lotz,  Bale,  1889,  Echelles  internationales  h  signes  simplifies  pour  I'examen  de  la 
force  visuelle  centrale  chez  les  illettres  et  les  enfants,  d'apres  le  principe  de  Snellen, 
d 

'  Leopold  "Weiss,  Heidelberg,  1895,  Sehproben-Tafeln  zur  Bestimmung  der  Sehscharfe 
fiir  die  Feme. 

»  Hr.  Dr.  Wolffberg's  Sehschiirfeproben,  Breslau,  1892  (gesetzlich  geschiitzt). 
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time  than  cau  be  done  where  the  series  is  more  extended,  quickness  being 
of  great  importance  in  any  clinic. 

Straub's  "  proefletters"  form  the  antithesis  of  WolfFberg's  concise  system. 
This  series  is  arranged  especially  for  military  examinations,  and  consists  of 
three  maps,  each  with  a  large  number  of  letters  and  figures,  amounting  alto- 
gether to  four  hundred  and  twenty.  They  provide  well  for  the  requirement 
that  the  jjerson  examined  shall  not  learn  the  letters  by  heart.  On  the  other 
hand,  they  have  the  disadvantage  that  the  examiner  cannot  do  so  either ; 
cannot  control  the  accuracy  with  which  the  letters  are  named  without  him- 
self looking  at  them.  This  is  a  drawback  especially  if  he  wishes  at  the  same 
time  to  test  the  refraction  by  holding  different  glasses  in  front  of  the  eye. 

Jaeger's  Schriftscalen  consisted  of  a  veiy  complete  set  of  reading  tests 
printed  in  several  languages.  Unfortunately,  Jaeger  always  refused  ray 
request  that  he  should  indicate  for  each  number  the  distance  at  which  the 
prints  could  be  seen  under  a  visual  angle  of  five  minutes.  This  want  has  now 
been  supplied  by  Fuchs^  in  his  modified  edition  of  Jaeger's  Schriftscalen. 

Nicati^  gives  a  set  of  five-fold  square  letters  according  to  the  expression 

1^  =     to  be  seen  at  a  distance  of  three  and  a  half  metres.    The  distance 

of  three  and  a  half  metres  has  been  chosen  because  each  line  which  subtends 
an  angle  of  one  minute  at  that  distance  is  very  nearly  one  millimetre  in 
breadth.  Besides  these  he  gives  a  special  series  of  letters  which  are  based 
on  an  altogether  different  value  and  are  intended  to  express  what  he  calls 
"  physiological  vision."  In  opposition  to  the  physical  expression  of  vision 
as  inversely  proportional  to  the  visual  angle,  he  designates  physiological 
vision  as  a  series  of  values  based  upon  a  system  which  is  in  conformity 
with  Fechner's  psycho-physical  law.  His  values  representing  physiological 
.vision  are  brought  into  accordance  with  the  increase  which  takes  place  in 
visual  acuity  with  increasing  intensity  of  illumination.  Board  No.  6  con- 
tains a  series  of  types  for  each  set  of  which  there  is  noted  the  minimum 
amount  of  light  which  the  normal  eye  requires  in  order  to  read  them  at 
the  indicated  distance.  The  types  increase  in  geometrical  progression, 
L.  =  1, 1,  J,  1^,  .  .  .  .  ,  while  at  the  same  time  his  proposed  corresponding 
values  of  physiological  vision  represent  an  arithmetical  progression :  1,  0.9, 
0.8,  0.7,  

If  an  undoubted  direct  relation  between  the  geometrical  increase  of 
light  and  the  arithmetical  values  of  Nicati's  scale  of  physiological  vision 
can  be  stated,  his  test  will  permit  of  the  one  being  deduced  from  the  other. 
Indeed,  he  proposes  to  apply  his  scale  of  physiological  vision  to  photo- 
metric purposes.  From  the  amount  of  physiological  vision  he  infere  the 
relative  strength  of  illumination,  always,  however,  on  condition  that  the 


'  Lcseproben  fiir  die  Niiho.  Jaeger's  Schriftscalen  modificirt  von  Prof.  Dr.  E.  Fuchs, 
Wien,  1895. 

»  W.  Nicati,  Echelles  visuelles  et  leurs  applications,  Paris,  1894. 
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observing  eye  be  normal,  emmetropic,  and  adapted  for  the  given  amount 
of  light.  He  observes  that  tiie  use  of  one  eye  requires  double  the  illumi- 
nation that  is  necessary  for  the  use  of  both  eyes, — e.g.,  seeing  with  both 
eyes  is  equal,  from  this  physiological  point  of  view,  to  seeing  with  one 
eye  under  a  double  intensity  of  illumination.  His  assertions  seem  still 
to  call  for  experimental  confirmation.  Such  researches  are,  however,  not 
unattended  -with  difficulty.  The  accurate  measure  of  illumination  as  well 
as  that  of  the  limits  of  distinctness  requires  many  precautions  and  great 
care  in  order  to  avoid  obtaining  erroneous  results. 


MYDRIATICS  AND  MYOTICS. 


BY  HERMAN  SNELLEN,  JR.,  M.D., 
Ophthalmic  Surgeon  to  the  Netherlands  Hospital,  Utrecht,  Holland. 


Certain  substances,  especially  some  alkaloids  derived  from  the  Sola- 
naceje,  have  the  power  of  producing  a  dilatation  of  the  pupil  {mydriasis), 
and  hence  are  termed  mydriatics.  At  the  same  time  they  act  upon  the 
ciliary  body,  diminishing  and,  when  applied  in  sufficient  strength,  com- 
pletely paralyzing  the  power  of  accommodation,  thus  rendering  the  eye 
for  some  time  unalterably  focussed  for  the  farthest  point.  If  there  has 
been  permanent  tension  of  accommodation,  it  gives  way  under  the  influence 
of  the  mydriatic,  and  the  farthest  point  of  distinct  vision  moves  farther 
from  the  eye  than  it  would  in  simple  relaxation  without  the  aid  of  such 
substances.^ 

Other  materials, — for  instance,  eserine  and  j)iloGarpine, — when  applied  to 
the'eye,  have  the  power  of  diminishing  the  size  of  the  pupil  (i.e.,  of  pro- 
ducing myosis),  and  hence  receive  the  name  of  myotics.  They  also  act  upon 
the  ciliary  muscles,  producing  more  or  less  spasm  of  the  accommodation. 
Unlike  that  of  the  mydriatics,  the  action  of  the  myotics  does  not  render  the 
pupil  immobile.  The  influence  of  light  on  the  size  of  the  pupil  does  not 
cease  altogether ;  neither  is  the  accommodative  power  paralyzed.  On  the 
contrary,  during  the  period  of  diminution  of  the  action  of  the  myotic,  the 
range  of  accommodation  is  absolutely  increased,  the  influence  on  the  near 
point  being  greater  at  that  time  than  on  the  far  point.^ 

The  usual  form  of  application  of  mydriatics  and  myotics  is  into  the  con- 
junctival sac  in  solution,  in  ointment,  or  in  gelatin  wafers  that  are  impreg- 
nated with  the  drug.  Most  of  these  drugs  being  poisonous,  great  care 
should  be  taken  not  to  apply  them  too  freely  or  in  too  strong  solution.  If 
it  is  necessary  to  use  a  strong  solution,  it  is  advisable  to  close  the  canaliculi 
by  pressure,  so  as  to  prevent  the  drug  from  running  down  with  the  tears 
into  the  nose  and  thence  into  the  mucous  membranes  of  the  upper  intestinal 
tract,  where  it  can  be  more  rapidly  absorbed  into  the  circulatory  system. 

All  mydriatics  act  in  the  same  way.  They  differ  only  in  the  time  and 
in  the  strength  of  solution  which  are  required  to  produce  the  same  result. 
As  an  example  we  will  choose  atropine,  an  alkaloid  which  is  derived  from 

'  Bonders,  Anomalies  of  Accommodation  and  Refraction  of  the  Eye,  p.  587. 
'  Bonders,  loc.  cit.,  p.  613. 
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Atropa  Belladonna,  and  which  has  been  thoroughly  investigated  by  Bon- 
ders and  some  of  his  scholars.  It  is  the  oldest  mydriatic  known,  and  for 
a  long  time  was  the  only  reliable  one.  The  action  of  belladonna  on  the 
pupil  is  spoken  of  by  van  Swieten.'  Wells  ^  has  studied  its  influence  upon 
the  accommodation.  The  chemical  substance  to  which  these  actions  are 
due  was  not  known  until  1833,  when  Mein,  Geiger,  and  Hesse  determined 
it  to  be  an  alkaloid,  which  they  named  atropinum. 

Atropine  crystallizes  from  alcohol  in  the  form  of  needles  which  are 
soluble  in  three  hundred  parts  of  water.  With  acids  it  forms  salts  that  are 
more  soluble,  and  therefore  are  more  suitable  for  application.  Among 
these  salts  the  sulphate  is  the  one  that  is  most  commonly  employed. 

According  to  Bonders,  one  drop  of  a  solution  of  one  part  of  sulphate 
of  atropine  in  one  hundred  and  twenty  parts  of  water  is  sufficient  to  pro- 
"duce  the  full  effect. 

Jaarsma  *  has  found  that  one  drop  of  a  solution  of  one  to  twelve  hundred 
paralyzed  the  accommodation  for  twenty-four  hours.  According  to  the 
same  author,  the  weakest  solution  that  is  able  to  ijroduce  mydriasis  is  one 
to  eighty  thousand.  Its  full  action  takes  place  one  hour  after  the  instil- 
lation of  the  drug,  and  lasts  twenty- four  hours.  It  must  be  observed, 
however,  that  with  these  minimal  doses  we  refer  only  to  normal  eyes.  In 
case  of  inflammation  or  spasm  of  accommodation  a  repeated  instillation  of 
a  much  stronger  solution  often  proves  to  be  insufficient,  not  to  mention  the 
presence  of  synechise,  in  which  case  full  dilatation  of  the  pupil  is  often 
impossible.  '■■ 

Again,  its  influence  differs  in  various  individuals,  the  young,  upon 
account  of  the  thinness  of  their  eye-walls,  being  more  quickly  affected  than 
the  old.  In  some  animals — for  instance,  dogs  and  cats — its  action  on  the 
pupil  is  about  the  same  as  in  the  case  of  man.  The  action  is  less  marked 
in  rabbits,  very  slight  in  birds,  just  perceptible  in  frogs,  and  scarcely  or 
not  at  all  noticeable  in  fishes. 

The  mode  of  action  of  atropine  has  been  investigated  by  Bonders  and 
de  Ruyter.  Independently  of  their  researches,  von  Graefe  arrived  at  the 
same  conclusion  that  they  did, — viz.,  that  atropine  acts  on  the  eye  itself, 
without  interference  with  the  centre  of  innervation. 

The  following  experiments*  have  established  beyond  doubt  that  atropine 
applied  to  the  conjunctival  sac  passes  into  the  aqueous  humor,  and  that  the 
result  is  produced  by  the  direct  action  of  the  drug  :  first,  removal  of  the 
outer  layers  of  the  cornea  hastens  the  action ;  second,  the  application,  con- 
fined to  the  cornea,  in  the  eyes  of  frogs  after  excision  of  the  heart  (so  as 
to  stop  the  circulation),  after  decapitation,  after  removal  of  the  brain  and 
the  spinal  cord,  and  even  after  complete  isolation  of  the  eyes,  produces 

*  Van  Swieten,  Comment,  in  Boerhavii  Aphorismos,  t.  iii. 
»  Wells,  Philosophical  Transactions,  1811,  p.  378. 
'Jaarsma,  Thesis,  Le)'don,  1880. 

*  Bonders,  loc.  cit.,  p.  589. 


MYDRIATICS  AND  MYOTICS. 


33 


distinct  dilatation  of  the  pupil  in  a  few  minutes;  third,  a  trace  of  an 
extremely  dilute  solution  introduced  into  the  anterior  chamber  produces 
pupillary  dilatation  in  rabbits.  Finally,  after  repeated  instillations  into 
the  conjunctival  sac  of  a  rabbit,  the  aqueous  humor  can  be  evacuated  and 
instillal  upon  the  cornea  of  another  rabbit,  producing  considerable  dilata- 
tion of  the  second  animal's  pupil.  In  a  similar  experiment  von  Graefe 
injected  the  aqueous  humor  into  the  anterior  chamber  of  the  animal. 

Bonders  would  not  admit  that  atropine  acted  directly  upon  the  mus- 
cular fibre-cells,  as  he  believed  that  there  was  a  muscular  dilatator.  He 
thought  that  in  such  a  case  atropine  acted  upon  the  dilatator  muscle  in  the 
same  way  as  it  does  on  the  sphincter.  He  therefore  inferred  that  atropine 
acts  either  on  the  nerve-fibres  or  on  the  ganglionic  cells  in  the  eye. 

The  action  of  atropine,  however,  is  not  quite  independent  of  central 
innervation.  If  division  of  the  sympathetic  nerve  has  previously  taken 
place,  the  pupil  on  the  same  side  is  not  so  fully  dilated  by  atropine  as  that 
on  the  undivided  opposite  side.  Moreover,  paralysis  and  division  of  the 
trigeminal  nerve  have  no  influence  upon  the  action  of  the  drug. 

On  the  other  hand,  in  case  of  complete  paralysis  of  the  oculo-motor 
nerve,  the  size  of  the  pupil  is  considerably  increased  when  atropine  is  used.^ 
After  removal  of  this  nerve  an  additional  dilatation  occurs  when  atropine 
is  employed.  To  explain  this,  Donders  has  assumed  that  in  addition  to  the 
paralyzant  action  on  the  oculo-motor  nerve  there  is  a  stimulating  action  on 
the  sympathetic. 

In  cases  of  atropine  dilatation,  an  additional  enlargement  of  the  pupil 
can  be  produced  by  the  instillation  of  cocaine.  This  is  accomplished  by 
contraction  of  the  blood-vessels.^  On  the  other  hand,  dilatation  of  the 
pupil  produced  by  atropine  is  greatly  diminished  if  the  aqueous  humor  is 
allowed  to  escape  through  a  puncture  of  the  cornea.  This  effect  is  mechani- 
cally obtained  by  a  diminution  of  the  intra-ocular  tension  and  a  filling  of 
the  blood-vessels  of  the  iris. 

According  to  Donders,  the  action  of  atropine  begins  within  fifteen  min- 
utes after  the  instillation  of  one  drop  of  a  solution  of  one  part  of  sulphate 
of  atropine  to  one  hundred  and  tweuty  parts  of  water  (four  grains  to  the 
fluidounce).  The  mydriasis  is  the  first  obvious  result.  The  diminution  of 
the  accommodation  begins  later.  Complete  accommodative  paralysis  occurs 
much  later.  The  mydriasis  attains  its  maximum  in  the  course  of  from 
twenty  to  twenty-five  minutes,  the  loss  of  accommodation  at  that  time 
being  hardly  noticeable.  Immediately  following  this  the  accommodative 
power  rapidly  disappears.  Subsequently  it  proceeds  slowly,  attaining  its 
maximum  loss  about  one  hundred  minutes  after  the  instillation.  At  this 
time  the  nearest  point  of  accommodation  coincides  with  the  farthest  point, 
and  therefore  the  accommodative  loss  is  complete.    Total  paralysis  lasts 


1  Ruete,  Klinische  Beitrage,  Braunschweig,  1843. 

^  Fuchs,  Lehrbuch  der  Augenheilkunde,  1889,  S.  285. 
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forty-two  hours.  After  this  the  pupil  becomes  somewhat  smaller,  and  a 
slight  amount  of  accommodation  returns.  At  first  tlie  power  of  accom- 
modation increases  rapidly  until  the  fourth  day,  but  it  is  not  perfectly 
restored  until  after  the  eleventh  day. 

The  course  of  the  dilatation  of  the  pupil  and  the  degree  of  loss  of 
accommodation  are  more  clearly  shown  by  the  following  curves,  as  given 
by  Bonders  and  adapted  to  the  metrical  system  by  Landolt.' 

The  dilatation  is  represented  by  the  line  ddd  in  the  lower  portion  of 
Fig.  1.  On  the  horizontal  line  aa'  the  minutes  are  indicated  after  the 
instillation,  which  took  place  at  0.  The  lengths  of  the  downward  ordinates 
give  the  diameters  of  the  pupil  in  millimetres.    The  pupil  was  accurately 
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measured  at  short  intervals,  with  perfectly  equal  illumination  of  the  eye, 
the  other  eye  being  closed.  In  the  upper  portion  of  the  figure  the  influence 
of  the  drug  on  the  accommodation  is  represented.  The  curve  pppp  indi- 
cates the  course  of  the  near  ])oint  {2'^unGtuin  proximum),  and  the  curve  rrrr 
that  of  the  far  point  [pundum  remotum).  The  figures  at  the  left  above 
zero  stand  for  diopters. 

Fig.  2,  in  which  the  horizontal  line  marks  in  days  the  total  duration  of 
the  change  of  the  pupil  and  of  the  accommodation,  gives  the  diameters  of 
the  pupil  in  the  lower  portion  and  the  couree  of  the  punctum  proximum 
(pppp)  and  of  the  punctum  remotum  (rrrr)  in  the  upper  portion. 

The  curve  rrrr  being  above  the  zero  line  shows  that  the  person  upon 
whom  these  investigations  were  made  was  slightly  myopic.  It  shows 
scarcely  any  curvature,  as  is  usually  the  ca.se  in  myopic  and  emmetropic  eyes. 
In  hypermetropic  eyes  it  principally  shows  that  the  far  point  moves  from 


1  Traits  complet  d'ophthalmologie,  de  Wecker  et  Landolt,  t.  iii. 
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the  eye  in  proportion  as  the  latent  hypermetropia  becomes  manifest.  The 
Vine  pppp  constantly  moves  from  the  eye,  beginning  from  twelve  to  eighteen 
minutes  after  the  instillation,  till,  at  the  end  of  one  hundred  minutes,  p  co- 
incides with  r,  and,  therefore,  the  range  of  accommodation  equals  zero. 

During  these  experiments,  on  the  third  and  succeeding  days,  when  the 
accommodation  began  to  return,  but  was  not  completely  restored,  Bonders 
observed  that  the  relative  range  of  accommodation  was  similar  to  that  of 
myopes,  and  that  with  a  moderate  convergence  a  comparatively  small 
amount  of  accommodation  could  be  obtained,  objects  at  the  same  time 
appearing  to  be  much  smaller  (micropsia  ^ ).  The  reason  for  this  was 
that  a  greater  eifort  of  accommodation  was  required,^  causing  the  patient  to 

Fig.  2. 


imagine  that  objects  were  nearer,  and,  as  the  visual  angle  had  not  become 
greater,  they  were  supposed  to  be  smaller. 

Objects  also  appear  more  strongly  illuminated  to  the  atropinized  eye 
than  to  the  fellow-eye.  This  effect  can  be  best  seen  by  placing  a  prism 
before  one  eye,  so  as  to  obtain  double  images.  Again,  in  consequence  of 
reflex  action,  the  pupil  of  the  eye  not  subjected  to  instillation  of  the  drug 
becomes  narrower  than  ordinary. 

Visual  disturbance  differs  according  to  the  refraction  of  the  eye.  On 
hypermetropes  the  drug  has  the  most  unpleasant  eifect,  as  such  subjects 


1  Bonders,  Ned.  Lancet,  1851,  p  607. 

'  H.  Snellen  and  Kedingius  have  found  that  it  is  not  the  effort  of  accommodation  by 
which  we  judge  of  di.stance,  hut  the  convergence,  which  is  to  a  certain  degree  associated 
with  the  accommodation.  Micropsia  can  also  be  produced  by  putting  prisms  before  the 
eye,  in  which  case  only  a  greater  elfort  of  accommodation  is  required,  whereas  the  ac- 
commodation remains  unaltered.    (Verslag  Ned.  Gasthuis  v.  Ooglijders,  1895.) 
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cannot  see  distinctly  at  a  distance  nor  close  at  hand  without  the  aid  of 
convex  lenses.  Myopes  can  distinguish  less  at  a  distance  than  usual, 
according  to  the  dilatation  of  the  pupil,  but  they  complain  less,  as  they  can 
read  as  well  as  before  the  instillation.  Emmetropes  can  see  at  a  distance, 
but  require  convex  glasses  for  near  work. 

Any  mydriatic  solution — for  example,  atropine — instilled  into  the  con- 
junctival sac  is  carried  away  with  the  tears  into  the  nasal  cavity  aud  thence 
to  tlie  mucous  membranes  of  the  upper  portion  of  the  digestive  tract.  In 
this  way,  especially  after  prolonged  application,  it  may  produce  general 
disturbances,  which  sometimes  assume  a  most  alarming  character,  and  may 
even  cause  the  death  of  the  patient.  (Kugel.)  The  symptoms  of  general 
intoxication  are  dry  throat,  hurried  pulse,  giddiness,  and  weakness  in  the 
lower  extremities,  followed  by  general  prostration.  In  order  to  avoid  these, 
it  is  well  to  close  the  canaliculi  by  pressure  of  the  finger,  or  to  hold  the 
patient's  head  on  one  side,  so  as  to  prevent  the  solution  from  running  down 
with  the  tears  into  the  nose  during  the  time  of  instillation.  The  use  of 
too  strong  solutions  should  also  be  avoided  ;  but  even  instillations  of 
weaker  ones  (0.1  to  0.4  per  cent.)  are  said  to  be  sometimes  sufficient  to 
provoke  unpleasant  complications.  For  the  treatment  of  this  form  of 
intoxication,  subcutaneous  injections  of  morphine  (0.01  to  0.03  gramme) 
are  recommended.  (Kugel,  Hedler,  Beauvais.)  Pilocarpine  (0.02  gramme) ' 
has  also  been  employed  for  the  same  purpose. 

One  of  the  inconveniences  of  atropine  which  may  occur,  even  after  but 
a  few  instillations  of  the  drug,  is  an  affection  of  the  conjunctiva  known 
by  the  name  of  atropinism.  The  condition  has  been  attributed  to  impurity 
of  the  drug,  to  its  acid  or  alkaline  reaction,  and  to  micro-organisms  grow- 
ing in  the  solution.  Whatever  the  cause  may  be,  it  is  advisable  to  add 
some  boric  acid  to  the  solution,  to  use  fresh  solutions,  and  to  ascertain  by 
testing  with  litmus-paper  that  the  drug  is  neutral.  If  atropinism  has 
once  occurred,  the  drug  can  never  be  borne.  In  such  case  extract  of  bella- 
donna or  some  other  mydriatic  should  be  substituted.  Landolt^  advises 
the  use  of  salicylate  of  atropine,  because  it  keeps  longer  unchanged  than 
the  sulphate.    Petorelli  ^  recommends  the  employment  of  nitro-atropiue. 

In  Utrecht  the  writer  uses  atropine  in  solution  of  one-half  per  cent., 
with  the  addition  of  boric  acid.  With  this  he  has  never  met  with  the 
least  general  disturbance  or  irritation  of  tlie  conjunctiva.  If  a  very  strong 
action  is  required,  a  one  per  cent,  solution  can  be  employed.  In  most 
instances  repeated  instillations  of  the  half  per  cent,  strength  are  preferable. 

In  normal  eyes  atropine  hardly,  if  ever,  affects  the  intra-ocular  tension. 
In  glaucomatous  ones  it  may  produce  severe  attacks  of  glaucoma.^  Great 
care,  therefore,  should  be  taken  not  to  employ  atropine  too  freely  in  eyes 

'  Juhiish,  Klin.  Monatebl.,  1882,  S.  82. 
'  Landolt,  loc.  cit. 

'  Petorelli,  Compte-rendu  dii  congrds  internal,  do  Milan,  1881. 

*  Schumann,  Ueber  den  Mechanismus  der  Accommodation,  Dresden,  1868. 
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that  are  predisposed  to  glaucoma,  as  in  old  people  with  shallow  anterior 
chambers.  If  in  such  cases  a  dilatation  of  the  pupil  is  required  for  ex- 
amination purposes,  it  is  preferable  to  use  a  derivative  of  atropine, — viz., 
homatropine, — the  effect  of  which  lasts  a  much  shorter  time  and  is  easily 
overcome  by  myotics. 

Homatropine  is  obtained  as  an  oleaginous  liquid  by  the  action  of 
hydrochloric  acid  on  the  cyanate  of  tropine.  Radenburg  has  succeeded 
in  making  the  same  substance  synthetically.  With  hydrobromic  acid 
the  drug  forms  a  readily  crystallizable  salt,  which  is  the  only  one  that  is 
used  in  ophthalmic  practice.  Its  effect  ou  the  pupil  and  on  the  accommo- 
dation is  similar  to  that  of  atropine,  except  that  it  manifests  itself  more 
promptly  and  disappears  more  quickly.  The  drug,  therefore,  has  a  great 
advantage  over  atropine  in  those  cases  in  which  a  dilatation  of  the  pupil  is 
wanted  for  examining  the  crystalline  lens  or  the  fundus,^  or  in  which  the 
accommodation  momentarily  has  to  be  put  at  rest  for  testing  refraction.^ 

Tweedy,  Schaefer,  and  Goetz,  who  have  investigated  the  action  of  this 
drug,  agree  that  one  drop  of  a  solution  of  one  to  one  hundred  and  twenty 
causes  full  dilatation  of  the  pupil  and  complete  paralysis  of  the  accommoda- 
tion, which  disappears  entirely  within  twenty-four  hours,  whereas  the  effect 
of  a  one-half  per  cent,  solution  of  atropine  lasts  at  least  seven  days.  Patients 
can  bear  homatropine  very  well,  and  there  is  no  serious  danger  of  constitu- 
tional disturbance.  The  drug  is  generally  employed  in  a  one  per  cent, 
solution,  one  drop  of  which  in  most  cases  gives  the  full  effect.  In  nearly 
all  instances,  even  if  there  is  strong  tension  of  accommodation,  three  instil- 
lations of  the  above  solution  at  intervals  of  five  to  ten  minutes  will  pro- 
duce a  complete  paralysis  of  the  accommodation  in  twenty  minutes  after 
the  last  instillation.  To  obtain  the  same  result,  Schell  used  a  three  per 
cent,  solution. 

Daturine  is  an  alkaloid  found  by  Geiger  and  Hesse  in  the  leaves  and 
seeds  of  Datura  Stramonium.  Jaarsraa  ^  has  investigated  its  action,  and 
has  found  that  the  weakest  solution  of  the  sulphate  capable  of  dilating  the 
pupil  was  one  to  one  hundred  and  sixty  thousand.  The  effect  lasted  about 
twenty-four  hours.  The  accommodation  became  paralyzed  after  instil- 
lation of  a  solution  of  one  to  two  thousand,  and  remained  so  for  twenty- 
four  hours.  In  all  other  respects  it  acted  like  atropine,  and,  in  fact,  it  has 
been  found  to  be  identical  with  that  drug. 

Duboisine,  extracted  by  Gerard  and  Petit  from  Duhoisia  myojyoroides, 
is  a  most  powerful  mydriatic.  It  acts  much  more  energetically  and 
promptly  than  atropine,  but  its  effect  disappears  somewhat  sooner. 
Jaarsma''  found  that  an  extremely  diluted  solution  of  sulphate  of  duboi- 
sine (one  in  one  million  two  hundred  thousand)  produced  mydriasis  in 

1  Oliver,  American  Journal  of  the  Medical  Sciences,  July,  1881. 
'  Kisley,  Transactions  of  the  Amer.  Ophth.  Society,  1881. 
'  Jaarsma,  Inc.  cit. 
*  Jaarsma,  loc.  cit. 
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seveuty-five  minutes.  A  solution  of  one  to  three  thousand  paralyzed  the 
accommodation  for  twenty-four  hours. 

Seely/  using  a  one  to  one  hundred  and  twenty  solution,  saw  its  effect 
occur  in  from  four  to  seven  minutes.  The  eye  bore  the  duboisine  well,  but 
the  drug  gave  rise  to  general  disturbances.  On  this  account  he  recom- 
mends the  use  of  weaker  solutions. 

Vierling^  states  that  the  action  of  duboisine  is  much  more  prompt 
than  that  of  other  mydriatics.  The  sulphate  is  mostly  used  in  a  solution 
of  one  to  two  hundred  and  fifty  (two  grains  to  the  ounce).  Instillations 
often  produce  smarting,  but  do  not  cause  such  severe  disturbances  of  the 
conjunctiva  as  atropine  sometimes  does.  On  the  other  hand,  the  drug  is 
more  apt  to  give  rise  to  general  disturbances,  and  therefore  has  no  great 
advantages  over  atropine. 

Hyoscyamine,  the  allialoid  of  Hyoscyamus  niger,  was  obtained  by  Geiger 
and  Hesse  in  1833.  Hyoscine  seems  to  be  isomeric  with  it,  only  that  it 
differs  from  it  in  this  respect,  that  the  double  chloride  which  it  forms  with 
gold  is  less  soluble.  E-isley,^  experimenting  with  the  sulphate  of  hyoscy- 
amine, found  that  one  drop  of  a  solution  of  one  to  three  hundred  para- 
lyzes the  accommodation  during  seventy-seven  to  one  hundred  hours.  He 
thinks  it  preferable  to  duboisine,  as  being  less  dangerous  as  regards  general 
symptoms,  and  better  than  atropine,  because  of  its  more  prompt  action. 

Emmert  found  that  the  hydrochlorate  of  hyoscine  prepared  by  Merck 
acts  more  energetically  than  atropine  or  even  than  duboisine,  a  solution  of 
one  to  one  thousand  being  sufficient  to  paralyze  the  accommodative  func- 
tions. He  also  thinks  that  it  is  less  injurious  to  the  conjunctiva  and  to 
the  general  system.  On  this  point,  however,  Hirschberg*  and  Oliver*  do 
not  agree  with  him.    Michel  also  advises  caution  with  the  drug. 

Scopolamine,  the  alkaloid  of  Scopolia  atropoides,  introduced  into  oph- 
thalmology by  Raehlraan,  is,  according  to  Schmidt"  and  Merck,^  considered 
to  be  identical  with  hyoscine.  Raehlman*  maintains  that  the  drug  is  differ- 
ent, and  that  it  has  not  the  ill  effects  of  hyoscine.  Harvey  Smith'  states 
that  scopolamine,  even  in  a  one-fifth  to  one-tenth  per  cent,  solution,  pro- 
duces toxic  effects.  It  is  advisable,  however,  not  to  use  it  too  freely,  espe- 
cially in  children.  Weaker  solutions  (less  than  one-half  per  cent.)  do  not 
appear  to  be  so  dangerous,  and  are  quite  efficient.  According  to  Koenig- 
stein,  even  a  solution  of  one  to  one  thousand  gives  the  full  effect.  The 
hydrobromic  salt  seems  to  be  preferable  to  tlie  hydrochloric,  and  is  era- 

'  Seely,  Archiv  f.  Augenh.,  1879,  viii.  S.  247. 

'  Vierliiig,  Dcutschmnnn's  Beitriige,  xiii.,  1894. 

'  Rislcy,  Trims.  Ainer.  Ophth.  Soc,  December,  1891. 

*  Hirschberg,  Centrulblatt  f.  prnkt.  Augenheilk.,  1881. 

s  Oliver,  Amer.  Journal  of  the  Medical  Sciences,  1882. 

•Schmidt,  Arch.  d.  Pharm.,  1894. 

'  Merck,  Bericht  libor  das  .Jahr  1894. 

8  Raehlman,  Monatsbl.  f.  Augenheilk.,  1898,  S.  59. 

»  Harvey  Smith,  New  York  Medical  Journal,  July,  1894. 
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ployed  in  solutions  of  one-tenth  to  one-fifth  per  cent.,  which  are  equal  in 
action  to  one-half  and  one  per  cent,  solutions  of  atropine.^ 

Ephedrin,  the  alkaloid  of  Ephedra  vulgaris,  is  a  very  weak  mydriatic. 
Kinnosuta  Miura  (Tokio)  found  that  a  ten  per  cent,  solution  of  the  hydro- 
chloric salt  produced  mydriasis  in  from  forty  to  sixty  minutes  without 
affecting  the  ciliary  muscles.  Geppert  discovered  that  a  combination  of 
ephedriu  with  a  very  weak  solution  of  homatropine  has  a  much  greater 
effect  on  the  size  of  the  pupil  than  either  of  the  drugs  used  separately. 
The  mydriasis  lasts  only  a  short  time,  and  the  accommodation  does  not 
become  paralyzed.  This  combination,  therefore,  has  great  advantages  in 
those  cases  where  only  a  temporary  dilatation  of  the  pupil  is  required  for 
examining  the  media  and  the  periphery  of  the  fundus. 

Ml/drill,  as  sold  by  Merck,^  is  composed  of  one  part  of  homatropine  and 
one  hundred  parts  of  ephedrin.  Its  action  has  been  studied  by  Groenouw.^ 
According  to  this  author,  a  ten  per  cent,  solution  of  mydrin  produces  dila- 
tation of  the  pupil  in  eight  minutes.  The  pupil  attains  its  maximum  size 
in  about  thirty  minutes.  At  this  pei'iod  the  size  of  the  pupil  is  between 
four  and  seven  millimetres,  which  in  most  cases  is  sufficient  for  ophthal- 
moscopic examination.  After  twenty  minutes  the  dilatation  diminishes, 
and  in  from  four  to  six  hours  it  disappears  entii'ely. 

Gelsemine  is  a  resinous  substance  extracted  by  Worraley  from  Gel- 
semium  sempervirens.  Its  action  has  been  investigated  by  Jaarsma,  who 
found  it  variable  in  its  effects.  It  readily  produced  symptoms  of  general 
disturbance,  and  is,  therefore,  unsuitable  for  practical  application. 

Cocaine,^  the  alkaloid  of  Erythroxylon  Coca,  introduced  into  ophthalmic 
practice  by  Roller,^  is  a  most  valuable  anaesthetic,  but  as  a  mydriatic  has 
little  value  when  employed  alone.  The  first  preparations  of  this  drug 
seem  to  have  been  impure  and  not  free  from  other  alkaloids,  and  there- 
fore often  had  a  marked  influence  on  the  pupil  and  accommodation.  The 
pure  drug  causes  only  a  relative  dilatation  of  the  pupil,  the  influence  of 
light  on  the  size  of  the  pupil  not  ceasing.  Paralysis  of  accommodation 
occurs  only  after  repeated  instillations  of  a  strong  solution,  and  very  soon 
passes  off".  The  other  properties  of  the  drug  are  not  favorable  for  mydri- 
atic purposes;  for  instance,  the  conjunctiva  and  cornea  become  dry,  and 
the  epithelium  is  easily  injured.  It  is  advisable,  therefore,  to  bandage 
the  eye  or  to  apply  wet  compresses  after  using  the  drug.  In  combina- 
tion with  other  mydriatics  it  has  great  merits.    In  the  first  place,  it  prevents 


1  Vide  Oliver,  American  Journal  of  the  Medical  Sciences,  September,  1896. 

'  E.  Merck,  Berichte,  No.  119,  1895. 

'  Groenouw,  Deutsche  Med.  Wochenschrift,  No.  10,  1895. 

*  Roller,  Wiener  Med.  Wochens.,  1884,  and  Heidelberg.  Ophth.  Gesellschaft,  Septem- 
ber, 1884.  H.  Knapp,  Medical  Record,  October,  1884.  Landolt,  Archives  d'Ophth.,  No- 
vember,  1884.  Emmert,  Corrcspondenz-Blatt  fiir  Schweizer  Aerzte,  May,  1885.  Keyser, 
Therapeutic  Gazette,  1885.    Eversbusch,  Aerztl.  Intellig.-Blatt,  1885. 

*  Keller,  loc.  cit. 
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irritation  of  the  coujiinctiva  and  hypersecretion  of  tears,  and  it  facilitates 
the  absorption  of  the  combined  mydriatic ;  in  the  second  place,  it  produces 
an  additional  dilatation,  even  when  the  pupil  is  dilated  to  the  utmost  that 
can  be  accomplished  by  atropine. 

The  hydrochloric  salt  is  the  most  commonly  employed,  in  solution 
of  from  two  to  five  per  cent,  A  few  drops  of  this  solution  sufiBce  to  render 
the  cornea  anaesthetic  within  five  minutes.  For  anajsthesia  of  the  iris, 
repeated  instillations  during  from  twenty  to  thirty  minutes  are  necessary. 

If  a  mydriatic  is  employed  for  the  purpose  of  examination,  mydrin  often 
proves  sufficient;  if  not,  a  weak  solution  of  homatropine  can  be  used. 
In  oi'der  to  set  the  accommodation  at  rest  for  testing  refractive  errors, 
three  or  four  instillations  of  a  one  per  cent,  solution  of  homatropine  gen- 
erally are  efficient.  Casey  A.  Wood^  recommends  a  combination  of 
homatropine  and  cocaine  in  gelatin  disks. 

In  cases  of  spasm  of  accommodation,  where  a  stronger  mydriatic  is 
required,  duboisine  or  scopolamine  or  hyoscine  is  recommended  ;  but  for 
protracted  use,  as  in  inflammatory  cases,  atrojoine  is  more  suitable,  as  it 
keeps  the  pupil  and  accommodation  longer  under  control  and  is  less 
dangerous  than  the  other  mydriatics. 

MYOTICS. 

Myotics  are  those  substances  which  are  capable  of  producing  a  narrow- 
ing of  the  pupil  (inyosis).  If  emj)loyed  in  sufficient  strength,  the_y  act  at 
the  same  time  on  the  ciliary  body,  producing  spasm  of  the  accommodation. 

Those  derived  from  the  Calabar  bean  (the  fruit  of  Physosligma  vene- 
nosum  [Balfour],  belonging  to  the  Leguminosse)  are  the  most  powerful. 

The  action  of  the  alcoholic  extract  of  Calabar  beau  on  the  pupil  was 
discovered  by  Fraser  in  1862  ;  that  on  the  accommodation  by  Argyll-Rob- 
ertson in  1863,  who  introduced  this  drug  into  ophthalmology.  Among  the 
investigations  as  to  the  action  of  this  myotic,  we  quote,  in  the  firet  place, 
those  of  Donders  and  Haraer.^ 

In  1863,  Jobst  and  Hesse  discovered  an  alkaloid  of  the  Calabar  bean 
which  had  the  same  myotic  power  as  the  extract ;  this  they  named  jjhyso- 
stigmine.  V6e  and  Leven  also  obtained  an  alkaloid  which  was  named  eserine. 
These  two  alkaloids  have  later  been  found  to  be  identical.  Another  alka- 
loid of  the  Calabar  bean,  called  calabarine,  was  discovered  in  1866  by 
Harnach  and  Witkowsky.  These  alkaloids  have  replaced  the  extract,  being 
more  constant  in  action  and  less  irritating  to  the  conjunctiva. 

The  mode  of  action  of  myotics,  in  wliich  they  show  great  analogy  with 
mydriatics,  has  been  investigated  by  Bonders  and  Hamor.^  If  intro- 
duced into  the  conjunctival  sac,  whether  tlie  drug  be  in  solution,  in  oint- 
ment, or  in  gelatin  wafers,  it  passes  through  the  cornea  into  the  anterior 

'  Pan-American  Medical  Congress,  Wnshington,  1808. 
2  Donders,  Refraction  of  the  Eye,  p.  GIO. 
'  Donders,  loc.  cit. 
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chamber  and  acts  on  the  iris  and  the  ciliary  body  without  the  intervention  of 
the  central  nerve-system.  Bonders  believed  that  myotics  acted  as  stimulants 
on  specific  nerve-cells  inside  the  eye  in  the  course  of  the  oculo-motor  nerve. 

Like  mydriatics,  myotics  act  more  promptly  and  more  energetically  on 
the  pupil  than  on  the  ciliary  body.  The  effect  on  the  accommodation 
ceases  sooner  than  that  on  the  pupil.  Solutions  not  strong  enough  to  pro- 
duce ciliary  spasm  act  on  the  iris.  The  contraction  of  the  pupil  after  the 
application  of  a  sufficient  dose  to  the  conjunctiva  commences  in  from  five 
to  ten  minutes,  attains  its  maximum  in  from  thirty  to  forty  minutes,  dimin- 
ishes slowly  after  three  hours,  and  disappears  in  from  two  to  four  days. 
This  routine  is  occasionally  vai'ied  by  some  pupillary  dilatation.  The  whole 
process  is  moi'e  rapid  than  that  of  atropine.  At  the  time  of  maximum 
contraction  the  pupil  becomes  smaller  than  in  normal  condition  with  the 
strongest  light.  This  is  associated  with  the  most  powerful  accommodation. 
(V.  Gi-aefe.)  Nevertheless,  the  influence  of  light  does  not  cease.  The 
consensual  contraction  especially  can  easily  be  observed  by  closing  and 
opening  the  fellow-eye.  When  the  pupil  is  in  the  state  of  maximum  con- 
traction it  is  mostly  irregular  and  even  angular  in  outline.  To  the  eye 
to  which  the  myotic  has  been  applied  objects  appear  much  less  brightly 
illuminated  than  to  the  other  eye. 

The  effect  on  the  accommodation  manifests  itself  almost  immediately 
after  the  beginning  of  the  myosis.  Both  the  far  and  near  points  of  dis- 
tinct vision  move  equally  towards  the  eye.  Therefore  there  is  no  loss  of 
accommodation,  as  is  the  case  after  the  instillation  of  mydriatics.  More- 
over, with  the  diminution  of  the  action  of  the  myotic  the  range  of  accom- 
modation is  increased,  attaining  its  highest  increment  after  one  hundred 
minutes.    (  Vide  Fig.  3.) 

In  this  state  of  spasm  a  slight  impulse  of  the  will  has  a  great  effect 
upon  the  accommodation.  For  instance,  Hamer  found  that  one  hundred 
and  five  minutes  after  the  instillation,  with  a  convergence  to  10",  the  eye  in 
which  the  drug  was  used  was  not  focussed  at  10",  as  was  naturally  the  case 
with  the  other  eye,  but  at  4.5"  ;  after  eleven  hours  it  was  focussed  at  8.3", 
with  the  same  convergence  to  10" ;  in  fact,  some  difference  remained  in  the 
state  of  accommodation  of  both  eyes,  with  equal  convergence,  as  long  as 
the  range  of  accommodation  of  the  instilled  eye  continued  to  be  greater 
than  that  of  the  other  one.  The  eye  behaved  like  a  hypermetropic  one. 
There  was  considerable  accommodation  with  slight  convergence,  the  reverse 
of  what  was  seen  wlien  the  eye  was  under  the  influence  of  atropine,  in 
which  there  was  a  slight  degree  of  accommodation  with  considerable  con- 
vergence, as  is  found  in  myopic  eyes. 

When  myotics  are  used,  it  is  found  that,  in  proportion  to  the  feebleness 
of  the  impulse  required  to  accommodate  for  a  certain  distance,  objects 
appear  enlarged  (macropia).  The  effort  of  accommodation  being  less 
strong,  the  objects  are  supposed  to  be  farther  away,  and,  as  the  angle  of 
vision  remains  the  same,  they  seem  to  be  larger. 
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The  course  of  the  spasm  of  the  sphincter  and  of  the  ciliary  muscles  ig 
best  shown  by  the  curves  in  Figs.  3  and  4,  which  we  owe  to  the  investiga- 
tions of  Bonders  and  Hamer,  and  which  have  been  adapted  to  the  metric 
system  by  Landolt. 

In  Fig.  3  the  minutes  after  the  instillation  are  indicated  on  the  hori- 
zontal line  aa'.  The  curves  above  the  line  show  the  changes  of  the  near 
point  of  distinct  vision  {p)  and  that  of  the  far  point  (?•),  expressed  in 
diopters. 

In  the  beginning  the  range  of  accommodation  indicated  by  the  space 
between  the  lines  ppp  and  rrr  is  diminished.   In  another  experiment,  the 
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influence  on  the  nearest  point  in  the  first  period  being  greater  than  on  the 
farthest  point,  the  range  of  accommodation  was  increased.  At  the  period 
of  maximum  action,  thirty  to  forty  minutes  after  the  instillation,  the  near 
and  far  points  are  moved  equally  closer  to  the  eye;  the  range  of  accom- 
modation is,  therefore,  nearly  the  same  as  it  was  before  the  instillation. 
With  the  decrease  of  the  action  the  punctum  remotum  returns  sooner  to 
its  original  place  than  the  near  point  does,  the  range  of  accommodation  thus 
becoming  greater. 

The  line  ddd,  below  the  horizontal  line,  shows  the  alteration  in  the  size 
of  the  pupil,  indicated  in  millimetres. 
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Fig.  4  exhibits  curves  similar  to  those  in  Fig.  3,  showing  the  gradu- 
ally lessening  action  of  the  drug  during  the  course  of  the  first  three  days 
after  its  instillation.  Here  the  influence  on  the  far  point  (r)  ceases  after 
six  hours,  whereas  the  near  point  (p)  regains  its  proper  place  only  after 
twenty-fouT  hours.  The  influence  on  the  size  of  the  pupil  is  still  per- 
ceptible after  two  days. 

We  have  already  noticed  that  there  is  a  marked  antagonism  between 
the  action  of  myotics  and  that  of  mydriatics.  It  is  interesting,  therefore, 
to  know  how  these  two  series  of  drugs  act  when  instilled  simultaneously 
or  consecutively  into  the  same  eye.    Hamer  observed  that  when  both  drugs 


Fig.  4. 


were  simultaneously  instilled,  the  more  rapidly  acting  myotic  first  showed 
its  effect  by  contracting  the  pupil  and  producing  spasm  of  the  accommo- 
dation. This  effect,  however,  was  soon  overcome  by  that  of  the  mydriatic, 
the  spasm  of  accommodation  continuing  while  the  pupil  became  wider. 

Von  Graefe  investigated  how  far  the  action  of  atropine  could  be  inter- 
rupted by  the  after-use  of  a  myotic.  He  found  that  when  extract  of 
Calabar  bean  was  applied  while  tiie  action  of  atropine  was  diminishing,  it 
was  capable  of  temporarily  producing  contraction  of  the  pupil  and  spasm 
of  the  accommodation.  These  phenomena,  however,  were  soon  followed  by 
the  ordinary  routine  action  of  the  mydriatic. 

According  to  Bonders,  Calabar  bean  is  capable  of  lessening  the  size  of 
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the  pupil  and  of  increasing  the  manifest  refraction  even  when  the  pupil  is 
dilated  to  its  maximum  by  atropine  and  when  paralysis  of  accommodation 
seems  complete.  This  elfect,  however,  is  of  short  duration,  being  soon 
overcome  by  the  stronger  influence  of  atropine. 

Rossbach,  on  the  contrary,  believing  in  the  predominance  of  mydriatics 
over  myotics,  is  of  opinion  that  a  pupil  dilated  by  atropine  can  be  contracted 
by  a  myotic  only  under  exceptional  conditions. 

The  author's  observations  agree  with  the  results  of  the  former  investi- 
gators. In  his  left  eye,  which  is  normal,  and  its  refraction  =  Hm.  0.25  D, 
a  drop  of  atropine  was  placed,  after  which  the  pupil  became  dilated  to  its 
maximum  and  the  accommodation  was  totally  paralyzed,  the  refraction 
remaining  the  same.  After  two  hours,  in  order  to  be  quite  sure  that  there 
wtis  no  tension  of  accommodation  left,  another  drojj  of  the  same  half  per 
cent,  solution  of  the  same  drug  was  instilled,  but  the  refraction  remained 
the  same.  The  next  day  pilocarpine  was  freely  applied,  after  which  the 
refraction  became  equal  to  a  myopia  of  half  a  diopter  and  increased  in 
fifteen  minutes  to  that  of  one  diopter.  There  was  no  accommodation 
possible,  and  the  size  of  the  pujjil  was  diminished  to  six  millimetres. 
After  twenty  minutes  the  refraction  was  again  emmetropic  and  the  range 
of  accommodation  had  regained  three  diopters,  which  after  thi'ee  hours 
became  reduced  to  one  diopter,  and  the  size  of  the  pupil  again  became  eight 
millimetres.  The  next  day — the  third  after  the  instillation  of  the  mydri- 
atic— the  experiment  was  repeated  ;  and  then,  by  the  aid  of  pilocarpine,  the 
pupil  could  be  contracted  to  four  millimetres'  diameter,  and  there  was  an 
increase  of  refraction  of  two  diopters,  which  lasted  about  an  hour.  After 
seven  days  there  was  still  a  perceptible  difference  in  the  size  of  the  pupil 
and  in  the  range  of  accommodation  in  the  two  eyes.^ 

Schaffer  ^  has  observed  that  eserine  can  totally  efface  the  mydriasis  caused 
bv  homatropine.  He  has  also  shown  that  the  drug  is  not  capable  of  an- 
nulling the  effect  of  duboisine  or  atropine. 

From  "this  we  may  deduce  that  myotics  may  be  used  with  advantage  to 
lessen  and  in  some  cases  to  annul  the  ill  effects  produced  by  mydriatics. 
They  may  be  also  employed  to  stimulate  the  action  of  the  ciliary  muscles 
in  case  of  paresis.  Their  greatest  value  in  ophthalmic  practice,  however, 
depends  upon  their  power  of  diminishing  the  intra-ocular  tension  in  glau- 
coma, as  was  determined  by  Laqueur^  in  1876. 

Von  Graefe  had  used  Calabar  bean  before  Laqueur  in  the  treatment  of  i 
glaucoma,  but  only  in  order  to  facilitate  iridectomy  by  contraction  of  the 
pupil.    As  it  was  known  that  atropine  had  a  bad  influence  on  the  disease, 
Ijaqueur  investigated  how  eserine  might  act  as  an  antagonist  of  atropine. 
Since  then  myotics  have  been  the  principal  therapeutic  agents  used  in  com- 

>  See  similar  results  observed  in  a  study  of  refraction  in  plastic  iritis  by  Oliver,  Trans- 
actions of  the  American  Oplithalmological  Society,  1892  and  1894. 
'  Schiiflor,  Arcbiv  f.  Augonhi'ilk.,  x.  S.  186. 
'  Laqueur,  Archiv  f.  Ophthal.,  xxiii.  111. 
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bination  with  iridectomy  or  sclerotomy  (H.  Snellen or  even  without  any 
operation  (Cohn  -),  on  account  of  their  influence  on  the  intra-ocular  tension. 
A.  Weber ^  strongly  recommends  their  employment  in  the  treatment  of 
corneal  ulcers.  Finally,  myotics  may  be  used  in  irregular  astigmatism  for 
optical  purposes. 

We  have  already  mentioned  that  the  alkaloids  of  Calabar  bean  act  in  the 
same  way  as  the  extract,  and  that  they  are  preferable  because  their  action  is 
more  constant  and  less  irritating  to  the  conjunctiva  than  the  extract.  The 
sulphate  of  eseriue  is  the  most  commonly  employed  salt.  Very  often  pa- 
tients complain  of  a  slight  smarting  after  the  instillation,  but  the  eye  seems 
to  become  accustomed  to  it,  and  the  instillations  can  be  continued  without 
unpleasant  complications.  In  exceptional  cases,  however,  especially  when 
stronger  solutions  are  used,  the  drug  gives  rise  to  such  severe  ocular  pain, 
with  headache  and  nausea,  that  it  has  to  be  discontinued. 

Under  the  influence  of  light,  the  solution  of  sulphate  of  eserine  becomes 
red  by  the  formation  of  rubreserine,  which  has  no  myotic  power. 

Sulphate  of  eserine  is  used  in  solution  of  one-half  to  one  per  cent.  It 
is  desirable  to  add  an  antiseptic — as,  for  instance,  boric  acid  or  sublimate — 
to  the  solution.  Landolt  recommends  the  employment  of  the  salicylate 
(Merck)  instead  of  the  sulphate,  as  this  salt  seems  to  be  less  irritating  and 
more  stable. 

Physostigmine,  as  we  have  already  stated,  is  identical  with  eserine. 
Another  myotic,  pilocarpine,  was  discovered  by  Hardy  in  1875.  It  is  an 
alkaloid  derived  from  the  leaves  of  jaborandi.  With  hydrochloric  acid 
and  nitric  acid  it  forms  crystallizable  salts  which  are  very  soluble  in  water. 

Jaarsma*  investigated  the  action  of  the  hydrochlorate  of  pilocarpine, 
and  found  it  similar  to  that  of  eserine,  but  much  weaker.  While  the 
smallest  dose  of  eserine  capable  of  contracting  the  pupil  is  one  drop  of  a 
solution  of  one  to  twelve  thousand  eight  hundred,  the  minimum  dose  of 
pilocarpine  is  one  drop  of  a  one  to  four  hundred  solution.  The  same  solu- 
tion of  pilocarpine  acts  at  the  same  time  upon  the  accommodation,  whereas 
eserine  requires  a  strength  of  one  to  eight  hundred  to  produce  accommo- 
dative spasm. 

After  instillation  of  pilocarpine  the  contraction  of  the  pupil  begins 
within  a  quarter  of  an  hour,  attains  its  maximum  in  from  thirty  to  fortv-five 
minutes,  and  disappears  within  twenty-four  hours.  The  strength  of  the 
solution  seems  to  have  no  influence  on  the  duration  of  the  process.  The 
strongest  contraction  can  be  obtained  by  a  four  per  cent,  solution.  The 
spasm  of  accommodation  begins  about  fifteen  minutes  after  the  instillation, 
and  is  independent  of  the  contraction  of  the  pupil.  It  lasts  two  hours  and 
a  half. 


1  H.  Snellen,  Donders-feestbundel,  1888,  and  Heidelberg  Congress,  1888. 

"  Cohn,  Berliner  Klin.  Wochenschrift,  21,  1895. 

'  A.  Weber,  Archiv  f.  Ophthal.,  xxii.  4,  S.  215,  1876. 

*  Jaarsma,  loc.  cit. 
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Hydrochlorate  of  pilocarpine  in  solution  keeps  well  for  a  long  time.  It 
acts  more  mildly,  and,  according  to  the  author's  experience,  patients  bear  it 
better,  even  in  a  four  per  cent,  solution,  than  eserine.  The  usual  strength 
of  the  solution  is  two  to  four  per  cent.  As  a  myotic,  pilocarpine  is  much 
employed  in  oj)hthalmic  practice  as  a  diaphoretic,  in  order  to  facilitate  the 
absorption  of  vitreous  opacities,  exudations,  and  fluid  situated  behind  the 
retina  in  cases  of  detachment.  For  these  purposes  subcutaneous  injections 
are  employed  (ten  to  twenty  milligrammes  in  water). 

Muscarine,  an  alkaloid  derived  by  Schmiedeberg  and  Koppe^  from 
Amanita  muscaria,  is  not  reliable  as  a  myotic.  According  to  Kraeuchel, 
who  has  made  investigations  with  this  drug  in  the  clinic  of  Donders,  mus- 
carine produces  spasm  of  accommodation  in  from  five  to  ten  minutes  after 
the  instillation  into  the  conjunctival  sac.  The  spasm  attains  its  maximum 
in  from  fifteen  to  thirty  minutes,  and  disappears  in  from  one  to  two  and  a 
half  hours.  Its  action  on  the  pupil  is  variable.  In  some  cases  Kraenchel 
noticed  spasm  of  accommodation  with  hardly  any  change  in  the  size  of  the 
pupil.  In  others  a  strong  rayosis  accompanied  by  a  moderate  spasm  appeared. 
Contrary  to  other  myotics,  muscarine  acts  first  on  the  ciliary  muscle. 

Other  myotic  agents,  as  inhalations  of  nitrogen  protoxide  (Bordier^), 
hypodermic  injections  of  morphine  (v.  Graefe),  and  applications  of  nicotine, 
conium,  extract  of  aconitine,  and  extract  of  digitaline,  are  useless  in  oph- 
thalmic practice.    (Kuyper,^  Bonders,*  Weber.^) 

The  best  myotic  known  at  present  is  the  hydrochlorate  of  pilocarpine, 
which  keeps  well  in  solution,  does  not  produce  any  irritation  of  the  con- 
junctiva, does  not  give  rise  to  any  complications  or  general  disturbances, 
and,  therefore,  has  every  advantage  over  other  myotics,  except  its  exceed- 
ingly high  price. 

A  new  drug,  arecoline,  brought  forward  by  Merck*  in  1894,  can  per- 
haps in  this  respect  be  used  advantageously  as  a  substitute  for  pilocarpine. 
According  to  Merck,  the  hydrobroraic  salt  of  this  alkaloid  keeps  better 
than  eserine,  acts  more  powerfully  than  pilocarpine,  and  is  much  cheaper. 
Lavagna^  has  found  it  useful.  It  does  not  irritate  the  eye,  and  even  after 
repeated  instillations  fails  to  produce  headache  or  other  complications. 
According  to  the  investigations  of  this  observer,  a  one  per  cent,  solution 
produces  myosis  in  five  minutes.  The  maximum  of  contraction  of  the  pupil 
(the  diameter  being  one  and  one-half  millimetres)  occurs  fifteen  minutes 
after  the  instillation  and  lasts  for  thirty  minutes.  After  seventy  minutes 
the  pupil  regains  its  original  size. 

'  Schmiedeberg  and  Koppc,  Diis  Muscarin,  Leipzig,  1869. 

'  Bordier,  Journal  de  TLorapeutique,  1876. 

'  Kuyper,  loc.  cit. 

*  Bonders,  loc.  cit. 

'  Weber,  Heidelberg,  1859. 

"  Merck,  Bericht  iibcr  dns  .lalir  1894. 

'  Lavagna,  Giornale  della  lleale  Accad.  Med.-Chir.  di  Torino,  i.,  1894,  and  Therapeut. 
MonaUheftc,  1894. 
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I.  THE  PRINCIPLE  OF  LATERAL,  ILLUMINATION. 

Who  has  not  admired  the  beautiful  play  of  dust  in  the  sunlight?  Let 
a  beam  of  sunlight  enter  an  otherwise  darkened  room,  and  its  path  is  imme- 
diately marked  out  by  millions  of  fine  particles  of  dust  dancing  in  its  course. 
The  bright  sunbeam  is  sharply  defined  by  the  surrounding  darkness.  In 
diffuse  daylight  we  do  not  see  the  numbex'less  particles  at  all  times  floating 
in  the  air ;  on  the  contrary,  it  appears  perfectly  clear  and  homogeneous. 
The  explanation  of  this  phenomenon  is  to  be  found  in  the  following  facts. 
The  small  floating  particles  of  dust  receive  the  diffuse  daylight  fi'om  all 
directions  and  are  almost  equally  illuminated.  Consequently  they  do  not 
excite  any  visual  sensation,  for  they  do  not  contrast  with  their  surroundings, 
and  contrast  is  an  essential  requisite  of  every  sensory  perception.  In  the 
homocentric  light  of  a  single  sunbeam,  the  particles  of  dust  and  the  little 
crystals  floating  in  its  path  are  intensely  illuminated  (their  minute  surfaces 
sometimes  reflecting  like  mirrors),  while  those  in  the  surrounding  air  remain 
in  darkness.  A  sharp  contrast  is  the  result,  and  we  are  enabled  to  perceive 
them  easily. 

This  principle  is  applied  in  lateral  illumination  of  the  eye, — a  method  of 
examination  known  also  as  oblique  or  focal  illumination.  Though  it  is  im- 
possible to  produce  such  a  striking  contrast  as  in  the  case  of  the  dust  in  the 
sunbeam, — intense  illumination  beside  absolute  darkness, — still,  a  consider- 
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able  amount  of  light  can  be  thrown  upon  some  portions  of  the  eye  and  shade 
upon  the  neighboring  parts,  thus  causing  marked  contrast.  The  bright 
light  is  obtained  in  a  darkened  room  at  or  near  the  apex  of  a  cone  of  light 
concentrated  by  a  strong  convex  lens  from  the  rays  coming  from  a  flame. 
The  shadow  is  likewise  due  to  the  lens,  and  is  thrown  around  the  illuminated 
area, — a  fact  which  does  not  usually  receive  due  consideration.  Some  diffuse 
light  falls  upon  the  eye  examined  from  the  walls  of  the  room  and  from 
the  face  and  body  of  the  observer,  thus  diminishing  the  contrast  between 
illuminated  and  shaded  parts :  still,  this  does  not  cause  any  considerable 
disturbance. 

II.  OTHER  FACTORS  CONCERNED  IN  LATERAL  ILLUMINATION. 

It  is  important  to  vary  the  direction  of  our  vision  in  examining  by 
lateral  illumination,  A  faint  grease-spot  or  a  slight  uuevenness  in  white 
paper  is  seen  most  distinctly  when  we  look  slantingly  upon  the  paper.  In 
a  similar  manner  a  little  flake  of  mucus  or  an  indistinct  opacity  of  the 
cornea  is  more  easily  discovered.  Other  reasons  besides  compel  us  to  change 
the  direction  of  our  gaze.  At  certain  points  the  bright  corneal  reflex  is  very 
disturbing,  and  is  avoided  by  changing  the  position.  Furthermore,  the 
background  of  the  transparent  cornea  and  aqueous  humor  varies  accoi'ding 
as  it  is  formed  by  the  dark  pupil  or  by  the  colored  iris.  It  is  obvious 
that  a  faint  corneal  opacity  can  be  best  seen  on  the  dark  background  of  the 
pupil,  while  a  dark  foreign  body  is  more  easily  discovered  when  viewed  on 
the  background  of  a  light  iris. 

It  is  likewise  necessary  to  alter  the  direction  of  the  cone  of  light  if  the 
examination  is  to  be  performed  in  a  complete  manner.  In  general  it  is 
best  to  let  the  axis  of  the  light  come  from  almost  a  right  angle  with  the 
visual  line  of  the  eye  examined  ;  it  is  for  this  reason  that  the  method  has 
been  called  lateral  illumination.  In  some  examinations,  such,  especially, 
as  of  the  lens,  the  angle  mentioned  must  be  much  smaller,  and  the  illumi- 
nating lens  is  to  be  held  more  nearly  in  front  of  the  patient.  This  may  be 
called  perpendicular  illumination.  The  examination  of  pathological  changes 
in  the  posterior  cortex  of  the  lens  requires  that  the  axis  of  illumination 
shall  almost  coincide  with  the  visual  line,  and  artificial  mydriasis  is  usually 
necessary.  In  this  case  the  visual  line  of  the  observer  must  likewise  closely 
approach  that  of  the  eye  examined. 

III.  HISTORICAL  NOTES  CONCERNING  LATERAL  ILLUMINATION. 

Though  some  of  the  earlier  ophthalmologists  (Himly,  Samson,  and 
Mackenzie)  employed  the  convex  lens  for  lateral  illumination  in  isolated 
cases,  still,  Helmholtz '  is  to  be  regarded  as  the  first  to  make  systematic 
use  of  this  method.    The  credit  of  having  recognized  its  great  value,  and 


Von  Graefe's  Arch.  f.  Oplithalm.,Bd.  i.,  Abth.  II.,  S.  40.  He  employed  this  method 
in  his  examination  of  the  changes  occurring  during  accommodation. 
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of  having  given  it.  its  proper  place  in  ophthalmic  practice,  belongs  to 
R.  Liebreich.^  In  1855,  in  his  first  publication  on  this  subject,  he  like- 
wise showed  that  the  use  of  a  magnifying  glass,  or  even  of  a  microscope, 
'could  with  advantage  be  combined  Avith  this  method.  A.  von  Graefe  ^ 
pointed  out  at  about  the  same  time  that  lateral  illumination  is  of  great 
service  in  the  diagnosis  of  the  consistency  of  cataract. 

De  AYecker  ^  and  Gayet  also  constructed  microscopes  to  be  used  with 
lateral  illumination.  The  corneal  microscope,  however,  has  never  gained 
a  footing  in  ophthalmic  practice,  on  account  of  the  great  difficulties  en- 
countered in  examining  the  living  eye.  The  magnifying  glasses,  on  the 
other  hand,  are  of  great  service.  Saemisch  attempted  to  adapt  the  magni- 
fying glass  to  binocular  vision  by  employing  a  convex  lens  of  5  D.  with  an 
aperture  made  sufficiently  large  to  admit  of  both  eyes  being  used  simulta- 
neously. Though  both  eyes  were  used,  true  stereoscopic  vision  was  not 
obtained.  This  has  been  accomplished  by  means  of  an  instrument  invented 
by  F.  E.  Schulze  and  recommended  by  Zehender.*  It  is  constructed  by 
Westien,  an  optician  in  Rostock,  and  known  as  the  binocular  corneal  loupe.^ 

A  new  and  serviceable  application  of  lateral  illumination  has  recently 
been  described  by  Knapp.®  He  has  shown  that  inti'a-ocular  operations 
such  as  iridectomy,  and  especially  operations  on  secondary  cataract,  may  be 
performed  by  lateral  illumination  and  artificial  light,  and  with  especial 
advantage  on  cloudy  days. 

Attempts  to  use  direct  sunlight  instead  of  artificial  light  for  lateral 
illumination  are  to  be  restricted  to  amaurotic  eyes.  Diffuse  daylight  may 
also  be  used.  Heddaeus'^  states  that  diffuse  daylight  is  as  good  as  arti- 
ficial light ;  but  decided  exception  must  be  taken  to  this  statement. 

Priestley  Smith  *  has  recently  suggested  an  ingenious  modification  of 
lateral  illumination  by  substituting  a  concave  mirror  of  very  short  focus  for 
the  convex  lens.  It  has  the  advantage  of  enabling  the  direction  of  the 
cone  of  light  to  be  changed  from  one  side  to  the  other  without  altering  the 
position  of  the  patient. 

IV.  METHOD  OF  EXAMINING  BY  LATERAL  ILLUMINATION. 

It  is  necessary  to  have  the  room  quite  dark.  A  small  room  in  which 
the  windows  are  closed  with  dark  curtains  and  the  walls  and  ceiling  are  of 
dark  color  will  answer  very  well ;  or,  in  its  stead,  a  part  of  the  office  shut 
off  by  dark  curtains.  As  the  source  of  light,  any  good  oil  lamp  or  gas- 
burner  may  be  used.    We  have  had  no  experience  with  the  incandescent 

'  Von  Graefe'8  Arch.  f.  Ophthalm.,  Bd.  i.,  Abth.  II.,  S.  351. 

2  Ibid.,  Bd.  i.,  Abth  II.,  S.  264. 

'  Annales  d'Oculistique,  1863,  p.  268. 

*  Klin.  Monatsbl.  f.  Augenheilk.,  xxiv.  S.  504  and  xxv.  S.  496. 

5  I  have  provided  it  with  a  .special  apparatus  for  illuminating  purposes. 
«  Von  Graefe's  Arch  f  Ophthalm.,  Bd.  xiv.,  Abth.  I.,  S.  262. 
'  Ibid.,  Bd.  viii.,  Abth.  I.,  S.  302. 

*  According  to  the  oral  information  of  Professor  H.  Snellen. 
Vol.  II.  4 
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electric  light.  The  lamiJ  must  be  so  constructed  that  it  may  be  raised  and 
lowered  and  the  flame  so  arranged  as  to  be  kept  on  a  level  with  the  eyes 
of  the  patient.  A  convex  lens  of  15  to  18  D.  is  chosen  for  illuminating. 
Weaker  lenses  do  not  give  sufficiently  intense  illumination.  The  lens 
should  have  an  aperture  of  from  four  to  four  and  a  half  centimetres.  A 
second  lens,  to  be  used  as  a  magnifying  gla.ss,  may  be  from  12  to  20 
D.  in  strength,  or  in  its  place  one  of  the  special  magnifying  instruments 
described  in  Section  IX.  can  be  employed. 

The  physician  and  the  patient  are  seated  opposite  each  other  near  a 
table.  The  lamp  is  placed  at  a  distance  of  about  fifty  or  sixty  centimetres 
to  the  side  and  a  little  in  front  of  the  patient.  The  physician  holds  the 
lens  of  +15.  to  -)-18.  D.,  with  its  edge  between  the  thumb  and  the  index 
finger  of  the  right  hand.  The  lens  must  be  held  with  its  plane  perpen- 
dicular to  the  line  joining  the  flame  and  the  eye  examined,  and  from  six  to 
eight  centimetres  distant  from  the  latter.^  The  apex  of  the  cone  of  light 
is  thus  thrown  upon  a  part  of  the  eye,  brightly  illumining  it.  By  slight 
movements  of  the  hand,  or  of  the  eye  or  head  of  the  patient,  one  part  after 
the  other  of  the  front  portion  of  the  organ  is  illuminated  for  examination. 
At  the  same  time  the  physician  must  not  neglect  viewing  the  eye  from 
different  points.  If  he  desires  to  magnify  the  image,  he  will  take  a  second 
lens  between  the  thumb  and  the  index  finger  of  the  left  hand,  holding  it  at 
somewhat  less  than  the  focal  distance  from  the  eye  examined  and  placing 
his  own  eye  as  close  as  possible  to  it.  With  the  foui'th  finger  of  the  left 
hand  he  may  at  the  same  time  raise  the  upper  lid. 

These  rules  may  appear  pedantic ;  still,  they  are  not  superfluous.  We 
have  often  witnessed  the  difficulties  which  some  beginners  have  in  learning 
this  simple  method  of  examination.  Sometimes  their  illumination  is  insuf- 
ficient because  the  lens  is  not  held  in  the  line  joining  the  flame  and  the 
eye,  or  is  too  much  inclined,  or  even  because  it  is  shaded  by  the  hand 
holding  it.  The  magnifying  glass  is  likewise  often  used  improperly,  being 
held  too  near  or  too  far  from  the  eye  examined.  The  greatest  enlargement 
is  obtained  when  the  object  is  situated  within  and  very  near  the  focal 
distance  of  the  lens.  If  it  is  held  farther  away  an  inverted  image  is  pro- 
duced. By  holding  the  magnifying  glass  too  far  away  from  the  eye  of  the 
observer,  the  field  is  greatly  reduced.  All  these  annoyances  can  be  avoided 
by  closely  following  the  rules  stated  above. 

At  this  point  mention  may  be  made  of  a  contrivance  suggested  by 
Priestley  Smith,  in  which  the  sources  of  light  and  the  ilhiminating  lens 
are  united.  It  is  a  hand-lamp  about  seventeen  centimetres  in  length,  con- 
taining a  candle  and  having  lenses  (20  and  40  D.  respectively)  inserted  on 
two  sides.  It  is  a  handy  instrument,  and  may  be  used  to  advantage  whilst 
examining  patients  in  bed. 


1  Noyes  has  devised  an  instrument  by  means  of  which  this  lens  is  held  by  a  single 
finger,  leaving  the  rest  of  the  hand  free. — Tbanslatok. 
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V.  THE  EXAMINATION  OP  THE  NORMAL  EYE  BY  LATERAL 

ILLUMINATION. 

By  this  plan  the  position  and  division  of  the  blood-vessels  on  the  sur- 
face of  the  eyeball  may  be  recognized  with  ease,  and  the  net-like  figures 
of  the  conjunctival  vessels  can  be  differentiated  from  the  dimmer  and 
deeper  branches  of  the  subconjunctival  and  episcleral  vessels.  With  the 
aid  of  a  magnifying  glass,  the  marginal  net-work  of  the  limbus  of  the 
cornea  becomes  distinctly  visible.  As  a  rule,  the  surface  of  the  cornea  is 
found  smooth  and  mirror-like,  but  particles  of  dust  and  flakes  of  mucus 
can  be  frequently  seen  lying  upon  it.  These  may  be  recognized  by  the 
fact  that  they  change  their  position  or  disappear  during  movements  of  the 
eyelids. 

If  the  illumination  is  very  oblique,  the  anterior  epithelial  layer  of  the 
cornea  may  be  recognized — though  it  is  transparent — by  a  faint  grayish 
I'eflex.^  This  reflex  is  especially  distinct  when  a  part  of  the  corneal  surface 
is  robbed  of  its  epithelium.  The  corneal  parenchyma  does  not  show  any 
visible  structure,  nor  is  the  posterior  corneal  surface  to  be  seen ;  the  cornea 
appearing  optically  to  reach  back  to  the  surface  of  the  iris.  The  angle  of 
the  anterior  chamber — the  spaces  of  Fontana — may  be  illuminated  from  the 
side,  but  the  extreme  periphery  of  the  chamber  cannot  be  rendered  visible, 
because  it  is  covered  by  the  edge  of  the  sclerotica.  The  canal  of  Schlemm, 
which. we  have  often  tried  to  discover  by  lateral  illumination,  does  not 
reveal  itself  by  any  sign, — a  fact  which  points  to  its  being  a  lymph-space, 
and  not  a  blood-vessel. 

With  its  varying  surface-relief,  the  concentric  furrows,  and  the  spots 
of  pigment  profusely  scattei'ed  about  in  the  stroma,  the  iris  appears  won- 
derfully distinct.  Its  pupillary  portion  containing  the  sphincter  muscle 
appears  thinner  towards  the  margin  of  the  pupil,  and  in  many  eyes  shows 
numerous  radial  folds.  The  pupillary  margin  forms  a  sharp  circular  line, 
though  there  are  often  smaller  or  larger  brown  projections  known  as  ec- 
tropion  uvese,  that  are  produced  by  the  dark  posterior  pigment  surface  of 
the  iris  reaching  beyond  the  anterior  surface. 

The  normal  lens  is  likewise  discernible  within  certain  limits.  Its  an- 
terior surface  gives  rise  to  a  light  gray  reflex  when  the  illumination  is  very 
slant,  and  when  it  is  viewed  from  the  opposite  side.  In  young  persons 
this  reflex  marks  the  lenticular  star-figure  with  its  rays  and  their  dichoto- 
mous  divisions.  Under  very  favorable  circumstances  the  radial  arrange- 
ment of  the  fibres  may  be  visible  as  fine  streaks  between  the  rays  of  the 
star-figure.^ 

It  is  to  be  noted  that  the  vessels  of  the  iris  are  not  visible,  except  in 
very  pronounced  albinos.    The  posterior  surface  and  the  equator  of  the 

1  This  reflex  aids  us  in  determining  the  depth  of  the  anterior  chamber.— Translator. 

2  Laqueur,  Klin.  Monatsbl.  f.  Augenheilk.,  xxv.  S.  4G3,  and  Percy  H.  Fridenberg, 
"Die  Sternflgur  der  Crystallinse,"  Inaug.  Dissert.,  Strassburg,  1891. 
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lens,  the  ciliary  processes,  the  vitreous  humor,  and  the  fundus  are  not  to  be 
seen  when  the  iris  is  normal.  In  cases  of  coloboma  of  the  iris  the  margin 
of  the  lens  becomes  very  distinct. 

VI.  THE  EXAMINATION  OP  THE  EYE  BY  LATERAL  ILLUMINATION 
UNDER  PATHOLOGICAL  CONDITIONS. 

Every  pathological  condition  of  the  cornea,  whether  an  injury  or  a 
foreign  body,  an  opacity  or  a  neoplasm,  requires  the  use  of  lateral  illumi- 
nation for  its  thorough  inspection.  In  scrofulous  vascular  keratitis  with 
photophobia  the  application  of  the  method  is  often  difficult,  though  cocaine 
lessens  the  difficulty.  The  gross  changes  of  the  cornea,  and  even  some  finer 
ones,  may  often,  it  is  true,  be  seen  by  ordinary  daylight,  but  details,  boun- 
daries, etc.,  escape  us.  In  many  cases  diffuse  daylight  is  entirely  inade- 
quate, as,  for  examjjle,  small  foreign  bodies  in  the  cornea  of  dark  eyes,  or 
erosions  of  the  corneal  epithelium,  which,  though  slight,  may  produce 
intense  pain,  congestion,  and  lacrymation.  In  this  type  of  cases  the  addi- 
tional use  of  a  magnifying  glass  may  be  required  for  their  detection.^ 

There  is  a  form  of  keratitis  that  is  characterized  by  the  appearance  of  a 
great  number  of  fine,  gray,  dotted  infiltrations,  which  ai'e  invisible  in  day- 
light (keratitis  punctata  vera).  Inasmuch  as  the  disease  is  accompanied  by 
considerable  conjunctival  congestion  and  irritation,  it  is  commonly  mistaken 
for  conjunctivitis  and  accordingly  is  treated  improperly.  Faint  opacities 
of  the  cornea,  the  result  of  inflammations  during  childhood,  are  also  easily 
overlooked  during  ordinary  daylight  observation.  Near  the  centre  of  the 
cornea  they  produce  great  visual  disturbance,  which  cannot  be  improved 
with  glasses.  In  such  cases  it  is  advisable  to  examine  the  eye  by  lateral 
illumination  before  testing  the  vision. 

When  interstitial  or  parenchymatous  keratitis  is  pronounced,  it  is  easily 
recognized  by  daylight.  The  isolated  faint  vascular  or  non-vascular  opaci- 
ties which  often  persist  after  the  disease  has  run  its  course  require  lateral 
illumination  for  their  detection.  The  same  may  be  said  of  the  fine  super- 
ficial vessels  of  pannus.  The  deeper  brush  or  twig-like  vessels,  which  give 
rise  to  serious  disturbance  of  vision  and  often  persist  throughout  life,  cannot 
usually  be  recognized  by  ordinary  daylight.  However,  there  is  a  method 
that  is  still  better  than  lateral  illumination  for  detecting  these  as  well  as 
the  opacities  to  be  described  in  the  following  paragraph.  We  refer  to  the 
use  of  the  ophthalmoscope  combined  with  a  strong  convex  lens  placed 
behind  the  central  opening  {LouiKnispiegel)} 

Iritis  serosa,  which  is  characterized  by  a  large  number  of  little  corneal 
spots,  deposits  upon  the  middle  and  lower  parts  of  the  membrane  of  Des- 

»  The  removal  of  foreign  bodies  from  the  cornea  is  often  facilitated  hy  the  use  of  n 
magnifying  glass.  For  this  purpose  n  watch-maker's  magnillor,  which  is  easily  held  in 
place  before  the  eye,  leaving  both  bands  free,  is  to  be  recommended.  It  requires  but  little 
practice  to  learn  to  work  with  but  one  eye. — Translator. 

'  See  Section  VIII. 
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ceraet,  precipitated  from  the  aqueous  humor,  may,  if  these  are  very  close 
without  being  confluent,  as  is  often  the  case,  cause  the  cornea  to  appear  only 
sHglitly  dull.  The  true  nature  of  this  condition,  as  well  as  the  location  of 
the  deposits  upon  the  posterior  surface  of  the  cornea,  however,  will  be 
revealed  when  the  eye  is  examined  by  lateral  illumination.  As  indicated 
above,  the  opacities  are  more  easily  recognized  by  the  aid  of  the  ophthal- 
moscope and  the  magnifying  glass  combined. 

Extravasations  of  blood  at  the  bottom  of  the  anterior  chamber 
(hyphsema),  a  coagulum  of  blood  lying  on  the  iris,  a  collection  of  pus 
(hypopyon),  a  fibrinous  or  gelatinous  exudation  in  iritis,  a  lens  dislocated 
into  the  anterior  chamber,  floating  particles  of  lenticular  substance  from  an 
injured  lens  or  after  discission,  foreign  bodies,  and  entozoa  are  all  ordinarily 
visible  in  difiiise  daylight.  They  are,  however,  seen  much  more  distinctly 
bv  lateral  illumination.  When  examined  with  the  binocular  corneal 
loupe,  the  relative  position  of  the  parts  is  determined  exactly.  It  would, 
however,  be  an  exaggeration  to  say  that  lateral  illumination  is  absolutely 
necessary  for  the  recognition  of  these  conditions. 

In  the  examination  of  changes  of  the  iris  and  the  pupillary  margin 
lateral  illumination  plays  an  important,  an  indispensable,  role.  Especially 
is  this  so  when  the  magnifying  glass  is  used.  Defects  in  the  structure  of 
the  iris  and  small  openings  produced  by  perforating  foreign  bodies  appear 
in  difl'use  daylight  as  round  or  oval  black  spots,  which  greatly  resemble 
iris  pigment.  These  spots  are  distinguished  by  lateral  illumination  by 
throwing  the  apex  of  the  cone  of  light  through  the  pupil  and  behind  the 
iris,  thus  causing  the  openings  to  appear  bright  red.  Large  perforations 
and  dialyses  of  the  iris  may  likewise  be  detected  with  the  ophthalmoscope. 
This  method  is  unsatisfactory  when  the  openings  are  small. 

In  the  manner  just  described  those  spots  where  the  posterior  pigment 
has  disappeared  in  atrophy  of  the  iris  may  also  be  detected.  By  this  plan 
they  become  bright  red  openings,  and  give  a  sieve-like  appearance  to  the  iris. 

New  growths  of  the  iris,  such  as  sarcomata,  granulomata,  gummata, 
cysts,  and  tubercles,  may  be  recognized  at  an  early  stage  by  lateral  illumi- 
nation. When  further  developed,  their  inspection  in  diffuse  daylight  is 
frequently  preferable  to  lateral  illumination,  because  the  coloring  can  be 
better  seen. 

Lateral  illumination  is  invaluable  in  examining  the  pupillary  space  and 
margin.  The  finest  thread  lying  in  the  pupil,  be  it  a  posterior  synechia 
from  the  margin  of  the  iris  or  a  thread  of  a  persistent  pupillary  membrane 
having  its  origin  in  the  anterior  surface  of  the  iris,  can  be  detected  and 
distinguished.  The  numerous  fine  brown  points  of  pigment  on  the  an- 
terior capsule  of  the  lens,  the  vestiges  of  the  foetal  capsulo-pupillary  mem- 
brane, can  be  recognized  only  by  lateral  illumination,  or  by  the  ophthal- 
moscope combined  with  the  magnifying  glass.  In  extensive  posterior 
synechia,  lateral  illumination  enables  us  to  determine  the  extent  and  the 
density  of  the  adhesion  ;  especially  is  this  so  after  a  mydriatic  has  been 
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ai)plicd.  In  some  cases  oaivfiil  lateral  illumiiiati(jn  will  discover  that  a 
part  of  the  pupillary  edge  is  free  and  that  a  i)ortion  of  the  iris  reacts  to 
alternate  illumination  and  shading  of  the  pupil,  though  the  case  appeared 
to  present  complete  circular  adhesion. 

Lateral  illumination  is  of  no  little  imijortancc  in  some  cases  of  anterior 
synechia.  In  a  large  corneal  leucoma,  by  this  method  only  are  we  enabled 
to  determine  the  extent  to  which  an  iris  is  adherent  to  a  scar,  and  the 
location  where  an  iridectomy  can  be  made  with  some  hope  of  success.  We 
find  leucomata  occupying  four-fifths  of  the  cornea  with  apparently  total 
anterior  synechia,  whicli  if  examined  carefully  by  lateral  illumination  show 
that  the  iris  is  partially  free  and  movable  behind  the  leucoma.  Such  con- 
ditions render  prognosis  more  favorable. 

Lateral  illumination  is  practised  in  examining  deposits  upon  the  anterior 
capsule  of  the  lens  or  in  studying  opacities  of  the  anterior  cortex  in  the 
same  manner  as  in  corneal  or  iritic  affections.  In  such  cases  it  is  well  to 
dilate  the  pupil  with  homatropine  in  order  to  inspect  the  peripheral  por- 
tions of  the  lens  and  its  capsule.  The  examination  of  the  nucleus  and  the 
posterior  cortex  requires  that  the  cone  of  light  be  directed  more  nearly 
pei'pendicularly  to  the  pupil,  and  that  the  apex  of  the  cone  fall  near  the 
posterior  pole  of  the  lens.  The  patient's  head  is,  therefore,  to  be  turned 
more  towards  the  light,  and  the  observer  is  to  view  the  eye  from  a  point  in 
front  and  somewhat  to  the  nasal  side.  The  rays  thus  passing  through  all 
the  layers  of  the  cataractous  lens  are  reflected  from  the  posterior  surface, 
enabling  the  more  consistent  parts  to  be  recognized  by  their  peculiar  color. 
In  this  manner — a  method  first  practised  by  Liebreich — the  existence,  the 
size,  and  even  the  density  of  a  nucleus  may  be  diagnosticated.  The  yellow- 
ish or  brownish  color  of  the  nucleus  may  be  readily  discerned.  Mydriasis 
is  necessary  to  detei-mine  the  size  of  the  nucleus,  though  the  border  of  the 
cortex  does  not  appear  as  a  sharp  line  through  the  turbid  cortex.  The  size 
and  density  of  zonular  cataract  may  be  ascertained  in  a  similar  manner, 
though  the  examination  with  the  ophthalmoscope  is  preferable  in  this  condi- 
tion. In  incipient  cataract,  all  the  opacities,  the  little  spots,  the  radial  lines, 
and  the  larger  plaques  lying  at  various  depths  are  rendered  visible  by  lateral 
illumination.  Dense  opacities  are  also  easily  seen  with  the  ophthalmoscope 
used  in  the  ordinary  manner.  For  the  detection  of  fine  opacities,  Magnus's 
method — viz.,  magnifying  glasses  with  the  ophthalmoscopic  mirror — sur- 
passes all  others.  By  this  means  Magnus  demonstrated  that  the  fii-st  ele- 
ments of  senile  cataract  consist  of  globular,  pear-shaped,  or  tubular  forma- 
tions, which,  though  at  first  clear  and  transparent,  gradually  become  opaque. 

Lateral  illumination  is  not  suitable  for  the  diagnosis  of  diffuse  opacity 
of  the  lens.  In  advanced  age  the  lentictdar  nucleus  shows  a  decidetl  gray 
reflex,  which  may  be  mistaken  for  developed  hard  cataract.  By  lateral 
illumination  this  reflex  is  likewise  seen,— in  fact,  it  may  be  rendered  even 
more  jironounced.  In  such  ca.ses  tiie  ophthalmoscope  becomes  necessary  to 
determine  whether  the  pupil  and  the  lens  are  clear. 
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Lateral  illumination  is  indispensable  in  secondary  cataract.  It  fur- 
nishes the  means  of  studying  any  membrane  occluding  the  pupillary  area, 
the  direction  of  fine  fibres,  open  spaces,  and  any  adhesions  that  may  be 
made  to  the  iris.  On  the  other  hand,  the  transparency  of  the  membrane 
is  determined  with  the  ophthalmoscope,  alone  or  with  the  addition  of  a 
magnifying  glass. 

The  method  assists  us  in  the  diagnosis  of  luxation  or  subluxation  of 
the  lens.  When  the  lens  is  situated  partly  in  the  pupillary  area,  its  margin 
appears  as  a  circular  line,  which,  when  properly  illuminated,  becomes  bright 
and  silvery.  When  the  cataractous  lens  lies  at  the  bottom  of  the  vitreous 
humor,  it  may  likewise  often  be  seen  from  above  and  recognized  by  its 
brio'ht  reflex  and  movements. 

VII.  THE  RARER  APPLICATIONS  OF  LATERAL  ILLUMINATION. 

Total  staphyloma  of  the  cornea  appears  in  ordinary  daylight  as  a 
white  or  spotted  prominence  with  a  smooth  or  an  irregular  surface ;  the  true 
condition  of  this  membrane  is  revealed  by  lateral  illumination.  For  this 
purpose  the  apex  of  the  cone  of  light  is  thrown  into  the  interior  of  the 
staphyloma,  which  thereupon  becomes  luminous.  The  transparency  of  the 
membrane,  which  is  usually  very  thin,  thus  becomes  evident.  By  this 
plan  we  also  see  the  blood-vessels  contained  in  it  and  the  irregular  masses 
of  pigment  (remains  of  the  iris). 

Though  lateral  illumination  does  not  render  any  structures  posterior  to 
the  lens  visible  when  they  are  normal,  still,  there  are  certain  pathological 
conditions  of  the  vitreous  humor  and  the  retina  which  can  be  readily  seen 
by  this  method.  As  examples  may  be  cited  :  extensive  detachment  of  the 
retina,  retinal  or  choroidal  tumors  in  their  advanced  stages,  bright  mem- 
branes in  the  vitreous,  metallic  foreign  bodies,  etc.,  which  approach  the 
posterior  surface  of  the  lens.  Incidentally  it  may  be  mentioned  that 
metallic  foreign  l)odies  in  the  vitreous  can  sometimes  be  seen  by  ordinary 
daylight  (vide  Centralbl.  fur  Augenheilk.,  1888,  S.  295).  The  examination 
of  the  vitreous  becomes  much  easier  if  the  lens  has  been  removed  or  is  dis- 
located. Then  we  readily  see  the  little  bright  and  floating  cholesterin  and 
lime  crystals  in  the  vitreous.  When  present  in  great  quantities  they  may 
sometimes  become  visible  by  lateral  illumination  thi-ough  the  normal  lens. 

Occasionally  the  zonula  and  the  ciliary  processes  can  be  observed,  as 
when,  after  wounds  near  the  limbus  of  the  cornea,  these  parts  are  drawn 
forward  by  cicatricial  contraction. 

Lateral  illumination,  or,  more  properly,  lateral  transillumination,  is 
sometimes  useful  in  inspecting  the  contents  of  tumefied  conjunctivje.  It 
has  enabled  us  to  recognize  a  lens  dislocated  under  the  conjunctiva  by  a 
severe  contusion.  The  transparency  of  the  fluid  exudation  in  chcmosis  of 
the  conjunctiva  can  be  recognized,  the  presence  of  a  foreign  body  may  be 
determined,  and  a  conjunctival  cyst  containing  a  cysticercus  may  be  dis- 
tinguisheci  from  a  simple  serous  cyst,  by  this  method. 
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VIII.    THE   COMBINED  USE   OF  THE  OPHTHALMOSCOPE  AND  THE  MAG- 
NIFYING GLASS. 

AVe  liave  repeatedly  mentioned  this  method  as  preferable  in  certain 
conditions  to  lateral  illumination,  alone  or  even  when  combined  with  a 
magnifying  glass.  Under  this  head  Avould  be  included  fine  vascularization 
of  the  surface  or  the  parenchyma  of  the  cornea,  the  earliest  traces  of  cata- 
ract, very  small  foreign  bodies  in  the  cornea,  the  fine  precipitates  upon  the 
membrane  of  Descemet  in  serous  iritis,  and  deposits  of  pigment  upon  the 
anterior  surface  of  the  lens.'  Still,  we  must  bear  in  mind  that  this  method 
requires  that  the  refractive  media  be  sufficiently  clear  to  admit  considerable 
light,  so  that,  when  reflected,  the  pupil  appears  pinkish.  The  bright  pupil 
thus  becomes  the  background  upon  which  the  shadows  of  the  fine  spots  or 
lines  are  marked.^  These  are  seen  best  when  they  are  sharply  defined  and 
when  the  pupil  is  dilated.    Mydriasis  is,  therefore,  often  indispensable. 

The  instrument  required  and  the  method  of  using  it  are  very  simple. 
We  need  only  fasten  a  convex  lens  of  8,  12,  or  20  D.  behind  the  central 
opening  of  any  concave  or  plane  ophthalmoscopic  mirror.  Instead  of 
using  a  single  lens,  Magnus's  suggestion  may  be  adopted,  and  two  lenses, 
as  9  and  11  D.,  be  combined,  thus  obtaining  a  greater  enlargement  (about 
sixfold).  The  combination  of  three  lenses  still  further  increases  the  mag- 
nifying power,  but  their  use  entails  difficulty.  For  examining  the  fine 
opacities  of  incipient  catai-act,  Magnus  prefers  the  plane  mirror. 

The  instrument  is  used  as  in  the  direct  method,  the  observer  closely 
approximating  the  eye  examined,  so  that  the  object  viewed  is  near  the  focus 
of  the  lens  used.  We  endeavor  to  illuminate  the  pupil  with  the  jjart  of 
the  mirror  nearest  the  central  opening. 

The  results  of  this  method  are  truly  surprising.  To  those  who  have 
not  practised  it  we  would  recommend  it  for  the  examination  of  corneal 
opacities  resulting  from  interstitial  keratitis.  It  is  astonishing  how  clearly 
the  fine  ramifications  of  the  blood-vessels  can  be  seen,  when  by  lateral 
illumination  they  may  be  invisible  or  seen  with  great  difficulty.  Hirsch- 
berg^  thus  found  that  the  blood-vessels  of  syphilitic  interstitial  keratitis 
persist  for  many  years,  and  he  considers  their  presence  a  valuable  sign  of 
congenital  syphilis.  Schobl  and  Nettleship  have  likewise  used  this  method 
of  examination  in  such  cases  with  advantage.  Magnus's  interesting  obser- 
vations concerning  the  earliest  appearances  of  cataract  wei'e  made  by  means 
of  this  method.  The  plan  deserves  to  be  more  widely  known  thau  it  is  at 
present. 

'  To  these  must  be  added  dust-like  opacities  of  the  vitreous,  which  can  bo  discovered 
only  by  this  method.  They  are  often  overlooked,  and  in  such  cases  the  blurring  of  the 
retinal  picture  is  falsely  ascribed  to  retinitis. — Translatou. 

'The  most  favorable  light,  especially  when  tim  fundus  oculi  is  dark,  is  that  reflected 
from  the  papilla.  We  therefore  often  find  it  best— sometimes  absolutely  necessary — to 
direct  the  patient's  eye  in  such  a  way  as  to  obtain  this  light. — Translator. 

3  Hirschberg,  Centnilbl.  f  prakt.  Augcnhcilk.,  1888,  S.  256. 
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IX.  MEANS  USED  IN  COMBINATION  WITH  LATERAL  ILLUMINATION 
FOR  THE  PURPOSE  OF  MAGNIFYING. 

As  is  well  known,  magnifying  glasses  give  an  enlarged,  upright,  virtual 
image  of  an  object  lying  within  but  very  near  the  focus.  It  has  been  men- 
tioned above  that  a  convex  leus  of  15  or  20  D.,  or  such  magnifying  glasses 
as  are  used  by  botanists,  may  be  employed.  Besides  these,  certain  magnify- 
ing instruments  that  are  made  expressly  for  this  purpose  will  be  mentioned. 

1.  Nachet's  small  pocket  loupe  {j^etite  loupe  dite  d'oculiste)  consists  of  a 
cylindrical  metallic  tube  twenty-seven  millimetres  long  and  twenty  milli- 
metres in  diameter,  having  a  convex  lens  of  20  D.  inserted  at  each  end. 
Its  focal  distance  is  eighteen  millimetres.  The  lens  magnifies  two  to  three 
times  and  gives  a  large  field. 

2.  Steinheil's  loupe  ^  is  a  solid  piece  of  glass  embraced  by  a  ring.  It 
has  convex  surfaces  at  each  end,  and  is  contracted  in  the  middle.  The  sides 
are  blackened,  and  the  contracted  part  thus  acts  as  a  diaphragm.  It  has 
an  aperture  of  thirty-five  millimetres  and  a  focal  distance  of  almost  twenty 
millimetres.  The  image  is  very  clear  and  the  field  is  sufficiently  large,  but 
the  instrument  is  somewhat  heavy,  and  consequently  it  is  not  much  used. 

3.  Hartnack's  achromatic  and  aplauatic  loupe  consists  of  a  short  me- 
tallic tube  twenty  millimetres  long,  containing  a  series  of  lenses.  They 
are  equal  to  a  convex  lens  of  60  D.  The  aperture  is  sixteen  millimetres, 
the  focal  distance  is  very  short  (sixteen  and  six-tenths  millimetres),  and 
the  linear  enlargement  is  about  fivefold.  The  field  is  quite  as  large  as 
in  the  instruments  previously  mentioned.^ 

4.  Bruecke's  loupe  ^  is  a  Galilean  telescope  (opera-glass)  arranged  for 
short  distances.  It  is  composed  of  two  concentric  metal  cylinders,  the 
inner  moving  into  the  outer  as  in  a  telescope.  It  is  ninety-five  millimetres 
long  when  drawn  out,  and  seventy  millimetres  when  closed.  The  ocular — 
a  concave  glass  of  about  25  D.  with  a  diaphragm — is  inserted  in  the  inner 
tube ;  the  objectives  (their  aperture  about  twenty-two  millimetres)  are 
composed  of  two  plano-convex  lenses  of  20  D.  and  10  D.  respectively, 
and  are  inserted  at  the  end  of  the  outer  tube.  The  focal  distance  of  the 
objectives  is  about  thirty-five  millimetres.  When  the  tubes  are  drawn  out, 
the  instrument  has  a  focal  distance  of  forty-eight  millimetres  and  magnifies 
six  times.    When  it  is  closed,  the  focal  distance  is  sixty  millimetres  and  the 

*  Not  to  be  mistaken  for  Steinheil's  conus. 

^  Similar  magnifying  glasses  made  in  this  country  answer  the  same  purpose.  The 
Coddington  magnifier  is  a  single  and  very  thick  double  convex  lens  which  is  grooved  out 
around  the  middle,  the  contracted  part  acting  as  a  central  diaphragm.  This  is  a  very 
serviceable  magnifying  lens  with  good  definition. 

Still  better  are  the  achromatic  triplets  composed  of  one  crown  lens  and  two  flint 
lenses  cemented  together.  They  are  similar  to  Hartnack's  loupe,  and  are  made  of  various 
strengths  (with  foci  of  one-half  inch,  three-quarters  inch,  one  inch,  one  and  one-half  inches, 
and  two  inches). — Trak.slator. 

'This  was,  as  Bruecke  himself  states,  the  invention  of  Chevalier;  but  Bruecke  was 
ignorant  of  Chevalier's  invention  when  he  devised  the  instrument. 
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enlargement  is  four  diameters.  [Tlie  focal  power  of  the  lenses  and  their 
relative  distance  are  such  that  the  rays  converging  from  the  objective  would 
intersect  in  the  negative  focus  of  the  ocular,  but  meeting  the  concave  ocular 
they  pass  out  parallel.]  The  field  is  smaller  than  that  of  Hartnack's  loupe, 
but  the  magnifying  power  is  the  same.  Its  advantage  lies  in  the  long 
focus,  which  permits  the  observer  to  remain  at  a  considerable  distance  from 
the  face  of  the  patient.  The  weight  of  the  instrument,  however,  makes  it 
difficult  to  handle,  and  to  be  held  steadily  and  kept  in  proper  focus. 

The  foregoing  appliances  are  all  adapted  to  monocular  vision.  Saemisch 
was  the  first  to  use  a  binocular  instrument.  It  was  a  simple  convex  lens 
of  six  or  eight  diopters,  but  of  a  very  large  size  (the  aperture  being  nine 
or  ten  centimetres).  It  was  held  by  a  handle  before  both  eyes  of  the  ob- 
server*, so  that  he  could  see  simultaneously  with  both.  The  magnifying 
power  of  this  weak  lens  is  slight,  and,  though  both  eyes  are  used,  there  is 
not  true  stereoscopic  vision.  The  outer  parts  of  the  lens  act  as  prisms  with 
their  bases  in,  and  the  instrument  is  therefore  more  like  "  dissecting  glasses" 
than  like  a  stereoscope. 

Stereoscopic  vision  combined  with  a  high  magnifying  power  is  obtained 
through  Westien's  binocular  corneal  loupe.  This  is  composed  of  two 
horizontal  Bruecke's  loupes  which  converge  towards  the  objectives.  The 

inner  thirds  of  the  objectives  are,  as  it 
^''^  ^  were,  blended.    Two  separate  images  are 

secured  for  the  two  eyes,  and  they  are  fused 
stereoscopically.  The  oculars  are  placed  in 
tubes  which  can  be  drawn  out  and  in,  and 
they  can  thus  be  suited  to  any  pupillary 
distance.  The  apparatus  is  fixed  upon  a 
solid  stand,  and  may  be  raised  and  low- 
ered or  turned  sidewise.  The  large  screw 
under  the  objectives  brings  the  instrument 
into  focus.  (See  Fig.  1.)  The  head  of 
the  patient  is  fixed  by  a  chin-rest  which 
admits  of  being  raised  or  lowered.  The 
illumination  is  obtained  in  a  manner  sug- 
gested by  us.  A  lamp  is  placed  upon  a 
table  three  or  four  metres  distant,  and 
in  front  of  it,  at  a  distance  of  twenty-five 
centimetres,  a  convex  lens  of  4  D.  and  ten 
and  a  half  centimetres'  aperture  is  mounted 
upon  a  strong  stand.  There  is  a  second 
convex  lens  of  6.5  D.  and  eight  and  a  half 
centimetres'  aperture  about  sixteen  centi- 
metres frfim  the  patient's  head.  The  latter 
lens  receives  the  parallel  rays  sent  from  the  former  and  collects  them  in 
a  small  and  very  bright  circle  about  one  centimetre  in  diameter,— thus 
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large  enough  to  illuminate  at  once  the  whole  cornea.  We  alter  the  part 
illuminated  by  moving  the  second  lens.  Tlie  general  arrangement  is  shown 
in  Fig.  2.  The  preference  of  this  method  of  illuminating  over  the  lens 
supported  by  a  jointed  rod  and  attached  to  the  instrument,  such  as  Zehender 
at  first  used,  lies  in  the  fact  that  the  illumination  is  larger  and  is  fixed  as 
long  as  the  patient  keeps  his  eye  quiet,  these  being  dependent  upon  the  fact 
that  movements  of  the  instrument,  such  as  focussing,  do  not  disturb  it. 

The  advantages  of  this  instrument  depend  upon  the  magnifying  power 
(which  reaches  a  linear  enlargement  of  ten  diameters)  and  the  beautiful 
stereoscojiic  effect,  which  enables  us  to  recognize  at  a  glance  the  relative 
topographical  relations  of  the  various  parts.  Thus  we  see  how  deeply  a 
fiareign  body  is  embedded  in  the  cornea,  the  depth  at  which  blood-vessels 
lie  in  the  corneal  parenchyma,  and  the  extent  to  which  a  tubercle  or  a 
gumma  encroaches  upon  the  anterior  chamber ;  and  yet  the  eye  is  nine  to 
ten  centimetres  from  the  objective  of  the  instrument.^ 

On  account  of  its  high  price  (about  forty  dollars),  Westien  has  con- 
structed a  smaller,  but  similar,  instrument,  which  is  attached  to  the  head  of 
the  observer  (price  about  five  dollars).  This  has  but  a  slight  magnifying 
power,  but  still  the  stereoscopic  effect  is  present.  It  is  far  inferior  to  the 
larger  instrument,  as  it  is  difficult  to  keep  the  head  so  quiet  that  the  focus 
shall  not  be  disturbed. 

In  1855,  R.  Liebreich  made  the  first  attempts  to  examine  the  living  eye 
with  a  microscope ;  for  this  purpose  he  inserted  a  Schick  microscope  in 
place  of  the  mirror  in  his  large  stationary  ophthalmoscope,  which  could  be 
moved  to  and  fro.  The  head  was  secured  by  rests  for  the  chin  and  forehead. 
The  illumination  was  obtained  from  a  lens  set  upon  a  jointed  rod.  He 
states  that  he  obtained  an  enlargement  of  ninety  diameters  of  cornea  and 
iris;  but  he  also  mentions  that  the  unavoidable  movements  of  the  eye 
greatly  impeded  the  examination. 

In  1863,  De  Wecker  described  a  similar  instrument,  composed  of  a 
Hartnack  microscope  placed  horizontally  (magnifying  power  from  forty  to 
sixty  diameters).  The  forehead  and  cheeks  were  suppoi-ted.  The  illumi- 
nation is  similar  to  that  of  Liebreich's. 

Gayet's  corneal  microscope,  invented  a  few  years  later,  may  be  moved 
up  and  down,  to  the  right  and  left,  and  backward  and  forward.  To  em- 
ploy this  plan  the  eye  is  fixed  by  a  ring  which  fits  around  the  orbit  and  is 
fastened  to  the  instrument.  The  linear  enlargement  is  from  twenty  to 
thirty  diameters.  The  illuminating  apparatus  consists  of  a  movable  lens 
which  receives  the  parallel  rays  reflected  by  a  concave  mirror. 

In  1891,  H.  Aubert  presented  a  binocular  corneal  microscope  at  the 
Ophthalraological  Congress  in  Heidelberg,'^  which  yields  an  upright  i)icture 
by  double  inversion  of  the  image.    It  produces  a  linear  enlargement  of 


>  Klin.  Monatsbl.  fur  Aticpnhoilkunde,  1887,  S.  496. 
»  Trans.  Ophth.  Society,  Heidelberg,  1891,  p.  260. 
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twenty  diameters,  and  is  ten  and  a  half  centimetres  from  the  eye  examined. 
The  field  is  quite  large.  Concentrated  daylight  may  be  used  for  the  illu- 
mination. 

It  was  quite  natural  to  think  of  applying  the  microscope  to  the  exam- 
ination of  the  living  eye,  and  great  hopes  were  built  upon  it.  They  have 
not,  however,  been  realized,  and  they  can  never  be  realized,  because  of  insur- 
mountable difficulties.  The  short  focal  distance — less  than  one  centimetre, 
even  with  low  powers — and  the  unavoidable  slight  movements  of  the  eye 
cause  mechanical  irritation  of  the  eyelids  and  injui'ies  of  the  cornea  that 
may  be  serious.  Furthermore,  the  field  is  so  much  narrowed  that  it  becomes 
very  difficult  to  find  any  particular  spot.  The  greatest  difficulty,  however, 
is  that,  owing  to  the  movements  of  the  eye,  any  part  can  be  rarely  observed 
for  half  a  minute  before  it  disappears  out  of  the  field  or  out  of  the  area  of 
illumination.  This  difficulty  is  less  pronounced  in  Aubert's  microscope, 
but  even  with  this  instrument  it  is  not  entirely  avoided. 

The  use  of  the  corneal  microscope  is  illusory.  There  is  no  new  fact 
that  owes  its  discovery  to  the  microscope  in  its  application  to  the  living  eye. 
Whatever  can  be  seen  by  its  means  can  be  seen  more  easily  and  surely  with 
the  binocular  corneal  loupe.  For  this  reason  it  is  rarely  used,  and  it  is 
doubtful  whether  it  will  ever  be  useful  in  examining  the  liviug  eye. 

An  enlargement  of  from  ten  to  twenty  diameters  may  be  easily  obtained 
with  a  small  telescope  for  short  distances.  Thus,  we  have  frequently  used 
the  ophthalmometer  of  Javal-Schiotz  by  taking  out  the  double-i'efracting 
prism  and  illuminating  the  eye  by  our  method  as  described  above.  The 
eye  is  twenty  centimetres  distant  from  the  instrument,  and  the  field  is  quite 
large.  As  we  use  but  one  eye,  we  do  not  get  the  stereoscopic  effect  of  the 
binocular  loupe :  besides,  the  image  is  inverted. 


THE  OPHTHALMOSCOPE  AND  THE  ART 
OF  OPHTHALMOSCOPY/ 

BY  GEORGE  M.  GOULD,  A.M.,  M  D., 
Late  Ophthalmologist  to  the  Philadelphia  Hospital,  Philadelphia,  Pennsylvania. 


Untrained  minds  accept  things  as  they  appear,  without  asking  for 
causes  or  reasons.  Every-day  occurrences  are  noted  by  mankind  for  cen- 
turies, even  for  thousands  of  years,  and  nobody  attaches  any  significance 
to  the  phenomena  observed,  and  everybody  is  contented  in  the  conviction 
that  things  are  so  because  they  cannot  be  otherwise.  Here  the  matter  rests 
until  some  genius  works  out  a  new  law  and  shows  a  better  and  clearer 
understanding  of  some  part  of  the  universe.  It  needed  a  Newton  to  teach 
us  the  law  of  gravitation,  although  the  falling  of  bodies  to  the  earth  had 
been  observed  since  the  very  infancy  of  the  human  race ;  slings  and  swings 
were  old  in  Galileo's  time,  but  it  was  left  for  him  to  teach  us  the  science  of 
the  pendulum.  Diseased  conditions  of  the  interior  of  the  eye  had  long 
been  studied  in  cadavers,  but  it  required  the  genius  of  Helmholtz  to  give 
us,  in  the  beginning  of  the  second  half  of  this  century,  an  instrument  with 
which  to  examine  the  interior  of  the  living  eye. 

That  the  eyes  of  some  animals  emit  a  phosphorescent  glow  in  the  dark 
must  have  been  known  even  to  prehistoric  man  when  he  hunted  the  cave 
lion,  but  not  until  the  sciences  of  optics,  anatomy,  and  physiology  had 
sufficiently  developed  to  formulate  a  rudimentary  knowledge  of  the  laws  of 
light  and  of  the  nervous  system  was  any  explanation  offered.  The  glow 
of  the  eye  was  looked  upon  as  due  to  luminous  rays  produced  in  the  eye 
under  the  influence  and  control  of  the  nervous  system  and  visible  to  the 
observer  through  the  transparent  cornea.  The  peculiar  function  of  the 
iapeium  lucidum  in  night-prowling  animals  makes  the  glow  from  such  eyes 
very  intense  and  easily  seen.  Instead  of  arousing  true  scientific  inquiry, 
the  phenomenon  seems,  indeed,  to  have  had  the  contrary  effect,  both  as  to 
the  discovery  of  this  peculiar  structure  and  its  function,  and  as  to  the  reason 
for  the  strange  darkness  of  the  human  pupil. 

Not  until  the  early  part  of  the  present  century  do  we  find  exceptions 
taken  to  this  view.     Rudolphi  ^  calls  attention  to  the  fact  that  the  lumi- 

1  I  am  indebted  to  Professor  .lulius  Pohlman,  of  Buffalo,  New  York,  for  much  re- 
search-work in  the  preparation  of  this  article. 
^  Lehrbuch  der  Physiologie,  1810. 
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nosity  is  visible  only  when  the  observer  looks  in  a  certain  definite  manner 
into  the  animal's  eye.  Gruithuisen'  maintained  that  the  phenomenon 
was  due  to  the  tapetum  and  to  the  extraordinary  refraction  of  the  light- 
rays  in  their  passage  through  the  crystalline  lens.  Pr6vost  noticed  that 
a  luminous  eye  is  never  seen  in  an  absolutely  dark  room,  and  hence 
concluded  that  the  appearance  can  be  nothing  else  than  the  reflection  of 
light-rays  passing  into  the  eye.  Esser^  in  1826  asserted  that  the  vary- 
ing coloration  of  the  glowing  eye  was  due  to  the  different  colors  of  tlie 
tapetum  brought  into  view  by  the  movements  of  the  eyeball.  Hassen- 
stein  in  1836  *  attempted  to  show  that  the  eye  was  shortened  by  press- 
ure of  the  eye-muscles,  and  that  the  change  of  axis  thus  produced  in- 
fluenced the  luminous  appearance  seen  in  the  dark,  Behr  in  1839  *  gives 
for  the  first  time  a  correct  explanation  of  the  phenomenon,  but  apparently 
without  understanding  its  principle.  He  had  the  opportunity  of  exam- 
ining the  eyes  of  a  girl  with  total  aniridia,  and  found  that  the  eye  of  the 
observer  must  look  nearly  parallel  with  the  rays  of  light  that  enter  the 
patient's  eye,  in  order  to  see  the  luminosity,  and  that  it  disappeared  so  soon 
as  the  observer's  eye  was  held  below  the  light.  Behr  merely  published  the 
fact,  without  attempting  any  explanation.  In  1846,  Cummings*  adds  to 
this  knowledge  by  stating  that  such  observations  must  be  made  in  a  dark 
room,  with  the  candle  held  from  eight  to  ten  feet  in  front  of  the  patient's 
eye.  Finally,  Briicke,  as  the  result  of  investigations  extending  from 
1845  to  1847,^  gave  a  resume  of  the  subject  and  a  correct  explanation  of 
the  principles  underlying  the  phenomenon,  and  these  results  were  fully 
corroborated  in  1853  by  Coccius.*  Briicke,  indeed,  came  near  making  the 
discovery  of  the  ophthalmoscope  when  he  placed  a  tube  through  the  flame 
of  a  candle,  by  which  his  own  eye  caught  some  of  the  rays  reflected  from 
the  eye-ground  of  the  observed  eye. 

In  the  light  of  our  present  knowledge  it  seems  strange  that  so  many 
careful  observers  should  have  devoted  their  energy  for  over  thirty  years  to 
what  now  seems  to  us  so  simple  a  problem,  and  yet  in  the  slow  evolution 
of  the  understanding  of  the  principle  the  work  of  each  was  necessary  for 
the  final  solution,  and  each  added  his  share  to  the  gradual  development  of 
the  science  of  ophthalmoscopy. 

It  is  noteworthy  that  in  all  the  attempts  to  explain  the  luminosity  of 
eyes  in  darkness,  the  illumination  of  the  interior  of  the  globe  for  an  cxam- 

'  Beitrage  zur  Physiognosie  und  Eontognosie,  1810. 
'  Bibliothcquc  Britanniquo,  xlv. 

'  Karsten's  Archiv  fiir  die  Gesammte  Naturlehre,  viii.  399. 

*  De  luce  ex  quorundnm  animalium  oculis  prodeunto  atque  de  tapeto  lucidse,  Jenre. 

'  Hecker'8  Annalen,  i.  373. 

"  Medico-Chirurg.  Trans.,  London,  vol.  xxix. 

'  Anatomischo  Untersuchungen  iibcrdie  so-genannton  Icuehtcndoii  Augen  bei  Wirbcl- 
tbieren,  Mueller's  Archiv  f.  Anat.  und  Phys.,  1845,  S.  387;  and  Uuber  das  Leuchten  der 
menschlichen  Augen,  ibid.,  1847,  Ss.  225,  479. 

'  Ueber  die  Anwendung  des  Augenspiegels,  Leipsic. 
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ination  of  the  flinclus  was  entirely  ignored,  or,  if  thought  of,  was  never 
mentioned  in  any  of  the  numerous  publications,  although  M6ry  as  early  as 
1704  1  published  the  fact  that  he  was  able  to  see  the  blood-vessels  and  the 
color  of  the  retina  in  the  eye  of  a  cat  which  he  accidentally  held  under 
water,  and  De  la  Hire  in  1709^  had  given  a  correct  explanation  of  the 
phenomenon.  The  glowing  eye  had  fully  engrossed  the  attention  of  all 
students,  and  the  possibility  of  examining  the  fundus  of  the  living  eye 
was  lost  sight  of  for  nearly  a  century  and  a  half, — and  even  so  late  as 
1845,  when  Kussmaul  wrote  a  prize  essay  ^  on  the  colors  visible  in  the 
human  eye. 

At  last  Professor  von  Helmholtz,  in  1851,  gave  to  the  world  an  instru- 
ment which  he  called  the  ophthalmoscope,  by  means  of  which  he  "  does  not 
doubt  that  all  the  pathologic  changes  in  the  retina  and  vitreous  humor,  so  far 
observed  only  in  the  cadaver,  can  be  seen  in  the  living  eye :  a  fact  which 
promises  great  progress  in  the  little-known  pathology  of  this  organ," — cer- 
tainly a  promise  which  the  last  forty  years  have  abundantly  verified. 

In  the  history  of  science  it  very  often  happens  that  two  investigators, 
or  even  more,  in  complete  independence  of  each  other,  have  simultaneously 
discovered  or  invented  the  hitherto  unknown.  The  one  who  first  puts  on 
record  the  most  certain  and  clear  account  of  it  is  he  that  is  most  honored. 
It  is  not  improbable — of  this  we  cannot  be  sure — that  the  essential  prin- 
ciple of  the  ophthalmoscope  was  clearly  recognized,  and  even  a  simpler 
application  of  it  made,  prior  to  the  announcement  of  Helmholtz.  Professor 
Wharton  Jones  announced,*  three  years  after  Helmholtz's  publication,  that 
"  Mr.  Babbage  had  showed  him  seven  years  ago — i.e.,  in  1847 — an  opth- 
thalmoscope  which  consisted  of  a  plain  mirror  with  the  silvering  scraped 
off  at  one  or  two  small  spots  in  the  middle.  This  mirror  was  fixed  in  a 
tube  at  such  an  angle  that  the  rays  of  light  falling  on  it  through  an  opening 
in  the  side  of  the  tube  were  reflected  into  the  eye  to  be  observed,  and  to 
which  one  end  of  the  tube  was  directed.  The  observer  looked  through  the 
clear  spots  of  the  mirror  from  the  other  end  of  the  tube."  Jones  further 
remarks  that  "  it  is  much  to  be  regretted,  for  the  sake  of  British  ophthalmic 
surgery,  that  this  discovery  was  not  made  public  or  even  utilized  at  an 
earlier  date."  Supposing  this  to  be  fact,  and  not  merely  hearsay,  it  does 
not  in  any  way  detract  from  the  honor  due  to  Helmholtz.  No  other  pub- 
lication, not  even  the  briefest  notice,  exists  anywhere  of  Mr.  Babbage's 
instrument  previous  to  the  announcement  made  in  1854  by  Professor  Jones. 

Helmholtz »  found  that  when  light  strikes  a  polished  glass  plate  some 
of  it  passes  through  and  some  is  reflected.  More  is  reflected  when  two 
plates  of  glass  are  screwed  together ;  more  yet  with  three,  etc. ;  and  his 

'  Annales  de  rAcademie  des  Sciences. 
'  Ibid. 

»  Die  Farbenerscheinungen  im  Grundo  des  menschlichen  Augcs,  Heidelberg. 
*  British  and  Foreign  Medico-Chirurgical  Review,  October,  1854. 
5  Der  Augenspiegel,  Berlin,  1851. 
Vol.  II.— 5 
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Fig.  1. 


original  instrnnient  (Fig.  1)  consisted  of  four  tliin  plates  of  glass  carefully 
polished,  screwed  together,  fastened  at  an  angle  of  fifty-six  degrees  to 
a  brass  disk,  and  forming  the  hypothenuse  of  a  right-angled  triangular 
prism.    The  other  sides  of  this  hollow  prism  were  made  of  metal,  and  all 

carefully  blackened  inside.  The  brass  disk  had  a 
hole  in  its  centre  and  an  arrangement  to  place  a 
concave  lens  over  it;  for  normal  eyes  Helmholtz 
used  a  No.  10  glass.  The  light  from  a  lamp  fall- 
ing on  the  glass  plates  was  in  part  reflected  into 
the  patient's  eye,  and  the  observer,  looking  through 
the  concave  lens  and  the  opening  in  the  brass  disk, 
received  the  returning  rays  in  his  own  eye,  and  was 
able  to  see  the  fundus,  weakly  illuminated,  but  still 
distinctly. 

Proceeding  on  the  lines  of  the  invention  of 
Helmholtz,  Frobelius^  recognized  the  necessity  for 
better  illumination,  and  substituted  for  the  four  thin 
glass  plates  of  the  Helmholtz  instrument  a  solid 
right-angled  prism  with  a  hole  drilled  through  it  in 
such  a  way  that  the  observer  could  see  the  fundus 
of  the  eye  without  looking  through  glass.    We  may 
also  mention  the  variation  of  Ulrich,^  who  com- 
bined in  1853  two  equal -sided  right-angled  prisms  in  such  a  way  that  the 
hypothenuse  of  the  one  stood  at  right  angles  with  the  hypothenuse  of  the 
other  prism.    (Fig.  2.)    With  this  arrangement  a  ray  of  light  striking 

the  prism  at  a  was  reflected  at  a  right  angle 
into  the  patient's  eye  at  P; 
when  leaving  the  eye  it  would 
again  be  reflected  at  a  into  the 
observer's  eye  at  0.  In  this 
way  Ulrich  utilized  the  total 
reflecting  power  of  his  prism. 
In  order  to  concentrate  the 
light- rays,  the  external  sur- 
faces were  ground  convexly. 

Meyerstein's  ophthalmo- 
scope' is  a  further  improve- 
ment,   with    a  right-angled 
prism  at  one  end  (Fig.  3),  upon  which  the  light  falls  and  is  reflected  at 
ght  angles  from  the  hypothenuse  into  the  eye  of  the  patient,  the  observer 


Fig.  2. 


Fig.  3. 


ri 


seeing  the  fundus  through  the  hole  drilled  in  the  prism.    Later  Meyerstein 


'  Med  Zeitschr.  Kusslmuls,  1852,  No.  40. 

2  Zuitschril't  f'iir  nitiimi'lln  Mcdi/.in,  neue  Folgo,  iv.  175. 

3  Ibid.,  iv.  810. 
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substitiitecl  a  perforated  plane  mirror  for  the  prism,  adding  a  movable  tube 
for  the  accommodation  of  distances,  and  a  lens  to  collect  the  rays  of  light ; 
this  was  listened  by  an  adjustable  bracket  holding  a  wax  candle  to  the 
tube;  his  earlier  simple  instrument  was  thereby  rendered  rather  cumber- 
some and  clumsy. 

But,  while  everybody  has  honored  Professor  Helmholtz  for  the  scientific 
parts  of  the  ophthalmoscope  which  he  gave  to  the  world,  mankind  has 
almost  forgotten  the  man  who  made  the  first  mechanical  improvement  on 
the  instrument.  Helmholtz's  original  device  had  merely  a  holder  for  one 
lens,  and  for  different  conditions  this  lens  had  to  be  changed  again  and 
again  until  the  right  one  was  found. 
The  revolving  disks,  carrying  a  series 
of  lenses,  were  invented  by  Rekoss,  of 
Konigsberg,  Prussia.  (Fig.  4.)  The 
two  disks  had  each  five  round  openings ; 
four  of  these  were  filled  with  concave 
lenses  from  six  to  thirteen  inches  in 
focal  length ;  the  fifth  was  empty ;  by 
a  simple  turning  of  the  disks,  any  one 
lens  or  any  combination  of  two  lenses 
could  be  utilized,  A  small  spring  kept 
the  disks  in  place.  Mr.  Rekoss  was  a 
"  Mechaniker,"  a  term  for  which  the 
English  language  has  no  exact  equiva- 
lent. Most  German  text-books,  Avhen 
speaking  of  the  ophthalmoscope,  mention  the  Rekoss  disks,  but  the  English- 
speaking  nations  have  not  done  justice  to  the  mechanical  mind  that  added 
so  much  to  the  scientific  parts  of  the  instrument  to  make  it  one  of  precision 
and  easy  of  manipulation. 

Usually  when  some  new  principle  in  applied  science  has  been  evolved 
and  given  to  the  world  in  the  form  of  an  instrument  or  apparatus,  it  is 
elaborated  and  made  more  and  more  complex  (and  sometimes  more  clumsy) 
by  so-called  improvements,  until,  little  by  little,  in  the  course  of  time  it 
reaches  simplicity  and  perfection.  The  ophthalmoscope  has  followed  this 
rule.  The  original  instrument  of  Helmholtz  was  simple  and  easily  handled, 
and,  as  has  been  said,  has  "  even  to-day  no  superior  in  its  powers  when 
weak  illumination  is  desirable,  or  when  the  study  of  the  faintest  opacities 
in  the  media  or  of  the  slightest  changes  in  the  tint  of  the  optic-nerve 
head  and  the  blood-columns  of  "ihe  retina  is  desired."  Helmholtz  himself 
admitted  that  only  a  weak  illumination  of  the  fundus  of  the  eye  was  attain- 
able by  his  instrument,  and,  as  a  matter  of  course,  the  question  how  to 
improve  this  shortcoming  was  the  first  to  engage  the  attention  of  those  for 
whose  use  this  instrument  was  especially  designed. 

To  us  it  seems  strange  indeed  that  Helmholtz  should  not  at  once  have 
seen  that  a  piece  of  an  ordinary  mirror  with  a  hole  through  it,  or  with  the 
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Fig.  5. 


amalgam  or  "  silvering"  scraped  from  a  spot,  would  give  the  perfect  illu- 
mination desired.  It  was,  however,  only  a  few  months  after  the  original 
publication  in  December,  1851,  that  Epkens,  of  Amsterdam,'  published  an 
account  of  a  new  form  of  ophthalmoscope  (Fig.  5),  in  which  this  plan  was 
followed.  A  small  mirror  with  some  of  the  silvering  removed  from  an 
oval  space  in  the  centre  was  substituted  for  the  series 
of  glass  plates  of  Helmholtz.  The  illumination  was  fur- 
ther improved  by  Euete,  of  Gottingen,^  To  him  belongs 
the  honor  of  having  been  the  first  to  use  a  concave  mirror 
with  a  hole  drilled  through  the  centre.  He  had  the  mirror 
mounted  on  a  stand  in  such  a  way  that  it  was  movable  in 
all  directions.  On  one  side  of  the  stand  a  screen  was 
fastened  to  shield  the  observer's  eye  from  the  rays  of  the 
lamp ;  on  the  other  side  was  a  movable  arm  on  which 
slid  two  lens-holders.  The  lenses  could  be  changed  with 
ease,  and  lifted,  lowered,  or  taken  out  entirely,  as  occa- 
sion demanded.  Ruete's  instrument  was  more  or  less 
stationary  on  a  small  table,  and  he  himself  admits  that 
"  for  irritable  and  inflamed  eyes  he  prefers  Helmholtz's  simpler  form  to 
that  of  his  own  designing." 

Coccius,  in  1853,  elaborated  Epkens's^  instrument  by  adding  a  movable 
and  adjustable  arm  on  which  could  be  fastened  lenses  of  different  strengths. 
(Fig.  6.)  This  enabled  him  to  put  the  lens  between  the  mirror  and  the 
patient's  eye,  or  between  the  mirror  and  the  light,  as 
he  thought  best  for  correct  examination.  The  mirror 
was  movable  on  its  handle,  and  the  little  screw  at  its 
back  kept  it  at  any  desired  angle.  It  was  a  porta- 
ble instrument,  and,  with  the  lens-holder  removed, 
was  conveniently  carried  in  a  pocket- 
case  six  inches  long. 

Ulrich  *  published  in  1853  a  new 
form  of  ophthalmoscope.  (Fig.  7.) 
It  consisted  of  two  tubes  fastened 
to  each  other  at  an  angle  of  forty 
degrees.  The  longer  one,  the  "  ob- 
servation tube,"  was  five  inches  in 
length  and  one  and  two-thirds 
inches  in  diameter;  the  shorter  one, 
the  "illumination  tube,"  was  only 
two  inches  in  length  and  somewhat  narrower.  The  interiors  of  the  tubes 
were  blackened.    The  small  tube  had  at  its  open  end  a  movable  arm  that 

*  N(:(lorland.sche  Wcekblad  vor  Geneeskundigen. 
'  Der  Augcnspief^cl  und  das  Optometer,  1852. 

'  Anwendung  des  Augenspiegels  ncbst  Aiigabe  oines  neuen  InBtruments,  Loipsic. 

*  Zoitschrift  fiir  rationoUe  Medizin,  neue  Folge,  iv.  175. 
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held  a  small  candle  as  the  source  of  illumination.  One  end  of  the  large 
tube  contained  a  concave  perforated  mirror  and  a  convex  lens  four  and 
one-half  inches  in  focal  length  ;  the  other  end  held  a  convex  lens  one  and 
one-half  inches  in  focal  length;  the  latter  was  movable  by  means  of  a 
screw,  so  that  the  image  of  the  fundus  could  be  brought  to 
a  focus  at  the  observer's  eye  behind  the  mirror.  To  shield 
the  eyes  of  both  patient  and  physician  from  the  direct  rays 
of  the  candle,  one  screen  was  fastened  to  the  tube  between 
the  light  and  the  patient,  another  between  the  light  and  the 
observer.  The  special  advantage  claimed  for  this  form  of 
ophthalmoscope  was  that  it  could  be  used  in  daylight, 
whereas  all  other  instruments  needed  a  darkened  room  for 
the  examination  of  patients. 

In  1854,  Stellwag  von  Carion  described  his  modified 
form  of  ophthalmoscope^  (Fig.  8),  and  it  is  remarkable  that 
after  this  almost  perfect  style  of  instrument  had  been  de- 
vised so  many  new  and  cumbersome  improvements  followed 
in  the  succeeding  four  years.  Stellwag's  instrument  con- 
sisted of  a  concave  perforated  mirror  fastened  to  a  holder  by  a  ball-and- 
socket  joint,  an  arrangement  that  permitted  it  to  be  placed  at  any  desired 
angle  to  the  light.  Behind  this  mirror  was  placed  a  Rekoss  disk  with 
eight  lenses,  usually  +2,  +4,  +8,  +10,  -f-12,  —2,  —6,  and  —12.  The 
whole  instrument  could  be  placed  in 

a  box  six  inches  long  and  two  inches  Fig.  9. 

wide,  and  was,  therefore,  of  a  conve- 
nient size. 

Examples  of  elaborate  and  cum- 
bersome ophthalmoscopes  are  those  of 
Liebreich  and  the  so-called  Epkens- 
Donders  instrument. 

Liebreich  described  in  1855^  a 
"new  ophthalmoscope"  (Fig.  9),  as 
follows.  Two  telescoping  tubes,  ad- 
justable by  means  of  screws,  are  sup- 
ported by  a  stand  fastened  to  the  edge 
of  a  table.  At  the  observer's  end  is 
a  small,  concave,  movable,  perforated 

mirror,  and  a  section  of  a  tube  is  removed  to  allow  the  light  of  a  lamp 
to  fall  upon  it.  The  other  end  of  the  tube  at  the  patient's  eye  holds 
a  concave  lens  of  two-inch  focal  length.  The  patient's  chin  rests  on  an- 
other adjustable  stand,  and  the  head  receives  additional  support  from  a 
"claw,"  attached  to  the  tube,  in  which  the  forehead  rests.     The  light 


'  Theorie  dcr  Augenspiegel,  Wien. 
2  Archiv  fiir  Ophthalmologie,  1,  2. 
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of  a  lamp  reflected  from  the  mirror  along  the  tube  into  tlie  patient's  eye 
gives  the  observer  the  opportunity  to  examine  the  fundus  tiirough  the 
hole  in  the  mirror.  Shades  were  placed  on  the  sides  of  the  lamp  in  such 
a  manner  as  to  protect  the  non-used  eyes  of  the  patient  and  physician. 
By  placing  a  camera  lucida  in  the  tube  at  the  observer's  end,  a  correct 
picture  of  the  fundus  could  be  drawn  on  the  table.  It  may  be  noted  that 
Liebreich  was  the  first  to  photograph  the  interior  of  the  eye  by  the  aid  of 
this  instrument. 

Another  elaborate  instrument  was  that  of  Epkens-Donders.^  (Fig.  10.) 
A  cubical  box  held  diagonally  a  plain  mirror  perforated  in  the  centre; 

this  mirror  could.be  rotated  by  means 
of  screws.  The  box  had  openings 
on  three  sides, — one  opposite  the  re- 
flecting surface  of  the  mirror  for  the 
patient's  eye,  one  behind  the  mirror 
for  the  observer  looking  through  the 
lenses  of  a  Rekoss  disk  and  the  cen- 
tral perforation  into  the  fundus  of  the 
eye,  and  the  third  for  the  tube  that 
admitted  light  to  the  mirror.  The 
M'hole  instrument  was  fastened  by  an 
adjustable  stand  to  the  corner  of  a 
table,  so  that  observer  and  patient 
could  sit  opposite  and  facing  each 
other,  with  the  instrument  between 
them.  The  light-tube  had  at  its  ex- 
tremity a  convex  lens  of  small  focal  length,  to  collect  the  rays  of  a  lamp 
placed  opposite.  These  rays  struck  the  mirror,  and,  after  adjustment 
of  the  instrument,  were  reflected  into  the  patient's  eye,  illuminating  the 
fundus.  A  micrometer  screwed  into  the  end  of  the  light-tube  had,  when 
properly  focussed,  its  two  sharp  points  pictured  on  the  fundus,  and,  as 
the  tube  with  micrometer  could  be  turned  on  its  own  axis,  an  exact 
measurement  of  all  spots,  changes,  etc.,  could  be  obtained.  Then,  know- 
ing the  distance  between  the  micrometer  points  and  the  length  of  the 
tube,  the  exact  size  of  blood-vessels,  nerve-head,  and  di.scolorations  could 
be  determined.  A  camera  lucida  could  also  be  placed  at  the  observer's 
end  of  the  tube,  permitting  a  correct  drawing  of  any  desired  part  of  the 
fundus. 

Of  all  the  old  styles  of  ophthalmoscope  only  one  has  survived  un- 
changed and  is  made  and  sold  to-day  in  exactly  the  same  form  which  it 
had  when  first  invented.  Liebreich's  small  ophthahnoscope  (Fig.  11)  con- 
sists of  a  concave  perforated  mirror  fastened  to  a  handle.  On  the  side  of 
the  mirror  is  a  movable  arm  with  a  lens-holder  fa.stened  in  such  a  way 


'  Verbeteringen  an  dem  Oogspiegel,  Jnhrg.  iv.  131. 
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that  the  lens  can  be  swung  close  behind  the  opening  in  the  mirror.  A 
large  convex  lens  accompanies  the  instrument  for  the  examination  of  the 
iuv'erted  image,  and  other  smaller  ones  correct  the  refraction-error  of  the 
observer. 

While  the  discovery  of  the  ophthalmoscope 
stimulated  research  on  the  physiology  and  pathology 
of  the  eye  by  means  of  artificial  illumination,  the 
knowledge  that  tlie  fundus  is  visible  when  the  eye 
is  immersed  in  water,  although  ignored  for  one  and 
a  half  centuries,  came  in  for  its  share  of  attention. 
Czermak^  devised  a  cup  for  this  purpose,  which 
he  called  the  orthoscope.    (Fig.  1 2.)    Two  of  its 
sides  were  made  of  metal,  and  two  of  glass.  He 
surrounded  the  eye  to  be  examined  with  a  thick 
layer  of  dough,  filled  the  cup  with  water  of  eighty- 
five  or  ninety  degrees'  temperature,  had  the  patient  lean  forward  and  close 
the  eye,  then  the  edges  of  the  cup  were  pressed  into  the  dough  to  prevent 
leakage.    After  this  the  eye  was  opened  and  a  clear  examination  of  the 
fundus  was  obtained. 

Arlt^  modified  Czermak's  orthoscope  by  making  it  of  soft  rubber,  with 
one  glass  side;  this  simplified  the  instrument  by  doing  away  with  the 
cumbersome  dough,  and  yet  allowed  it  to  be  closely  applied  to  the  eye. 
Coccius  devised  a  cup  (Fig.  13)  the  rim  of  which  was  made  to  fit  tightly 
around  the  eye  and  the  bottom 


Fig.  12. 


Fig.  13. 


of  which  was  made  of  glass  ;  this 
could  be  held  to  the  eye  close 
enough  to  pei'mit  an  examination. 
It  was  said  that  the  use  of  the 
orthoscope  required  less  skill 
than  that  of  the  ophthalmoscope, 

although  more  disagreeable  to  the  patient ;  and  that  in  cases  in  which 
corneal  opacities  were  to  be  studied  carefully,  or  when  the  fundus  was  ob- 
scured by  an  irregularly  shaped  cornea,  the  examination  under  water  gave 
the  best  results.  These  instruments  are  of  little  interest  except  from  an 
historical  stand-point. 

From  1852  to  1858  the  so-called  improvements  of  the  ophthalmoscope 
and  descriptions  of  new  instruments  became,  as  it  were,  epidemic,  the 
number  of  new  forms  increasing  at  a  surprising  rate,  every  country  con- 
tributing a  larger  or  smaller  share.  As  some  thought  that  monocular 
vision  could  not  be  so  accurate  as  binocular  vision,  much  ingenuity  was 
wa.sted  upon  the  invention  of  binocular  instruments.  Auto-ophthalmos- 
copy,  an  idea  quite  early  broached  by  Coccius  after  the  original  discovery 


^  Prngcr  Vierteljahrssehrift,  Bd.  xxxii. 

'  Lehrbuch  der  Krankheiton  des  menschlichen  Auges,  "Wien,  1856,  vol.  iii. 


72       THE  OPHTHALMOSCOPE  AND  THE  ART  OF  OPHTHALMOSCOPY. 


by  Plelmlioltz,  was  followed  out  aud  gave  birth  to  a  long  series  of  more  or 
less  cleverly  conceived  aiito-ophthalnioscopes.  But  as  time  passed  and  the 
test  of  practical  use  was  applied,  the  many  cumbersome  forms  and  useless 
modifications  were  slowly  but  surely  eliminated,  and  to-day  they  are  inter- 
esting only  historically.  In  spite  of  this  there  are  to-day  probably  more 
differently  named  ophthalmoscoiies  in  the  markets  of  the  world  than  there 
are  of  any  other  form  of  instrument  for  a  single  purjiose,  not  even  except- 
ing the  obstetrical  force23s ;  the  differences  between  them  are  usually  matters 
of  small  moment.  A  change  or  modification  never  so  trifling  immediately 
produces  a  so-called  new  instrument,  named,  of  course,  after  the  inventor; 
used,  however,  as  a  rule,  only  by  the  students  and  followers  of  a  particular 
ophthalmologist.  Such  serve  well  enough  their  purposes  of  satisfying 
vanity  and  of  illustrating  the  catalogues  of  enterprising  ojrticians. 

There  are,  however,  a  few  ophthalmoscopes  of  modern  invention  which 
have  stood  the  test  of  time  and  have  reached  as  near  perfection  as  is, 
perhaps,  possible.  After  many  experiments,  the  illuminating  powers  of  the 
ophthalmoscope  have  been  clearly  perfected.  For  direct  observation  a  jilane 
mirror,  and  for  indirect  a  concave  mirror,  is  now  almost  universally  ac- 
cepted, although  some  observers  prefer  a  weak  concave  to  the  plane  mirror. 
The  miiTor  itself  for  direct  work  is  either  hinged,  so  that  it  can  be  tilted 
from  twenty  to  twenty-five  degrees  to  each  side,  or  made  to  revolve  at  any 
angle  (the  former  method  preferable),  an  arrangement  that  permits  the 
instrument  to  be  held  in  an  upright  position  before  the  eye.  The  sight- 
hole  is  now  always  made  circular,  the  lenses  fit  as  closely  up  to  it  as  pos- 
sible without  interfering  with  free  movements,  and  in  this  manner  the 
loss  of  light  and  distortion  of  rays  coming  from  the  patient's  eye  are 
reduced  to  the  minimum.  Some  ophthalmoscopes  have  the  two  mirrors 
hinged  in  such  a  way  that  either  can  be  swung  into  place  when  desired ; 
others  have  them  separate,  so  that  one  must  be  taken  out' when  the  other 
is  wanted. 

The  best  instrument  must  always  be  that  which  under  all  conditions 
gives  the  best  results  in  the  easiest  and  simplest  way  for  both  patient  and 
observer.  Liebreich's  ophthalmoscope  is  undoubtedly  the  simjilest,  but  the 
unhandy  changing  of  lenses  makes  it  very  inconvenient  for  even  approxi- 
mately exact  results.  Helmholtz's  instrument  with  the  Rekoss  disk,  while 
good  enough  for  much  work,  has  not  a  sufficient  number  of  lenses  to  admit 
of  delicate  adjustments.  The  rotating  disk  that  holds  the  lenses  is  in 
itself  self-limiting  in  regard  to  the  number  of  glasses  it  can  hold  and 
yet  remain  of  convenient  size;  two  disks  with  different  lenses  moving 
against  each  other  allow  of  an  increased  number  of  combinations,  but 
need  elaborate  and  complex  mechanical  arrangements  to  facilitate  such 
combinations  and  to  enal)le  one  to  know  what  glasses  are  Iwfore  the 
observer's  eye. 

Dr.  Loring,  of  New  York,  has  tried  to  overcome  the  difficulties  of  the 
double  disk  by  having  one  with  fifteen  lenses,— seven  convex  and  eight 
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concave— giving  a  sufficient  variety  for  all  ordinary  cases.  (Fig.  14.) 
To  tliis  he' added  a  quadrant  of  another  disk  (Fig.  15),  which  held  two 
plus  and  two  minus  lenses,  each  of  0.5  and  16  D  respectively.  Between 
these  two  he  was  able  to  obtain  any  possible  combination  of  lenses  that 
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Fig.  15. 


could  be  called  for  at  any  time  in  ophthal- 
mic practice;  but  in  order  to  have  the 
disk  hold  so  many  lenses  they  had  to  be 
very  thin,  and  that  proved  a  rather  serious 
drawback,  necessitating  extra  care  in 
making,  in  centring,  and  in  cleaning  the 
lenses.  Another  disadvantage  that  many 
find  in  using  this  instrument  is,  that  the 
surgeon's  index  finger,  in  operating  the  re- 
volving disks,  is  frequently  in  contact  with 
the  patient's  nose,  thus  interfering  with 
freedom  of  motion. 

Dr.  Morton,  of  London,  has  given 
us  what,  up  to  this  time,  may  be  held  to 
be  the  most  perfect  form  of  ophthalmo- 
scope. Recognizing  the  limitations  of  the  single  as  well  as  of  the  double 
disk,  he  discarded  both,  and  substituted  for  them  a  series  of  twenty-nine 
lenses,  mounted  separately  in  a  metal  ring  or  "  shell,"  and  arranged  in 
such  a  manner  that  they  just  touch  each  other.  (Fig.  16.)  One  ring  is 
left  without  a  lens,  and  the  whole  series  of  eighteen  convex  and  eleven 
concave  lenses  forms  an  endless  chain  which  is  turned  backward  and 
forward  with  the  greatest  ease  by  the  operator's  finger,  by  a  system  of 
ratchet-wheels,  to  bring  the  right  lens  before  the  sight-hole  and  mark  its 
strength  at  the  same  time  on  an  index  in  numbers,  white  for  concave  and 
red  for  convex  lenses.  The  advantage  of  this  form  of  instrument  is  ap- 
parent. It  allows  the  insertion  of  a  practically  unlimited  number  of  lenses 
of  larger  diameter  and  thicker  glass,  and  yet  retains  the  simplicity  of 
movement  and  indexing  of  the  single  disk. 
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A  second  disk  is  now  added  to  Morton's  ophtlialmoscope,  containing 
two  minus  lenses,  of  10  and  30  D,  and  two  plus  lenses,  of  0.5  and  20  D, 
foi-  the  sake  of  obtaining  higher  power  and  a  larger  number  of  combi- 
nations.   For  practical  purposes  these  are  not  often  necessary.    The  lower 
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ratchet-wheel  has  round  perforations  from  one  to  eiglit  millimetres  in 
diameter,  forming  a  convenient  pupillometer. 

A  modification  of  the  Morton  instrument  (Fig.  17),  very  commendable 
as  regards  size  and  price,  has  recently  been  brought  out  in  England  by 
Hawes,  of  London.  It  contains  a  chain  of  lenses — ten  minus  and  ten  plus 
— giving  all  the  whole  diopters  from  one  to  ten  ;  it  has  the  secondary  disk 
armed  with  -{-0.5,  -f  10,  and  -f-20,  and  —0.5,  —10,  —20,  and  —30  diojv 
ters;  it  has  a  hinged  attachment  for  both  mirrors,  and  can  be  jilaccd  in 
a  box  three  and  a  half  by  two  and  a  half  inches. 

The  art  of  illuminating  and  examining  the  interior  of  the  living  eye, — 
ophthalmoscopy, — like  most  other  arts,  has  a  practical  and  a  theoretical 
aspect,  and,  as  in  those  other  arts,  one  in;iy  understand  the  theory  without 
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being  able  to  cany  out  the  practical  application,  or,  vice  versa,  he  may  be  a 
good  pi-actical  ophthalmoscopist  and  know  little  about  the  theory.  It  is,  of 
course,  unnecessary  to  urge  the  advisability  of  the  inclusion  of  both  parts  in 
any  complete  curriculum  of  study.  The  laws  of  catoptrics  and  of  dioptrics, 
upon  which  the  art  of  ophthalmoscopy  is  based,  are  treated  in  tlie  first  volume 
of  the  System,  and  in  the  suggestions  to  be  made  a  knowledge  of  them  on 
the  part  of  the  reader  is  presupposed.  It  was  the  lack  of  such  knowledge, 
or  the  lack  of  a  simple,  practical  application  of  it,— probably  the  former, 
—that  prevented  men  so  long  from  understanding  why  the  pupil  is  black 
when  we  look  into  it  in  the  ordinary  way,  and  also,  of  course,  that  pre- 
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vented  them  from  at  once  devising  the  ophthalmoscope.  It  had  been  sup- 
posed that  the  choroidal  or  retinal  pigment  absorbed  the  entering  light ; 
but  only  a  slight  experiment  was  required  to  convince  one  that  there  is  no 
substance  so  "  black"  as  to  absorb  all  the  impinging  light  and  reflect  none. 
All  that  was  needed  was  a  realization  of  the  consequences  of  one  of  the 
primary  laws  of  light, — namely,  that  it  is  partially  reflected  back  from  a 
non-transparent  surface  in  such  a  direction  that  the  angle  of  incidence  is 
equal  to  the  angle  of  reflection.  If,  for  example,  a  glass  globe  containing 
a  gold-fish  is  covered  on  all  sides,  except  the  top,  with  dark  cloth  (Fig. 
18),  one  looking  into  it  from  above  will  see  the  fish  plainly  ;  if,  however, 
the  covering  is  advanced  over  the  top  equally  from  all  sides,  or  from  any 
one  side,  the  view  into  the  globe  becomes  less  and  less  clear,  until,  when  only 
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a  circular  opening  one  or  two  inches  in  diameter  is  left  uncovered,  the  fish 
will  have  disappeared  entirely  from  view,  and  the  interior  of  the  globe 
will  appear  black,  although  light  enters  it  and  light  leaves  it ;  the  eve, 
when  placed  over  it,  will  be  either  in  the  path  of  the  light  entering  or  in 
the  path  of  the  light  leaving  the  globe ;  and  as  the  rays  that  leave  are  those 
that  have  entered  perpendicularly  from  above,  and  hence  are  reflected  back 
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in  the  same  direction,  we  can  see  why  the  observer's  face  must  be  always  in 
the  way. 

The  human  eye  is  a  similar  globe,  with  a  small  opening — the  pupil — 
in  front,  through  which  the  interior  of  the  eye  must  usually  appear  black. 
If  the  observer  manages  to  look  closely  along  the  direction  of  a  ray  of 
light  entering  the  eye  not  quite  perpendicularly,  without  obstructing  its 
passage,  he  may  catch  a  part  of  the  returning  ray,  and  will  then  see  the 
fundus  in  its  natural  red  color.  But  the  light  that  enters  the  eye  is  made 
up  of  convergent  rays  which  under  normal  conditions  become  divergent 
in  leaving,  and  hence  the  observer's  eye,  when  receiving  some  of  the  red 
glow,  can  see  no  more  than  a  diifuscd  circle  of  light,  never  a  distinct  image. 

Tlie  first  object  of  the  ophthalmosco])o,  therefore,  was  to  insure  an 
arrangement  that  should  throw  a  ray  of  liglit  into  a  person's  eye  without 
having  the  observer's  head  in  the  way ;  the  second  was  to  catch  the  return- 
ing rays  and  modify  them  in  sucli  a  way  tliat  tilt?  diffuse  circle  of  light 
should  be  changed  into  a  clear  image  in  the  observer's  eye. 

To  attain  the  first  object  was  a  simjile  ]iroce{lur(>  after  Holmholtz  had 
shown  the  way.    Any  piece  of  smooth  plane  glass  will  do.    Rays  of  light 
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(Fig.  19)  coming  from  L  are  thrown  on  the  mirror  JOf  and  reflected  into 
the  eye ;  the  fact  that  a  large  amount  of  the  light  passes  through  the  mirror 
into  space,  and  only  a  small  amount  is  thrown  into  the  eye,  can  be  ignored 
as  having  no  bearing  upon  the  principle  under  discussion.    The  eye  in  this 


Fig.  19. 
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wise  receives  a  quantity  of  light  coming  apparently  from  L',  and,  supposing 
the  eye  to  be  normal,  the  reflected  rays  leave  the  eye  so  convergent  that 
they  meet  at  L'.  The  observer's  eye  placed  anywhere  between  MM  and 
L'  will  see  the  red  glowing  pupil  of  the  patient,  but  no  more,  because  the 

Fig.  20. 
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rays  striking  the  eye  when  already  convergent  become  more  so  on  entering 
the  observer's  eye,  and  unite  in  front  of  the  retina.  (A"",  Fig.  20.)  Helm- 
holtz  placed  a  concave  lens,  C,  behind  the  mirror  MM,  in  such  a  way  that 
the  convergent  rays  were  made  so  divergent  that  when  they  entered  the  eye 


78       THE  OPHTHALMOSCOPE  AND  THE  ART  OF  OPHTHALMOSCOPY. 

and  united  the  union  took  place  on  the  retina,  thus  changing  the  diffuse 
red  glare  into  a  clear  and  distinct  image,  and  the  observer's  eye,  0,  was 
able  to  examine  the  well-illuminated  fundus  of  the  patient's  eye,  P. 

To  increase  the  rather  weak  illumination  obtainable  by  the  plane  glass, 
a  silvered  plane  mirror  with  a  central  opening  in  the  silvering  was  substi- 
tuted ;  and  later  a  concave  silvered  mirror  with  a  hole  drilled  through  the 
centre. 

But  the  fundus  of  the  eye  can  be  examined  without  the  aid  of  a  con- 
cave glass,  if  the  rays  (Fig.  21)  reflected  from  a  plane  mirror  into  an  eye 
are  made  to  strike  the  cornea  parallel,  by  holding  the  mirror  as  close  to  the 
eye  as  possible  without  interfering  with  the  illumination ;  then  these  rays 
are  brought  to  a  focus  on  the  retina  at  b,  if  the  eye  is  emmetropic.  As 
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they  are  reflected  out  they  are  again  parallel  when  leaving  the  eye,  and  will 
strike  in  a  parallel  direction  another  eye  placed  close  behind  the  perforation 
in  the  mirror ;  and,  supposing  this  eye  to  be  also  emmeti'opic,  the  rays  will 
be  brought  to  a  focus  on  the  observer's  retina  at  a,  and  the  latter  will 
see  a  clear  image  of  the  patient's  eye-ground,  provided  both  have  relaxed 
their  accommodation  and  are  adajited  to  distant  vision. 

This  form  of  ophthalmoscopy  is  called  the  "  direct"  method,  and  gives 
to  the  observer  a  magnified  erect  image  of  a  limited  area  of  the  fundus. 
If  the  eye  to  be  examined  is  myopic, — i.e.,  if  the  focus  is  in  front  of  the 
retina, — a  concave  glass  equal  to  the  ametropia  must  be  placed  behind  the 
mirror;  if  hypermetropic,  a  convex  glass  of  equal  power  must  be  used. 
The  observer's  eye  is  under  all  conditions  supposed  to  be  emmetropic,  and 
if  not  so  naturally,  the  proper  glasses  must  be  used  to  correct  the  existiug 
error.  With  the  observer's  eye  in  normal  condition  and  with  relaxed  ac- 
commodation, the  spherical  lens  necessary  to  give  a  clear  image  represents 
approximately  the  error  of  refraction  in  the  eye  examined. 

The  "  indirect"  method  allows  the  examination  of  a  larger  part  of  the 
fundus,  but  docs  not  magnify  the  image  as  highly  as  the  "direct"  method ; 
it  may  be  explained  as  follows  : 

Every  part  of  the  fundus  located  in  the  focus  of  the  refracting  media 


THE  OPHTHALMOSCOPE  AND  THE  ART  OP  OPHTHALMOSCOPY.  79 

of  the  eye  sends  out  rays  of  light  that  are  parallel  after  they  leave  the 
cornea.  (Fig.  22.)  Thus,  from  a,  there  leave  aa  and  aa ;  from  h,  bb 
and  66;  from  c,  cc  and  cc,  etc.     A  convex  lens  placed  in  the  path  of 

tliese  rays  will  gather  cc  and 
Fig- 22.  at  c' ;  bb  and  66  at  6'; 

'--"'b'  - — W  V-^  g^^;    c'6'a'   a    somewhat  en- 

larged "  inverted"  picture  of 
a6c,  which  the  eye  looking 
through  the  opening  of  the 
mirror  can  plainly  see,  pro- 
vided all  the  rays  have  been  projierly  brought  to  a  focus, — i.e.,  if  the 
convex  lens  is  held  at  the  proper  distance  before  the  eye  and  the  observer's 
accommodation  has  been  thoroughly  relaxed.  For  this  method  of  exami- 
nation a  concave  mirror  is  used  in  most  cases  in  order  to  concentrate  the 
light  better. 

We  thus  have  five  methods  of  examining  the  eye:  1,  without  instru- 
ments and  by  the  aid  of  ordinary  daylight ;  2,  by  the  aid  of  the  ophthal- 
moscopic mirror  alone ;  3,  by  oblique  illumination,  either  with  or  without 
the  magnification  by  a  second  convex  lens ;  4,  by  the  indirect  method ; 
5,  by  the  direct  method.  The  first  three  methods  enable  us  to  examine 
the  anferior  parts  of  the  eye,  the  so-called  tutamina  oculi,  or  the  defensive 
and  protective  portions  of  the  lids,  eyelashes,  etc.,  the  conjunctiva,  cornea,  an- 
terior chamber,  iris,  pupil,  and  the  anterior  capsule  of  the  lens ;  and  in  case 
lenticular  and  vitreous  opacities  exist,  these  may  also  be  seen  by  one  or 
more  of  these  methods.  By  means  of  the  last  two  methods — ophthalmos- 
copy proper — we  examine  the  retinal  and  choroidal  structures  or  lesions. 

In  the  routine  clinical  examination  of  a  patient's  eyes  we  should  use 
each  method  seriatim.  Each  supplements  the  other,  and  by  one  may  be 
revealed  some  abnormality  that  the  other  would  not  show.  By  the  naked 
eye  alone  the  general  condition  of  the  anterior  structures  is  made  manifest, 
and  any  considerable  departure  from  normality,  such  as  strabismus,  bleph- 
aritis, corneal  loucomata,  shallowness  of  the  anterior  chamber,  immobility 
or  occlusion  of  the  pupil,  cataract,  etc.,  is  roughly  diagnosticated. 

After  we  have  thus  examined  the  eyes,  we  have  to  decide  whether  or 
not  we  shall  use  a  mydriatic  before  proceeding  with  the  examiuation  by 
the  aid  of  instruments.  This  decision  will  be  governed  by  many  con- 
siderations :  the  leisure  of  the  patient,  the  purpose  of  the  examination,  the 
expertness  of  the  physician,  the  probable  nature  of  the  malady,  etc. 

If  we  conclude  to  paralyze  the  iris,  we  must  not  do  so  until  we  have 
examined  the  pupillary  movements  and  made  notes  of  the  findings.  The 
pupillary  examination  is  often  more  imjiortant  than  that  of  the  rest  of  the 
eye,  especially  in  diseases  of  the  cord  and  brain. 

In  patients  over  fifty  years  of  age  we  do  not  really  need  to  use  a  mydri- 
atic in  order  to  diagnosticate  the  existing  errors  of  refraction,  and  in  such 
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cases,  therefore,  we  shall  rarely  need  to  widen  the  pupil  for  purposes  of 
ophthalmoscopy.  Tliere  are  also  other  conditions  in  which  the  mydriatic 
is  useless  or  contra-indicated,  if  we  are  expert  enough  Avith  the  ophthalmo- 
scope to  make  a  satisfactory  examination  of  the  eye-ground  without  it. 
This  expertness  it  is  highly  desirable  to  obtain.  Without  a  mydriatic, 
however,  it  is  often  extremely  difficult  and  even  impossible  to  make  a  satis- 
factory examination  of  tiie  macula  region.  For  this  and  other  reasons  this 
region  is  not  commonly  inspected,  although  it  is  of  course  one  of  the  most 
important  parts  of  the  eye-ground,  if  not  absolutely  the  most  important. 
If  we  find  it  impossible  to  make  the  accurate  examination  we  desire  without 
mydriasis,  and  if  at  the  same  time  there  is  no  other  need  for  a  mydriatic 
than  for  purposes  of  ophthalmoscopy,  we  may  use  a  weak  solution  of  hom- 
atrojjin.  One  or  two  instillations  of  such  a  solution  will  in  a  short  time 
keep  the  iris  out  of  our  way,  and  the  consequent  paralysis  of  accommoda- 
tion is  slight,  or  will  last,  at  longest,  for  but  a  few  hours.  In  those  cases 
in  which  we  wish  to  estimate  refractive  errors,  or  in  which  we  wish  to  use 
the  mydriatic  as  a  therapeutic  measure,  we  will  of  course  use  either  atropin 
or  a  stronger  solution  of  homatropin.  I  have  found  that  a  half-dozen 
instillations  during  an  hour  of  a  solution  of  homatropin  of  a  strength  of 
ten  grains  to  the  ounce,  combined  with  cocain  of  the  same  strength,  almost 
always  gives  mydriasis  sufficiently  reliable  to  insure  correct  refraction  work, 
and  the  paralysis  of  the  accommodation  passes  away  in  from  twenty  to 
thirty  hours. 

The  value  of  the  method  by  the  ophthalmoscopic  mirror  alone  is  chiefly 
to  reveal  opacities  of  the  transparent  media  of  the  eye,  and  especially  to 
manifest  the  existence  of  incipient  cataract.  By  reflecting  the  light  in  side- 
ways, above,  or  below,  effected  by  changes  of  position  of  the  surgeon  or 
by  instructing  the  patient  to  rotate  the  eye,  we  are  able  to  examine  the 
peripheral  portions  of  the  lens  and  detect  the  beginnings  of  cataract  in 
these  parts.  The  weak  illumination  at  the  peripheral  parts  of  the  retina 
does  not  arouse  such  energetic  contractions  of  the  iris  and  pupil  as  does 
the  stronger  central  illumination,  and  by  dexterity  we  are  able  to  see  the 
extreme  radial  parts  of  the  lens  in  a  non-mydriaticized  eye.  Opacities  in 
the  vitreous  humor  are  also  to  be  detected  by  means  of  the  mirror  alone, 
especially  in  mydriasis,  and  can  be  proved  stationary  or  "  floating"  by  a 
change  in  position  either  of  the  physician  or  of  the  patient.  If  floating,  we 
may,  as  it  were,  give  them  a  fillip  or  "  ocular  ballottemcnt,"  as  I  have  named 
it,  by  asking  the  patient  to  look  upward  and  suddenly  again  straight  in 
front,  when  the  dark  particles,  having  been  thrown  upward  by  the  motion, 
will  be  seen  to  float  or  settle  downward  again  to  the  lower  parts  of  the 
vitreous  chamber. 

The  examination  by  oblique  illumination  is  carriofl  out  by  bringing  to  a 
focus  upon  the  cornea,  etc.,  the  rays  of  a  strong  artificial  light  by  moans  of 
a  lens  of  two  or  three  inches'  focal  length.  (Fig.  2,3.)  The  structures  tinis 
brilliantly  illuminated  may,  if  desirable,  be  exarainctl  more  accurately  and 
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closely  by  the  aid  of  a  second  lens  held  in  the  other  hand.  By  this  method 
Ave  may  detect  all  pathologic  conditions  of  the  cornea,  anterior  chamber, 
iris,  and  anterior  portions  of  the  lens,  such  as  corneal  leucomata,  onyx, 
hypopyon,  ulcers,  opacities  or  foreign  bodies  in  the  anterior  chamber, 
anterior  and  posterior  synechiae,  occlusion  of  the  pupil,  anterior  polar  cata- 
ract, etc.  By  this  method 
also  it  is  determined  whether 
the  reactions  of  the  iris,  the 
size  of  the  pupil,  etc.,  are 
normal  or  abnormal. 

A  convenient  method  of 
locating  several  opacities,  or 
of  determining  the  number 
present,  is  that  suggested  by 
Professor  Fuchs.  This  is  by 
means  of  what  he  calls  their  parallactic  movement.  For  example,  the  ob- 
server's eye  at  A  (Fig.  24)  will  see  the  four  opacities  as  one;  with  the 
patient's  eye  remaining  fixed  and  the  observer's  eye  moved  over  to  B,  the 
one  spot  will  resolve  itself  into  four  distinct  points,  1,  2,  3,  and  ^.  The 
same  parallactic  movement  helps  to  localize  the  opacities.  Any  opacity 
situated,  say,  in  the  centre  of  the  pupil,  on  or  near  the  anterior  part  of  the 

Fio.  24. 


lens,  will  retain  its  position  at  2,  no  matter  whether  the  eye  views  it  front- 
wise or  sidewise  ;  if,  on  the  other  hand,  a,  c,  and  d,  which  seemed  to  occupy 
the  centre  of  the  pupil  with  the  observer  in  front,  are  looked  at  sidewise 
they  each  change  position  in  a  definite  way  :  the  opacity  at  1  travels  in 
a  direction  opposite  to  that  taken  by  the  observer's  eye  over  to  the  margin 
of  the  pupil,-i.e.,  it  is  situated  in  front  of  the  lens ;  the  other  two  take  the 
same  direction  as  the  observer  and  travel  over  to  the  opposite  margin  of 
Vol.  II.— 6  ° 
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the  pupil, — they  are  situated  behind  the  anterior  surface  of  the  lens, — and 
the  more  rapidly  they  travel  the  farther  back  in  the  eye  the  opacity  is 
located. 

When  the  crystalline  lens  is  normal,  and  especially  in  the  young,  its 
presence  cannot  be  demonstrated  by  the  ophthalmoscope,  but  with  oblique 
illumination  light-reflexes  can  be  obtained  from  the  anterior  as  well  as  from 
the  posterior  surface.  Care  not  to  mistake  this  reflex  must  be  exercised  in 
this  form  of  examination,  because  at  times  the  strong  light  will  give  to  the 
lens  a  grayish  appearance,  a  slight  opacity  that  may  suggest  the  beginning 
of  cataract,  especially  if  the  patient  be  of  the  cataract  age.  In  old  people 
the  anterior  capsule  increases  in  opalescence,  which  is  in  a  sense  physiologic, 
and  which  at  least  is  not  cataract. 

Ophthalmoscopy  by  the  indirect  method  requires  the  twelve-inch  oph- 
thalmoscopic mirror  and  a  condensation  lens  (or  biconvex  lens)  of  about 
two-inch  focal  power.  The  light  is  placed  a  little  behind  the  head  and  a 
little  towards  the  side  of  the  eye  to  be  examined.  A  simple  rule,  of  service, 
at  least  to  beginners,  by  either  method  of  ophthalmoscoi)y,  is  that  the  rays 
from  behind  shall  strike  the  eyelashes  on  the  temporal  side  of  the  eye  to  be 
examined,  without  illuminating  the  cornea.  The  patient  directs  his  gaze  in 
front,  while  the  physician  stands  a  little  to  the  side.  Holding  the  mirror 
in  his  right  hand,  close  to  his  own  right  eye  and  about  a  foot  from  that  of 
the  patient,  the  observer,  looking  through  the  ajDerture  of  the  mirror,  reflects 
the  light  into  the  pupil,  and  the  roseate  glow  of  the  fundus  apjiears.  The 
lens,  held  between  the  thumb  and  the  index  finger  of  the  left  hand  (the  little 
finger  resting  on  the  patient's  forehead  or  temple),  is  now  interposed  in  the 
path  of  the  illuminating  rays,  and  at  a  distance  of  two  or  three  inches  from 
the  observed  eye.  The  rays  returning  from  the  fimdus  ai*e  thus  brought  to 
a  focus  between  the  observer's  eye  and  the  lens,  and  an  aerial  image  is 
formed  of  a  large  portion  of  the  eye-ground.  More  periphemlly  lying 
portions  of  the  fundus  are  brought  into  view  by  directing  that  the  eye  be 
moved  laterally,  vertically,  etc.  To  examine  the  left  eye  the  patient  is 
directed  to  look  to  the  left  of  the  physician,  thus  avoiding  a  change  of 
position  either  of  the  light  or  of  the  patient's  body. 

The  chief  advantage  of  this  method  of  ophthalmoscopy  lies  in  the  fact 
that  a  larger  area  is  observed  at  one  glance  than  by  the  direct  method.  We 
see  the  fundus,  as  it  were,  almost  as  a  whole.  The  magnification  is  about 
five  or  six  diameters,  varying  according  to  the  strength  of  lens  used,  while 
that  of  the  direct  method  is  from  sixteen  to  eighteen  diameters.  The  close 
proximity  of  face  to  face  required  by  the  direct  method  is  also  avoided  by 
the  indirect  method,  a  thing  that  is  sometimes  desirable. 

The  chief  disadvantage  of  the  indirect  mctiiod  as  compared  with  the 
direct  is  that  it  gives  a  much  more  poorly  defined  image,  the  sliar])  details 
and  more  intimate  nature  of  lesions  not  being  clearly  brought  out.  While 
it  may  be  used  sometimes  when  the  other  method  is  not  so  available,  diag- 
noses made  by  it  must  be  more  rough,  general,  and  doubtful. 
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The  direct  method  of  ophthalmoscopic  examination  is  carried  out  by 
means  of  the  modern  ophthalmoscope  alone,  and  will  always  be  relied  upon 
to  give  the  more  accurate  reports  of  the  condition  of  the  living  eye  itself 
and  of  the  indications  of  systemic  conditions  to  be  gained  from  the  ocular 
state.  It  is  practised  by  means  of  the  light  placed  as  in  the  indirect  method, 
relatively  to  the  patient  and  physician.  If  the  physician  is  taller  than  the 
patient,  considerable  time  and  trouble  will  be  spared  by  making  the  exam- 
inations with  both  standing.  The  light  must  be  a  steady,  clear,  white-light 
flame.  To  examine  the  right  eye,  use  the  right  hand,  tilt  or  turn  the  mirror 
so  that  its  surface  shall  be  at  right  angles  to  the  impinging  light,  and  place 
the  instrument  close  to  the  observer's  eye.  Standing  about  a  foot  away,  fix 
the  patient's  gaze  in  a  direction  forward,  so  that  his  axis  of  vision  and  that 
of  the  physician  shall  form  an  angle  of  about  fifteen  degrees,  and  reflect  the 
light  into  the  pupil  of  the  observed  eye.  When  the  fundus-glow  appears, 
keep  it  in  view  while  advancing  rapidly  until  within  an  inch  or  less  of  the 
observed  eye.  It  is  well  to  warn  beginners  in  the  use  of  this  method  to 
imagine  that  they  are  looking  at  an  object  a  foot  or  more  away,  thus  not 
arousing:  accommodative  effort.  If  the  observer  have  a  considerable  error 
of  refraction,  this  must  be  neutralized  by  bringing  one  of  the  lenses  of 
the  Rekoss  disk  into  position.  If  the  patient  have  an  error  of  refraction, 
it  must  be  neutralized  as  nearly  as  possible  in  the  same  way,  in  order  to 
bring  out  sharply  all  details  of  the  fundus.  In  this  way,  indeed,  may  be 
rouglily  estimated  the  kind  and  the  degree  of  the  patient's  error.  For  this 
purpose  the  papilla  is  not  the  proper  object  upon  which  to  fix  the  attention, 
because  this  may  not  be  of  the  same  level  as  the  retina.  The  best  objects 
for  this  purpose  are  the  finest  capillaries  or  the  delicate  structural  peculi- 
arities of  the  retina  or  choroid  in  the  neighborhood  of  the  macula  region. 

To  examine  difi^erent  parts  of  the  fundus  requires  a  synchronous  adjust- 
ment and  direction  of  the  light-reflex  and  of  the  gaze  to  the  part  desired. 
It  is  well  also  to  use  the  left  hand  upon  the  back  of  the  patient's  head  to 
hold  it  in  position  and  to  move  the  head,  in  order  to  keep  the  light  i*eflected 
in  the  direction  desired. 

To  examine  the  left  eye  the  instrument  is  held  in  the  left  hand,  and 
the  relative  positions  of  the  light,  the  physician,  and  the  patient  are  cor- 
respondingly changed. 

If  the  I'efracting  media  of  the  eye  are  normal,  they  are  transparent  and 
invisible  when  we  examine  the  eye-ground  with  the  ophthalmoscope.  If 
either  cornea,  aqueous  humor,  crystalline  lens,  vitreous  humor,  or  retina 
become  visible,  we  have  to  deal  with  pathologic  conditions.  There  is,  per- 
haps, no  problem  more  puzzling  to  the  young  ophthalmologist  than  that  of 
deciding  whether  the  peculiarities  of  an  observed  eye-ground  are  physio- 
logic or  pathologic.  The  normal  or  physiologic  difi^erences  are  so  infinite 
in  variety  and  extent  that  any  attempt  to  describe  them  Avould  be  absurd. 
The  expert  eye  and  judgment  recognize  at  a  glance  a  peculiarity  as  ])hysio- 
logic  that  is  glaring  and  astonishing  in  its  anomalousness  and  boldness,  and 
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it  is  only  after  years  of  practice  and  a  peculiar  sensitiveness  of  personality 
and  perception  that  even  they  recognize  some  trifling,  almost  invisible,  fleck- 
ing or  evidence  of  morbidity  that  reaches  to  brain,  heart,  or  kidney  for  its 
origin,  and  the  ocular  warning  of  which,  thus  early  thrown  out  and  early 
recognized,  may  mean  the  saving  of  the  patient's  life. 

No  two  ophthalmoscopic  pictures  are  alike,  every  one  being  as  different 
from  every  other  as  are  faces.  This  gives  perennial  interest  to  the  work 
of  the  ophthalmoscopist.  Just  as  the  student  of  psychology  finds  in  everv 
physiognomy  a  new  expression  of  the  infinitely  subtle  and  variant  life  within 
and  behind  all  faces,  so  in  every  eye-ground  the  ophthalmoscopist  finds  some- 
thing new  that  challenges  interest  and  inquiry.  Tliis,  as  I  have  said,  is 
true  even  of  eye-grounds  the  differences  of  which  are  normal  or  physiologic ; 
but  when  there  are  added  the  variations  that  are  pathologic  in  origin,  the 
interest  of  the  physician  is  more  than  doubled. 

Congenital  anomalies  must  also  be  distinguished,  in  order  that  they  may 
not  be  confounded  with  acute  pathologic  abnormalities  and  thus  lead  to 
errors  in  diagnosis. 

Perhaps  the  most  commonly  encountered  condition  of  this  class  is  that 
of  opaque  nerve-fibres.  As  the  light  has  to  penetrate  the  nerve-fibre  layer 
of  the  retina  in  order  to  reach  the  rods  and  cones, — the  ultimate  organs 
intermediating  the  transformation  of  ethereal  vibrations  into  neural  vibra- 
tions,— it  is  evident  that  this  stratum  must  be  highly  transparent.  In 
the  optic  nerve  each  fibre  of  the  several  hundred  thousand  is  insulated 
from  its  neighbors  by  an  encasing  material  called  the  white  substance  of 
Schwann.  This  myeline  sheath  is  normally  not  continued  beyond  the 
entrance  of  the  fibres  into  the  globe,  but  when  it  is  so  continued  the  exten- 
sion upon  the  retina  becomes  ophthalmoscopically  brilliantly  manifest,  and 
the  "  ojiaque  nerve-fibres"  are  seen  as  feather-edged,  somewhat  flame- 
shaped  or  cloud-like,  opaque  white  striated  patches,  continuous  with  the 
papilla,  extending  from  it  outward  upon  the  retina  in  the  direction  of 
the  course  of  the  fibres  for  variable  distances,  and  of  ever-varying  forms. 
The  fact  sei-ves  to  increase  the  area  of  the  "  blind  spot,"  normally  limited 
to  that  of  the  papilla ;  but  I  have  not  observed  any  inconvenience  from 
this  to  the  patient,  however  extended  the  region  of  the  retina  thus  invaded. 
The  condition  is  sometimes  liable  to  be  mistaken  for  albuminuric  retinitis, 
posterior  staphyloma,  or  an  enlarged  conns. 

Noteworthy  "cupping  of  the  disk"  is  not  infrequent,  and  may  closely 
simulate  the  early  stages  of  the  pathologic  or  atrophic  excavation  due  to 
glaucoma ;  it  is,  however,  not  so  deep  nor  so  broad  as  the  glaucomatous 
variety.  At  the  bottom  of  the  cupping  a  mesh-work  of  fibres  called  the 
lamina  cribrosa  is  to  be  seen  when  brought  into  focus  by  the  proper  lens 
of  the  ophthalmoscope.  The  vessels  curl  over  the  edge  of  the  depression, 
where  they  show  darker  because  looked  at  along  the  line  of  flexure,  are 
sometimes  temporarily  lost  to  view  as  they  cling  to  the  sides,  and  reappear 
again  upon  the  floor  of  the  excavation. 
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Coloboma  of  the  choroid  is  more  rarely  met  with,  but  presents  a 
striking  object.  It  is  due  to  a  developmental  fault,  and  at  the  same  time 
may  extend  to  one  or  more  other  structures  of  the  eye,  such  as  the  optic 
disk,  retina,  ciliary  body,  lens^  or  iris.  The  rent  or  absence  of  the  pig- 
mented structures  of  the  fundus  permits  an  unimpeded  view  of  the  white 
sclerotic,  which  thus  boldly  stands  out  as  a  sharply  defined,  dead-white 
patch,  usually  in  the  lower  part  of  the  fundus,  of  varying  area  and  shape, 
traversed  by  the  choroidal  and  ciliary  vessels,  and,  if  the  retina  does  not 
participate  in  the  anomaly,  by  those  of  the  retina.  Sometimes  in  the 
white  space  there  are  pigment  heapings  or  other  color-changes. 

Persistence  of  the  hyaloid  artery,  or  rather  of  remnants  of  it,  also 
occurs  in  a  very  small  proportion  of  cases. 

The  fundus  of  the  eye  of  the  albino  offers  a  congenital  abnormality  of 
peculiar  and  pathetic  interest.  The  failure  in  the  secretion  of  the  ocular 
pigment  is  of  the  same  mysterious  nature  as  that  of  the  skin,  the  hair, 
etc.  The  iris  is  affected  in  the  same  way,  the  iris-defect,  in  my  opinion, 
constituting  the  chief  source  of  origin  of  the  sufferings  of  the  albino.  The 
light  shines  through  the  iris,  thus  preventing  its  chief  function,  viewed  as 
a  camera,  of  sharp  definition  and  focalization  of  the  image  upon  the  retina, 
with  resultant  amblyopia  and  photophobia.  The  eyeball  is  rotated  and 
vibrated  from  side  to  side,  vainly  seeking  a  more  clearly  defined,  shade- 
bordered  image,  thus  inducing  nystagmus.  The  lids  seek  to  replace  the 
lost  function  of  the  iris,  and  this  spasmodic  crushing  of  the  globe  produces 
high  degrees  of  astigmatism  and  other  forms  of  ametropia.  Ophthalmo- 
scopically,  the  albinotic  fundus  is  but  a  more  accentuated  form  of  the  same 
picture  seen  in  the  eye  of  a  pronounced  blonde.  The  pinkish  pallor  and 
transparency  of  the  backgi^ound  permit  the  tracery  of  the  choroidal  vessels 
to  be  plainly  seen,  while  the  retinal  vessels  stand  out  with  remarkable 
clearness. 

With  the  ever-varying  pigmentation  of  the  retina,  extending  from  the 
entire  lack  of  it  in  the  albino  to  the  black  rippled  or  densely  stippled 
darkness  of  the  negro,  we  pass  from  the  question  of  positive  abnormalism 
to  variations  that  are  simply  physiologic.  The  rich,  rosy,  glowing  hue  of 
the  eye-ground  is  due  to  reflection  of  the  light  from  the  choi'oidal  capilla- 
ries and  their  contained  blood,  modified,  of  course,  by  the  general  degree 
of  pigmentation. 

The  most  striking  object  of  the  normal  fundus  is  the  disk,  or  papilla, 
sometimes  also  called  the  nerve-head.  It  is  the  intra-ocular  ending  of  the 
optic  nerve,  and  is  really  about  one  and  three-quarters  millimetres  in  diam- 
eter, appearing  by  the  direct  method  about  sixteen  times  its  actual  size.  Its 
whiteness,  usually  more  pronounced  at  the  temporal  side,  is  due  to  the 
rayeline  sheathing  of  the  fibres,  which  is  discontinued  at  the  papilla  border, 
the  fibrils  there  becoming  transparent.  The  slightly  pinkish  hue  is  due 
principally  to  the  capillaries  supplying  it  with  blood.  The  disk  is  situated 
a  little  to  the  nasal  side  of  the  vitreous  chamber,  and  is  usually  circular  in 
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form,  though  occasionally  somewhat  oval,  with  the  long  diameter  in  the 
vertical  axis.  High  degrees  of  astigmatism  produce  apparent  abnormalities 
of  form,  according  to  the  type  of  the  astigmatic  defect,  and  high  degrees  of 
hypermetropia  and  of  myopia  produce  the  corresponding  appearance  respec- 
tively of  an  abnormal  smallness  or  largeness  of  its  diameter. 

The  disk  is  usually  surroimded  by  a  tiny  marginal  ring,  sometimes 
pigmented,  and  called  the  scleral  or  connective-tissue  ring,  formed  by  a 
partial  or  complete  opening  of  the  choroid,  which  allows  a  ring  of  sclerotic 
tissue  to  shine  through.  At  the  margin  of  this  ring  is  usually  another 
riug-like  pigmentation  of  the  choroidal  edge,  called  the  choroidal  ring. 
These  rings  must  not  be  confounded  with  the  pathologic  conditions  called 
con  us,  myopic  crescent,  posterior  staphyloma,  etc. 

From  the  central  depression  of  the  papilla  rise  the  branches  of  the 
central  artery  of  the  retina,  spreading  in  their  subdivisions  towards  all  the 
parts  of  the  retina,  and  to  it  also  converge  the  veins.  These  vessels  by 
direct  ophthalmoscopy  seem  to  be  so  large  that  we  can  hardly  realize  that 
they  are  in  reality  only  from  two-fifths  to  three-fifths  of  a  millimetre  in 
diameter.  The  arteries  are  lighter  in  color  and  more  tortuous  than  the 
veins,  are  about  one-third  smaller,  and  usually  pass  over  the  veins.  The 
central  Avhite  streak  or  line  of  light-reflex  from  them  is  more  marked  and 
moi'e  regular  than  in  the  veins.  The  arteries  often  pass  spirally  around 
the  veins  once,  or  even  twice,  near  the  disk.  As  the  veins  dip  down  over 
the  edge  of  the  cup  of  the  disk,  a  distinct  pulsatory  movement  is  frequently 
seen  at  this  point  syuchi-onous  with  the  cardiac  beat.  This  phenomenon — 
the  venous  pulsation — is  physiologic,  and  should  not  be  confounded  with 
the  rare  pathologic  pulsation  of  the  arteries  in  the  same  position.  The 
division  of  the  main  central  artery  into  two  branches,  the  superior  and  the 
inferior,  usually  occurs  befoi'e  its  emergence  upon  the  papilla,  and  these  two 
principal  trunks  undergo  dichotomous  subdivision  into  temporal  and  nasal 
branches,  and  others,  as  they  progress  towards  the  periphei-al  parts  of  the 
retina.  Corresponding  coalescences  of  the  peripheral  capillaries  of  the 
veins  occur  in  apjjroaching  the  disk,  until  all  unite  in  the  two  chief  trunks 
that  enter  the  optic  nerve  by  the  side  of  the  arteries.  Sometimes  the 
central  artery  of  the  optic  nerve  may  subdivide  after  its  exposure  upon  the 
disk,  or  the  superior  and  inferior  branches  of  the  vein  may  unite  before 
disappearing  from  view. 

Although  not  by  any  means  so  striking  an  object  as  the  disk,  the 
macula  is,  as  regards  the  eye,  per  se  the  most  important  region  of  the 
fundus.  It  lies  about  a  disk-diameter,  or  two  millimetres,  from  the  disk, 
temporally,  and  is  recognized  only  by  a  slightly  darker  tint  than  the  adja- 
cent retina,  and  by  an  entire  al)scnce  of  larger  vessels  and  the  disappear- 
ance of  the  small  cxipillaries  at  this  point.  It  was  called  the  yellow  spot  by 
the  early  anatomists,  who  saw  it  after  death  only.  Tn  life  its  tint  as  seen 
by  the  o])litlialmos(;opc  is  not  yellowish,  but  is  only  a  little  more  deeply 
jjigmented  than  the  rest  of  the  retina.    The  size  of  the  macula  varies  con- 
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siderably,  if  this  somewhat  indeterminate  region  can  properly  be  termed 
measurable,  but  it  is  commonly  slightly  larger  than  the  disk,  somewhat 
oval,  with  the  long  diameter  horizontal.  It  is  sometimes,  and  especially  in 
the  young,  surrounded  by  a  "  halo,"  or  shimmering  ring  of  light,  due  to  a 
reflection  from  the  slight  depression  or  compression  of  the  retinal  elements 
which  constitute  the  macula  and  fovea.  In  the  centre  of  this  region  is  the 
pit  or  depression  called  the  fovea  centralis,  often  almost  or  quite  invisible, 
^sometimes  seen  as  a  tiny  spot  of  lighter,  glittering  coloration.  The  fovea 
is  the  point  of  retinal  contact  of  the  visual  axis,  and  constitutes  the  retinal 
intermediary  of  the  most  minute  and  perfect  vision.  Here  the  less  essen- 
tial or  contributory  elements  are  reduced  to  their  lowest  number,  and  the 
essential  ones,  the  rods  and  cones,  are  packed  into  closest  proximity. 

In  children  there  is  sometimes  seen  a  shimmering,  ill-defined,  glittering 
reflex,  glancing  along  the  vessels  and  over  the  fundus  with  the  move- 
ments of  the  ophthalmoscopic  mirror.  It  is  certainly  not  pathologic. 
For  obvious  reasons,  it  has  been  called  the  watered-silk  or  shot-silk  phe- 
nomenon.   Its  cause  has  not  been  definitely  ascertained. 


I 


SKIASCOPY  (THE  SHADOW-TEST,  RETIN- 
OSCOPY)  AND  ITS  PRACTICAL  APPLI- 
CATION. 

BY  EDWAKD  JACKSON,  A.M.,  M.D,, 

Professor  of  Diseases  of  the  Eye  in  the  Philadelphia  Polyclinic;  Special  Lecturer  on 
Physiological  Optics  in  the  University  of  Colorado,  Denver, 
Colorado,  U.S.A. 


•    OPTICAL  PEINCIPLES. 

The  theory  of  the  ophthalmoscope  as  originally  worked  out  by  Helm- 
holtz  recognized  the  relation  of  direct  and  inverted  images  of  the  fundus, 
and  the  seeing  of  an  erect  or  an  inverted  image  when  the  eye  was  looked 
at  from  some  little  distance,  without  the  intervention  of  a  lens,  has  from  the 
first  been  ranked  among  the  important  signs  of  hyperopia  or  myopia  in  the 
ophthalmoscopic  examination.  The  direct  method  of  ophthalmoscopy  deals 
with  an  erect  enlarged  image  of  the  fundus,  apparently  situated  behind  the 
eye,  such  an  image  as  is  obtained  with  the  simple  microscope,  the  ordinary 
magnifying  glass.  The  indirect  method,  on  the  other  hand,  works  with 
an  inverted  image  of  the  fundus  formed  in  front  of  the  eye,  either  by  the 
dioptric  media  alone,  as  in  high  myopia,  or  by  a  strong  convex  lens  placed 
before  the  eye,  as  in  other  states  of  refraction.  In  the  highly  myopic  eye 
an  erect  image  can  be  seen  if  the  observer  place  his  eye  close  enough  to  the 
observed  eye,  although  this  image  will  be  indistinct  unless  the  light  from  it 
be  made  to  focus  on  the  observer's  retina  by  the  use  of  the  appropriate  con- 
cave lens. 

Reversal  of  the  Image. — In  any  eye,  therefore,  the  use  of  the  ophthal- 
moscope at  short  enough  distance  reveals  an  erect  image  of  the  fundus,  and 
in  any  eye  from  a  greater  distance  one  may  obtain  an  inverted  image  by 
reason  of  its  own  myopic  refraction,  or  by  the  artificial  myopia  effected  by 
the  use  of  a  convex  lens. 

This  is  illustrated  by  Fig.  1.  The  direction  in  which  a  certain  portion 
of  the  fundus  appears  to  be  located  is  determined  by  the  direction  in  which 
a  ray  from  it  falls  upon  the  nodal  point  of  the  observer's  eye.  In  the  figure 
let  A  and  B  represent  points  upon  the  retina  of  the  patient,  and  31  and  N 
points  outside  of  the  eye  from  which  the  rays  would  be  focussed  upon  A  and 
B,  or  to  which  the  rays  from  A  and  B  are  focussed  as  they  pass  outward. 
When  the  surgeon  places  his  eye  with  its  nodal  point  at  S,  the  ray  which 
reaches  that  nodal  point  from  A  is  one  that  passes  through  the  upper  part 
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of  the  pupil  and  is  turned  downward  :  hence  from  this  position  the  point 
A  of  the  retina  will  appear  to  be  situated  in  the  direction  of  a,  in  the  upper 
part  of  the  pupil.  The  ray  which  reaches  the  nodal  point  from  B  is  one 
which  passes  through  the  lower  part  of  the  pupil  and  is  turned  upward : 

Fig.  1. 


hence  B  appears  to  be  situated  at  the  lower  part  of  the  pupil  in  the  direc- 
tion b.  That  is,  comparing  the  two  points  A  and  B,  the  one  which  is  really- 
above  appears  to  be  above,  and  the  one  which  is  really  below  appears  to  be 
below.    The  retina  is  then  seen  in  the  erect  image. 

If  now  the  surgeon  places  his  eye  beyond  the  distance  of  31  and  N  for 
which  the  patient's  eye  is  focussed,  say  with  his  nodal  point  at  S',  the  ray 
which  reaches  his  nodal  point  from  the  point  A  is  now  one  which  passes 
through  the  lower  part  of  the  pupil  and  is  turned  ujDward,  so  that  the  point 
A  appears  to  be  situated  in  the  lower  part  of  the  pupil  at  a'.  On  the  other 
hand,  the  ray  coming  from  B  to  his  nodal  point  is  one  passing  through  the 
upper  part  of  the  pupil  and  being  turned  down,  so  that  B  now  appears  at 
the  upper  part  of  the  pupil  in  the  direction  of  b'.  That  is,  the  point  which 
is  really  higher  on  the  retina  appears  at  the  lower  part  of  the  pupil,  and  the 
lower  point  at  the  upper  part  of  the  pupil.  The  retina  is  seen  in  the 
inverted  image. 

Another  way  to  think  of  this  matter,  less  analytic  but  perhaps  easier 
to  understand,  is,  that  when  the  surgeon  is  closer  to  the  eye  than  31  and  N 
he  sees  an  erect  image  back  of  the  eye,  but  when  he  gets  beyond  31  and  N 
he  has  to  look  at  tlie  inverted  image  which  is  formed  at  31  and  N. 

The  point  at  which  the  change  from  the  erect  to  the  inverted  image 
occurs  is  the  jDoint  for  which  the  eye  is  focussed,  either  by  its  own  refraction 
or  by  that  of  the  lens  before  it, — the  conjugate  focus  of  the  retina, — the  far- 
point  for  the  myopia,  natural  or  artificial.  To  know  the  distance  of  this 
point  from  the  eye  is  to  know  the  focal  distance  of  the  lens  which  will 
correct  tlie  myopia,  and,  therefore,  to  know  the  error  of  refraction  present. 

Skiascopy  furnishes  us  a  ready  and  accurate  means  of  determining  the 
location  of  this  point  where  the  change  from  the  erect  to  the  inverted  image 
occurs, — this  point  which  I  have  termed  the  point  of  reversal. 

3Iovcment  of  Lif/ht  on  the  Retina. — If  one  attempts  to  locate  the  point 
of  reversal  by  the  ordinary  ophthalmoscopic  examination,  he  finds  that  as 
it  is  approached  the  images  of  the  fundus  become  diffuse  and  indistinct,  so 
that  for  a  consideraI)le  distance  on  either  side  of  this  point  it  is  impossible 
to  determine  whether  the  image  seen  is  erect  or  inverted. 
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Skiascopy  avoids  all  attempt  to  see  any  details  of  the  fundus  of  the  eye 
distinctly,  and  indicates  whether  the  image  is  erect  or  inverted  simply  by 
the  direction  of  the  movement  of  light  and  shade  in  the  pupil.  If  the  light 
on  the  retina  removes  from  A  to  B,  it  will  appear  to  move  upward  when 
the  imao;e  is  erect,  downward  when  it  is  inverted  :  so  that  if  one  knows  in 
Avhich  direction  it  really  moves,  he  has  only  to  observe  the  direction  of  its 
apparent  movement  in  the  pupil  to  determine  whether  it  is  an  erect  or  an 
inverted  image  that  he  sees,  and,  by  making  the  test  at  various  distances,  he 
can  determine  where  the  change  from  the  erect  to  the  inverted  image  occurs, 
and  measure  the  distance  of  this  point  from  the  eye. 

The  movement  that  is  to  be  watched  is  the  apparent  movement  of  an 
area  of  light  on  the  retina.  This  movement  is  brought  about  by  changing 
the  angle  of  the  ophthalmoscopic  mirror  (usually  a  special  form  adapted  to 
skiascopy),  so  that  light  falling  on  it  at  different  angles  is  reflected  into  the 
eye  from  slightly  different  directions.  This  movement  was  early  employed 
by  Bowman  for  the  detection  of  irregular  astigmatism.'  He  also  pointed 
out  that  it  frequently  revealed  the  presence  of  regular  astigmatism  and  the 
direction  of  its  chief  meridians.^  The  recognition  that  this  manoeuvre  was 
capable  of  development  into  a  distinct  method  for  the  measurement  of 
refraction,  of  universal  application  and  great  practical  value,  is  due  to 
Cuignet. 

How*  the  change  in  the  direction  of  the  mirror  affects  the  movement  of 
the  light  upon  the  retina  may  be  understood  by  reference  to  Fig.  2,  in  which 


Fig.  2 


A 


the  action  of  a  plane  mirror  is  represented.  L  is  the  position  of  the  light. 
The  mirror  being  in  the  position  of  AA,  the  light  reflected  from  it,  in  accord- 
ance with  the  laws  governing  the  reflection  of  light,  will  diverge  as  though 
starting  from  a  point  I,  as  far  behind  the  mirror  as  L  is  in  front  of  it,  and 
in  the  same  perpendicular  to  its  surface.  From  the  direction  of  /  the  light 
is  converged  within  the  eye  towards  a,  and  falls  upon  that  portion  of  the 
retina.  If,  however,  the  position  of  the  mirror  be  changed  to  BB,  the  line 
passing  through  L  perpendicular  to  the  mirror  undergoes  a  similar  change, 
and,  therefore,  the  point  from  which  the  rays  appear  to  diverge  after 
they  have  been  reflected  by  the  mirror,  is  considerably  removed  from  the 


'  Eoyal  London  Ophthalmic  Hospital  Reports  for  1862,  p.  157. 
'  Bonders,  Accommodation  and  Refraction  of  the  Eye,  p.  490. 
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point  I,  and  the  rays  coming  from  it  focus  in  the  eye  towards  b,  and  fall 
upon  that  portion  of  the  retina. 

As  the  mirror  turns  from  AA  to  BB,  the  area  of  light  upon  the  retina 
moves  from  a  to  b.  Calling  L,  the  lamp  Hame,  the  original  source  of  light,  /, 
or  the  point  from  which  the  rays  at  the  time  appear  to  proceed,  may  be 
called  the  immediate  source  of  light.  The  original  source  of  light  being 
fixed,  the  position  of  the  immediate  source  will  vary  with  the  direction  of 
the  mirror,  and  the  position  of  the  light  area  on  the  retina  will  vary  to  cor- 
respond with  it.  When  the  light  is  tlirown  on  the  eye  with  the  skiascopic 
mirror,  a  portion  of  it  enters  the  pupil  to  form  the  retinal  light  area,  but 
the  greater  part  falls  upon  tlie  face,  and,  as  the  direction  of  the  mirror  is 
changed,  the  position  of  thi's  light  area  on  the  face  is  also  changed. 

It  is  evident  that  as  the  mirror  is  changed  from  AA  io  BB,  the  light 
area  on  the  face  moves  upward  in  the  same  direction  as  the  light  area  on  the 
retina.  Hence,  with  the  plane  mirror  the  real  movement  of  light  on  the  retina 
is  always  with  the  light  on  the  face,  or  with  the  movement  of  the  mirror,  and 
this  applies  equally  to  hyperopia,  emmetropia,  and  myopia,  as  can  readily  be 
understood  by  looking  at  the  lines  H,  ^,  and  M,  which  represent  positions 
of  the  retina  in  these  different  states  of  refraction. 

When  the  concave  mirror  is  employed,  the  movement  of  the  light  on  the 
retina  is  in  the  opposite  direction.  The  reason  of  this  may  be  understood 
from  Fig.  3,  in  which,  with  the  original  source  of  light  at  L,  and  the  mirror 

Fig.  3. 


in  the  position  AA,  the  immediate  source  of  light  will  be  J,  to  which  all  the 
rays  falling  on  the  mirror  from  L  are  converged.  Evidently  /  is  a  focus  of 
the  mirror  conjugate  to  L,  and  from  this  point  /the  rays  diverge  to  be  focussed 
towards  a,  and  to  fall  upon  that  portion  of  the  retina.  If  now  the  position 
of  the  mirror  be  changed  to  BB,  the  immediate  source  of  light  (the  focus 
conjugate  to  L)  changes  its  position  to  I',  and  from  /'  the  rays  enter  the  eye 
to  be  converged  towards  b,  and  to  fall  ujion  that  portion  of  the  retina.  Wiih. 
the  change  of  the  direction  of  the  mirror  from  AA  to  BB,  the  immediate 
source  of  light  moves  from  J  to  I',  and  the  area  of  light  on  the  retina  moves 
from  a  to  b,  and  this  occurs  whether  the  eye  be  liyperopic,  emmetropic,  or 
myopic,  as  rejiresentcd  by  the  lines  H,  E,  and  31.  In  this  case  the  change 
of  direction  of  the  mirror  has  been  the  same,  and  it  will  be  found  that  the 
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change  in  the  position  of  the  area  of  light  on  the  face  has  been  the  same  as 
in  a  former  case,  but  that  the  movement  of  the  light  on  the  retina  has  been 
in  the  opposite  direction.  Hence,  with  the  concave  mirror,  the  real  movement 
of  light  on  the  retina  is  in  the  direction  opposite  to  that  of  the  movement  of  light 
on  the  face,  is  against  the  movement  of  the  mirror,  and  this  applies  for  all  states 
of  refraction. 

Apparent  Movement  of  Light  in  the  Pupil.— We  thus,  whichever  mirror 
is  employed,  know  the  real  direction  of  the  movement  of  the  light  area  on 
the  retina,  and,  watching  its  apparent  movement  in  the  pupil,  are  able  to 
determine  whether  the  image  seen  is  erect  or  inverted.  In  the  erect  image 
the  apparent  movement  will  correspond  with  the  real, — with  the  light  on  the 
face  for  the  plane  mir7-or,  against  it  for  the  concave.  In  the  inverted 
image  the  apparent  movement  will  be  the  opposite  of  the  real  movement, — 
against  the  light  on  the  face  "for  the  plane  mirror,  with  the  light  on  the  face 
for  the  concave.  By  determining  the  point  where  the  movement  changes 
from  direct  to  inverted,  we  determine  the  point  of  reversal  and  the  refrac- 
tion of  the  eye. 

Rapidity  of  Movement  of  Light  in  the  Pupil. — In  making  application 
of  the  test,  it  is  frequently  convenient,  before  the  point  of  revei'sal  has 
been  ascertained,  to  be  able  to  estimate  approximately  how  near  we  are  to 
it,  and  how  great  a  change  of  glass  will  be  necessary  to  bring  it  into  the 
desired  'position.  This  estimate  is  to  be  based  upon  the  rapidity  of  the 
apparent  movement  of  light  in  the  pupil,  and  also  upon  the  brilliancy  of 
this  light ;  but  principally  upon  the  former. 

The  apparent  rapidity  of  movement  of  light  in  the  pupil  depends  on  the 
real  rate  of  movement  of  the  light  on  the  retina,  and  on  the  extent  to  which 
this  is  magnified  by  the  magnification  of  the  retina.  The  real  rate  of  move- 
ment on  the  retina  depends  on  the  rapidity  of  movement  of  the  mirror,  on 
the  distance  of  the  source  of  light  from  the  mirror,  and  on  the  distance  of 
the  mirror  from  the  eye.  But  with  the  same  observer  working  under  the 
same  conditions,  these  distances  will  be  tolerably  uniform,  so  that  differences 
of  apparent  movement  will  depend  principally  on  differences  of  the  magni- 
fication of  the  portion  of  the  retina  seen  in  the  pupil. 

When  the  nodal  point  of  the  surgeon's  eye  is  situated  at  the  point  of 
reversal  (the  focus  conjugate  to  the  position  of  the  retina),  rays  coming  from 


Fig.  4. 


a  single  point  of  the  retina  reach  this  nodal  point  from  all  parts  of  the  pupil. 
This  is  illustrated  by  Fig.  4,  in  which  the  surgeon's  eye  with  its  nodal  point 
at  S  receives  rays  from  a  point  A  on  the  patient's  retina.    These  rays  coming 
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through  every  part  of  the  pupil,  the  single  point  A  of  the  retina  appears  to 
occupy  the  whole  area  of  the  pupil,  a  a. 

As  the  nodal  point  of  the  surgeon's  eye  is  moved  away  from  the  point 
of  reversal,  rays  reach  it  from  more  than  one  point  of  the  patient's  retina, 
as  seen  in  Fig.  1 ;  and  the  farther  the  eye  is  withdrawn  from  the  point  of 
reversal  the  larger  the  portion  of  retina  seen  in  the  patient's  pupil  at  one 
time,  and,  therefore,  the  less  magnified  is  this  image  of  the  retina,  whether 
erect  or  inverted.  Since  the  rapidity  of  the  apjmrent  movement  depends 
on  the  degree  of  magnification  of  the  image  seen,  the  more  nearly  the  point 
of  reversal  is  approached  the  more  rapid  is  the  apparent  movement  of  light 
and  shadow  in  the  pupil. 

The  brightness  of  the  light  in  the  pupil  will  depend  on  the  actual  bright- 
ness of  the  light  area  on  the  retina  and  on  the  extent  to  which  this  light 
area  appears  magnified,  being  directly  proportioned  to  its  actual  brightness 
and  inversely  to  its  magnification.  The  actual  brightness  of  the  retinal 
light  area  depends  on  the  brightness  of  the  source  of  illumination  and  on 
the  accuracy  with  which  the  light  is  focussed  on  the  retina.'  The  brightness 
of  the  source  of  illumination  is  discussed  below ;  for  any  given  series  of 
tests  it  may  be  assumed  to  be  unifoi'm. 

If  the  light  from  this  source  could  always  be  perfectly  focussed  on  the 
retina,  the  actual  illumination  of  the  retinal  light  area  would  always  be  the 
same,  and  the  apparent  illumination  would  depend  entirely  on  the  amjjlifi- 
cation  of  the  retinal  image,  as  seen  in  the  pupil.  However,  the  light  is  accu- 
rately focussed  on  the  retina  only  when  it  comes  from  the  point  of  reversal ; 
and  in  practice  it  will  do  this  only  when  the  surgeon's  eye  is  somewhere  near 
this  point.  In  proportion  as  the  point  of  reversal  is  moved  from  the 
surgeon's  eye  (measuring  this  removal  in  dioptrics, — units  of  refraction)  will 
the  actual  illumination  of  the  retina  become  feeble.  When  the  surgeon's 
eye  is  brought  exactly  to  the  point  of  reversal,  or  within  a  few  inches  of  it, 
the  immediate  source  of  light  cannot  be  brought  directly  to  it,  and  in  this 
latter  position  the  amplification  of  the  retina  also  tends  to  make  the  illumi- 
nation feeble.  Hence  we  have  generally  the  most  brilliant  lighting  of  the 
pupil  when  the  observer  is  within  1  or  2  D  of  the  point  of  reversal. 
Approaching  closer  than  this,  the  light  becomes  more  feeble,  while  its  move- 
ment is  more  rapid.  Departing  farther  from  the  point  of  rcvei-sal,  the  light 
also  becomes  more  feeble  and  its  movement  slower.  In  this  way  is  deduced 
the  practical  rule,  that  when  the  light  is  feeble  and  its  movement  sloic,  or  slight, 
the  observer  is  considerably  removed  from  the  point  of  reversal ;  when  the  light 
is  feeble  and  its  movement  swift,  he  is  very  close  to  the  point  of  reversal. 

The  Best  Arrangement  of  the  Light. — The  best  source  of  light  will  be 
brilliant  and  occupy  l)ut  a  small  area.  lu  practice  this  will  be  a  small 
portion  from  the  most  brilliant  part  of  some  flame,  with  the  other  parts 


'  See  "Retinal  Illumination  for  the  Shadow-Test,"  Jackson,  Ophthalmic  Review, 
1890,  p.  44. 
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excluded  by  an  opaque  shade.  Wax  or  paraffin  furnishes  the  most  brilliant 
flame ;  after  this  come  the  higher  grades  of  mineral  oil,  and  still  inferior 
to  them,  gas.  But  even  the  latter  is  a  satisfactory  source  of  illumination. 
The  area  of  flame  employed  should  be  between  five  and  ten  millimetres  in 
diameter.  Larger  thau  this  gives  more  light  than  is  necessary,  renders  less 
characteristic  the  band-like  appearance  of  astigmatism,  and  makes  it  more 
difficult  to  discriminate  between  different  movements  of  the  light  in  different 
pai-ts  of  the  pupil.  A  smaller  area  is  liable  to  the  objection  that  too  much 
of  it  is  swallowed  up  in  the  sight-hole  when  it  crosses  this  part  of  the  mirror, 
causing  a  sudden  fading  of  the  light,  or  even  its  complete  disappearance. 
The  writer  employs  simply  a  metal  chimney  placed  over  the  ordinary  chim- 
ney of  the  Argand  gas-burner,  with  an  opening  of  the  proper  size  placed 
opposite  the  brightest  part  of  the  flame.  To  attain  the  greatest  accuracy 
and  delicacy  in  certain  directions,  it  is  important  to  have  the  source  of  light 
freely  movable,  as  in  the  universal  bracket,  so  that  its  distance  from  the 
mirror  can  be  speedily  and  easily  adjusted. 

Form  of  the  Light  Area  in  the  Pupil  in  Hyperopia  and  Ifyopia. — In 
hyperopia  or  myopia,  of  whatever  degree,  the  actual  shape  of  the  light  area 
on  the  retina  Avill  approach  that  of  the  soui'ce  of  light.  If,  as  must  be  the 
case  for  accurate  testing,  the  source  of  light  be  small  enough  to  approximate 
the  optical  conditions  of  a  single  luminous  point,  where  the  refraction  and, 
therefore,  the  magnification  of  the  retina  are  the  same  in  all  meridians,  the 
apparent  form  of  the  light  area  as  seen  in  the  pupil  will  be  a  circle.  When 
the  observer  is  considerably  removed  from  the  point  of  reversal,  so  that  the 
retina  of  the  observed  eye  appears  but  slightly  magnified,  the  whole  of  the 
retinal  light  area  will  be  visible  in  the  pupil  at  one  time,  and  its  circular 
shape  will  be  readily  recognizable. 

When  the  observer's  eye  approaches  closely  to  the  point  of  reversal  and 
the  visible  image  of  the  retina  becomes  enormously  magnified,  only  a  very 
small  part  of  this  circular  area  being  visible  at  one  time,  the  short  segment 
of  its  circumference  that  can  be  seen  in  the  pupil  will  have  but  little  curve, 
and  the  line  separating  light  from  shade  will  appear  comparatively  straight. 
The  direction  of  this  straight  line,  though,  will  vary  according  to  the  part 
of  the  retinal  light  area  that  is  brought  in  view,  and  in  every  direction  the 
rate  of  movement  will  be  equally  rapid. 

Form  of  the  Light  Area  in  Regular  Astigmatism. — In  regular  astig- 
matism the  actual  form  of  the  light  area  on  the  retina  will  depend  ou  the 
position  of  the  retina  with  reference  to  the  lines  into  which  the  eye  tends  to 
focus  the  rays  that  come  from  the  source  of  light.  If  the  retina  is  coin- 
cident with  one  of  these  lines,  the  light  area  has  the  shape  of  such  a  line  or 
narrow  band  running  in  a  certain  direction.  If  the  retina  passes  through 
the  other  focal  line,  the  light  area  is  a  similar  band  running  in  the  direction 
perpendicular  to  the  first.  If  the  retina  be  situated  at  a  point  intermediate 
between  these  two,  the  light  area  will  be  a  circle.  In  other  situations  the 
actual  form  of  this  area  will  be  an  ellipse. 
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The  apparent  form  of  the  light  area,  as  seen  in  the  pupil,  depends,  how- 
ever, more  upon  the  unequal  magnification  of  the  retina  in  different  meridians. 
In  regular  astigmatism  the  observer's  eye  can  be  at  the  point  of  reversal  for 
only  one  of  the  principal  meridians  at  one  time.  In  the  direction  of  this 
meridian  the  retina  is  greatly  magnified  ;  at  right  angles  to  it  it  is  much  less 
magnified.  It  follows,  therefore,  that  even  with  an  area  of  light  on  the 
retina  actually  circular  in  shape,  this  difference  of  magnification  will  make 
it  appear  more  or  less  elongated,  and  this  elongation  will  be  most  marked 
when  the  surgeon's  eye  is  placed  at  the  point  of  reversal  for  one  princijial 
meridian  and  the  source  of  light  is  placed  at  the  point  of  reversal  for  the 
other  principal  meridian.^ 

The  baud  of  light  thus  made  to  show  in  the  pupil  is  the  appearance 
characteristic  of  astigmatism.  If  the  band  be  broad,  as  it  is  under  certain 
conditions,  only  one  margin  of  it  will  appear  at  a  time,  and  this  may  look 
very  much  like  the  margin  of  an  enormously  enlarged  circular  area.  It 
will  be  found,  however,  on  causing  the  light  to  move  in  different  directions, 
that  while  in  non-astigmatic  eyes  the  boundary  line  may  be  obtained  in  any 
direction,  in  astigmatism  it  is  always  found  in  the  same,  or  nearly  the  same, 
direction,  and  this  is  the  direction  of  the  principal  meridian  which  has  its 
point  of  reversal  at  the  observer's  eye. 

On  placing  his  eye  at  the  point  of  reversal  for  the  other  principal  merid- 
ian, the  surgeon  will  see  a  band  having  its  direction  perpendicular  to  that 
of  the  first.  At  distances  between  these  two  points  of  reversal  the  band- 
like appearance  will  be  less  distinct,  or  will  disappear  entirely  ;  but  at  such 
points  the  movement  of  the  light  will  differ  in  different  mei'idians :  either 
it  will  be  with  the  light  on  the  face  in  the  direction  of  the  one  principal 
meridian  and  against  the  light  on  the  face  in  the  direction  of  the  other  prin- 
cipal meridian,  or  it  will  move  faster  in  the  one  meridian  than  in  the  other. 

In  general,  the  light  and  shade  in  the  pupil  appear  to  move  in  the  merid- 
ian in  which  the  mirror  is  turned  and  the  light  moves  on  the  face,  whether 
the  apparent  movement  be  erect  or  inverted.  An  exception  to  this  is  seen 
in  the  case  of  a  band  of  light  characteristic  of  regular  astigmatism.  If  the 
movement  of  the  mirror  and  the  movement  of  the  light  on  the  face  be  in 
some  direction  oblique  to  that  of  the  band,  in  whatever  oblique  direction 
the  mirror  be  moved,  the  apparent  motion  of  the  band  will  be  at  right 
angles  to  its  length. 

This  apparent  anomaly  is  due  to  an  optical  illusion,  which  may  be  illus- 
trated by  cutting  a  small  circular  hole  in  the  centre  of  a  sheet  of  paper  and 
placing  behind  it  a  card.  If  this  card  bo  uniform,  so  that  all  portions  have 
the  same  appearance  on  moving  it  in  a  direction  oblique  to  its  e<lge,  the 
apparent  motion,  as  watched  through  the  opening,  will  be  perpendicular 
to  the  edge.    Thus,  in  Fig.  6,  let  AB  represent  the  edge  of  the  card  at  the 


'  See  "  The  Position  of  the  Source  of  Light  and  the  Observer  in  Skiascopy,"  Jackson, 
Archives  of  Ophthalmology,  vol.  xxii.  p.  323. 
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opening.  If  uow  the  card  be  moved  in  the  direction  of  LM,  its  edge 
will  appear  to  move  in  the  direction  of  LN.  In  the  case  of  the  shadow- 
test,  the  direction  of  the  band  of  light  will  be 
represented  by  AB,  the  direction  of  its  movement 
by  LM,  and  the  apparent  direction  of  its  move- 
ment by  LN.  This  tendency  of  the  apparent 
movement  to  be  perpendicular  to  the  direction  of 
the  band  is  an  aid  in  recognizing  the  direction 
of  such  a  band,  and  in  distinguishing  it  from  an 
almost  straight  edge  of  a  nearly  corrected  hyper- 
opia or  myopia.  It,  however,  adds  to  the  diflS- 
culty  of  determining  the  point  of  reversal  for  the  meridians  in  the  direction 
of  the  band,  because,  unless  the  light  is  made  to  move  exactly  in  the  direc- 
tion of  the  band,  there  will  be  a  very  confusing  lateral  movement  of  the 
band  itself. 

Appearance  of  the  Light  Area  in  Aberration. — What  has  been  said  about 
the  light  in  the  pupil  in  non-astigmatic  eyes  and  those  the  seat  of  regular 
astigmatism  is  theoretically  correct ;  but  when  the  test  is  applied  in  practice, 
such  appearances  are  found,  in  the  large  majority  of  eyes,  to  be  partly  or 
completely  masked  by  the  effects  of  aberration  and  irregular  astigmatism. 

The  ahei'ration  of  the  eye  commonly  resembles  that  of  the  ordinary 
spherical  lens,  being  such  that  the  refraction  is  least  at  the  centre  and 
greatest  at  the  margin  of  the  pupil.  This  I  have  called  positive  aber- 
ration.^ The  centre  of  the  pupil  is  more  hyperopic  and  less  myopic  than 
the  margin.  This  difference  of  I'efraction  causes  a  difference  in  the  point 
of  reversal.  The  point  of  reversal  for  the  margin  of  the  pupil  is  usually 
much  closer  to  the  eye  than  the  point  of  reversal  for  the  centre  of  the  pupil. 
Hence,  when  the  observer's  eye  is  situated  between  the  two,  he  sees  the  light 
at  the  centre  of  the  pupil  moving  with  the  light  on  the  face  (plane  mirror), 
while  the  light  in  the  margin  of  the  pupil  is  moving  against  the  light  on 
the  face,  and  between  the  two  is  a  neutral  zone,  the  point  of  reversal  for 
which  is  situated  at  about  the  observer's  eye,  in  which  the  light  is  extremely 
feeble  and  the  direction  of  its  movement  imperceptible.  The  typical  appear- 
ance, then,  presented  by  a  case  of  ordinary  positive  aberration  is  that  of  an 
area  of  light  in  the  centre  of  the  pupil  giving  the  erect  movement,  and  a 
ring  of  light  near  the  pupillary  margin  with  an  inverted  movement. 

In  a  certain  number  of  cases  the  relations  of  the  centre  and  margin  of 
the  pupil  are  reversed ;  the  centre  is  more  myopic  and  less  hyperopic,  the 
margin  less  myopic  and  more  hyperopic,  constituting  negative  aberration. 
In  these  cases  there  exist  the  same  neutral  zone  and  the  same  ceuti-al  area 
and  peripheral  ring  of  light,  but  this  ring  is  usually  much  less  clearly 
marked  than  in  positive  aberration. 


1  Symmetrical  Aberration  of  the  Eye.    Transactions  of  the  Amer.  Ophthalmol.  Soc, 
1888,  vol.  V.  p.  141. 
Vol.  II.— 7 
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lu  any  case  of  aberration,  if  the  surgeon  places  his  eye  near  the  jwint 
of  reversal  for  the  margin  of  the  pupil,  it  will  be  comparatively  far  removed 
from  the  point  of  reversal  for  the  centre  of  the  pupil.  The  movement  of 
the  light  at  the  margin  will  then  be  rapid  ;  the  movement  of  the  light  area 
at  the  centre  will  be  slow.  Although  the  movements  may  be  all  in  the 
same  direction,  this  will  cause  the  light  in  the  margin  to  appear  to  rim 
around  the  light  at  the  centre,  giving  the  effect  of  a  light  area  fixed  at  the 
centre  and  turning  about  this  point  as  on  a  pivot.  When  the  light  is  thrown 
from  one  side  of  the  mirror,  the  light  in  the  pupil  will  appear  triangular  in 
shape,  with  its  base  on  one  side  of  the  pupil.  When  the  light  area  on  the 
face  is  moved  across  to  the  other  side  of  the  eye,  the  triangular  area  of  light 
in  the  pupil  will  be  found  to  have  wheeled  arouud,  so  that  its  base  is  towards 
the  other  margin.  It  is  this  wheeling,  somewhat  triangular,  area  of  light 
in  the  pupil  that  has  been  regarded  as  characteristic  of  conical  cornea.  Its 
recognition  was  made  the  first  application  of  the  shadow-test,  but  it  does 
not  necessarily  indicate  conical  cornea.  Conical  cornea  causes  very  high 
negative  aberration,  but  the  more  common  positive  aberration  is  also 
capable  of  producing  essentially  the  same  apjjearance. 

Appearance  in  Irregular  Astigmatism. — In  irregular  astigmatism  the 
refraction  differs  entirely  from  point  to  point  of  the  pupil,  and  thus  gives 
rise  to  an  infinite  variety  of  combinations  of  light  and  shadow,  which  are 
intelligible  only  when  the  observer  keeps  clearly  in  mind  the  general  optical 
principles  of  the  test.  Thus,  wherever  erect  movement  is  perceived,  the 
point  of  reversal  is  back  of  the  observer ;  wherever  inverted .  motion  is 
noticed,  it  is  in  front  of  the  observer;  and  in  limited  areas  of  the  pupil 
may  be  recognized  characteristic  bands  of  regular  astigmatism,  while  other 
portions  may  be  free  from  it. 

One  group  of  cases  that  we  can  scarcely  class  anywhere  but  under  this 
general  title  of  irregular  astigmatism  presents  a  characteristic  movement 
of  light  and  shadow  which  deserves  special  mention.  This  is  what  I  have 
been  in  the  habit  of  calling  the  scissors  movement.  There  appear  two  more 
or  less  distinct  areas  of  light  occupying  different  portions  of  the  pupil  at 
the  same  time.  When  the  light  on  the  face  is  made  to  move  in  one  direc- 
tion, these  light  areas  in  the  pupil  come  together ;  Avhen  the  light  on  the 
face  is  moved  in  the  ojjpositc  direction,  they  separate  very  much  as  do  the 
blades  of  a  pair  of  scissors.  Such  areas  have  usually  an  approximately 
straight  boundary,  and  often  i-esemble  somewhat  the  band-like  appearance 
of  regular  astigmatism,  and  in  cases  of  this  kind  regular  astigmatism  is 
very  frequently  present.  TIk;  appearance  depends  on  the  fact  that  one  side 
of  the  pupil  has  a  higher  hyperopia  or  a  lower  myojiia  than  the  other 
side,  so  that  wiicn  the  light  is  moved  in  a  direction  perpendicular  to  the  line 
separating  the  two  jiortions,  an  erect  movement  is  obtained  in  one  part  of 
the  pu])il  and  an  inwrtcd  movement  in  the  other. 

The  ]iosition  of  the  line  separating  the  erect  from  tlie  inverted  move- 
ment will  vary  with  the  distance  of  tiic  surgeon  Irorn  the  patient,  or  with 
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the  strength  of  the  lens  placed  before  the  eye.  As  the  convex  lens  is  made 
stronger,  or  the  concave  lens  weaker,  or  as  the  surgeon  withdraws  farther 
from  the  patient's  eye,  the  area  of  inverted  movement  will  enlarge  and  the 
area  of  erect  movement  will  diminish.  If,  on  the  other  hand,  the  strength 
of  the  concave  lens  is  increased,  or  the  strength  of  the  convex  lens  is  dimin- 
ished, or  the  surgeon  brings  his  own  eye  nearer  to  that  of  the  patient,  the 
area  of  direct  movement  will  be  enlarged  and  the  area  of  inverted  move- 
ment diminished. 

Always  between  the  two  is  a  zone  of  comparatively  feeble  illumination, 
for  which  the  point  of  reversal  is  just  at  the  observer's  eye,  and  in  esti- 
mating the  strength  of  the  correcting  lens  this  neutral  zone  must  be  made  to 
include  the  centre  of  the  pupil,  the  portion  that  will  be  available  for  pur- 
poses of  vision  when  the  pupil  is  contracted,  as  in  a  strong  light  or  with 
convergence. 

The  scissors-like  movement  of  the  light  area  in  the  pupil  may  be  imi- 
tated by  applying  the  shadow  test  to  the  artificial  eye,  with  the  lens  repre- 
senting the  dioptric  surfaces  tilted,  so  that  the  rays  shall  pass  through  it 
obliquely.  It  may  also  be  brought  out  in  most  eyes  by  applying  the 
shadow-test,  not  in  the  direction  of  the  visual  axis,  but  at  a  considerable 
angle  from  the  visual  axis.  It  is  probable  that  in  most  cases  in  which  it 
is  noticed  in  the  direction  of  the  visual  axis  it  is  due  to  an  oblique  position 
of  the  crystalline  lens. 

PRACTICAL  APPLICATION  OF  THE  TEST. 

The  Plane  Mirror. — When  we  come  to  fix  accurately  the  point  of  re- 
versal, it  is  essential  that  the  retinal  light  area  should  be  as  small  and 
sharply  defined  as  possible.  On  this  account  it  is  necessary  that  the  imme- 
diate source  of  light  should  be  as  near  to  the  point  of  reversal  as  possible. 
With  the  plane  mirror,  this  source  being  an  image  of  the  flame  employed, 
as  far  back  of  the  mirror  as  the  flame  is  in  front  of  it,  to  bring  it  to  the 
point  of  reversal  at  the  same  time  with  the  surgeon's  eye  it  is  essential  to 
liave  the  original  source  of  light  as  close  to  the  mirror  as  possible.  There- 
fore the  patient  is  to  be  placed  in  a  thoroughly  darkened  room,  to  give 
contrast  between  the  general  shadow,  and  the  light  on  the  face  and  in  the 
pupil.  A  movable  flame  covered  with  a  metal  chimney,  in  which  an  ojien- 
ing  five  to  eight  millimetres  in  diameter  is  cut  opposite  the  brightest  part  of 
the  flame,  is  brought  as  close  to  the  surgeon's  eye  and  the  mirror  as  is  con- 
venient, and  the  light  reflected  by  the  mirror  on  to  the  patient's  face  is  made 
to  move  in  different  directions  by  the  changes  of  inclination  of  the  mirror. 

Hyperopia.— In  hyperopia  the  movement  of  the  light  in  the  pupil  is 
found  to  be  with  that  of  the  light  on  the  face.  If  the  hyj^eropia  be  of  a  high 
degree,  the  point  of  reversal  being  many  dioptres  from  the  observer's  eye 
and  the  light  giving  a  comparatively  large  circle  of  diffusion  on  the  patient's 
retina,  the  movement  of  light  in  the  pupil  is  slow  and  the  illumination 
comparatively  faint.    Under  these  circumstances  it  is  often  necessary  to  use 
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quite  a  broad  mirror  (twenty-five  to  forty  millimetres  in  diameter)  and  to 
rotate  it  rapidly  in  order  to  make  sure  in  which  direction  the  light  moves. 

By  the  faintness  of  the  illumination  and  the  slowness  of  its  movement 
the  surgeon  must  estimate  about  the  strength  of  lens  that  will  be  necessary 
to  give  him  the  point  of  reversal,  and  such  a  lens  he  places  before  the  eye. 
Then  repeating  the  observation,  if  the  light  still  has  a  direct  but  rapid 
movement  the  surgeon  will  draw  back  from  the  patient,  keeping  the  source 
of  light  as  close  to  his  mirror  as  practicable.  Thus  the  distance  from  the 
patient's  eye  is  to  be  increased  until  an  inverted  movement  of  tlie  light  is 
noticed,  or  until  the  apparent  size  of  the  pupil  has  so  diminished  that  it 
becomes  difficult  to  be  sure  in  which  direction  the  light  is  moving.  Should 
he  find  the  movement  in  the  pupil  already  inverted,  the  observer  will  bring 
his  eye,  and  necessarily  the  source  of  light  also,  closer  to  the  patient  until 
erect  movement  is  obtained. 

Then  the  observation  should  be  verified  by  a  number  of  repetitions, 
finding  both  the  greatest  distance  at  which  erect  movement  is  seen,  and  the 
least  distance  at  which  the  inverted  movement  is  visible.  Between  these 
two  lies  the  point  of  reversal.  One  not  thoroughly  familiar  with  the  test 
should  be  reminded  that  the  movement  differs  in  different  portions  of  the 
pupil,  and  that  the  movement  it  is  of  practical  importance  to  study  is  that 
in  the  visual  zone  at  the  centre  of  the  pupil,^  while  the  movement  in  tUe 
periphery  of  the  dilated  pupil  is  to  be  disregarded. 

For  the  final  accurate  determination  such  a  lens  should  be  placed  before 
the  eye  as  will  bring  the  point  of  reversal  to  the  greatest  distance  from 
which  the  movement  within  the  visual  zone  is  readily  visible.  For  most 
eyes  this  is  one  metre  or  less.  The  most  accurate  determination  can  be 
made  when  the  surgeon's'  eye  is  slightly  closer  to  tlie  patient  than  the  point 
of  reversal,  so  that  in  practice  the  greatest  distance  at  which  the  erect 
movement  is  visible  may  be  taken  as  the  point  of  reversal  sought. 

For  example,  suppose  the  original  observation  give  a  faintness  of  reflex 
in  the  pupil  and  a  slowness  of  erect  movement  judged  to  indicate  5  D  of 
hyperopia,  but  the  convex  6  D  lens  being  placed  before  the  eye  the  move- 
ment is  still  foiuid  to  be  with  that  of  the  light  on  the  face,  even  when  the 
surgeon  draws  back  six  or  eight  feet  from  the  patient,  at  which  distance  the 
direction  of  movement  becomes  uncertain.  The  6  D  lens  is  then  to  be 
replaced  by  a  7  D  lens,  and  with  it  the  movement  of  light  in  tlie  jiupil  is 
found  to  be  reversed.  Tlie  surgeon  then,  approaching  the  patient,  finds  on 
reaching  0.50  metre  that  he  has  a  distinct  movement  with  that  of  the  light 
on  the  face.  He  is,  therefore,  within  the  point  of  reversal.  He  draws  back 
again,  and  finds  that  at  thirty  inches  all  movement  is  inverted,  while  at 
twenty-four  inches  there  a]i|)cars  a  slight  direct  movement  in  the  centre  of 
the  pupil.    This  indicates  that  with  the  7  D  lens  the  point  of  revei-sal  is 


'  "The  Visual  Zone  of  the  Dioptric  Modia  and  its  Study  by  Skiascopy,"  Jackson, 
Journal  of  the  American  Medical  Association,  Sept.  1,  1894. 
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about  two-thirds  of  a  metre  from  the  eye,  corresponding  to  1.50  D  of 
myopia.  The  hyperopia  of  the  eye,  therefore,  is  7  minus  1 .50  equal  5.50  D. 
To  verify  this,  the  6.50  D  lens  may  be  placed  before  the  eye,  and  the  obser- 
vation made  that  with  it  the  erect  movement  is  distinguishable  up  to  thirty- 
eight  or  forty  inches. 

Myopia. — In  myopia,  the  original  observation  without  a  glass  shows 
inverted  movement  in  the  pupil.  The  surgeon  then  brings  his  eye  closer 
and  closer  to  that  of  the  patient  until  erect  movement  is  seen;  then 
measuring  from  the  patient's  eye  to  the  greatest  distance  at  which  this  erect 
movement  is  visible  gives  the  focal  distance  of  the  lens  required  for  the 
correction  of  the  myopia.  This  first  estimate  will,  of  course,  be  only 
approximate,  but  will  serve  to  indicate  very  closely  the  proper  lens  to  use 
for  the  more  accurate  measurement,  which  lens  should  be  about  1  D  less 
than  the  amount  of  myopia  indicated.  Placing  this  lens  before  the  eye,  the 
point  of  reversal  is  sought  with  it  as  in  the  case  of  hyperopia,  fixed  in  the 
same  Avay,  and  its  distance  from  the  eye  measured  ;  and  the  lens  having  this 
focal  distance,  added  to  the  lens  already  before  the  eye,  gives  the  full  cor- 
i-ection  for  the  myopia  present.  If  the  amount  of  myopia  present  be  about 
1  D,  the  accurate  determination  will  be  made  without  the  use  of  any  lens 
Avhatever. 

For  example,  suppose,  in  a  case  of  high  myopia,  the  erect  movement  is 
not  visible  until  the  surgeon  is  within  four  inches  of  the  patient's  eye.  This 
would  correspond  to  a  myopia  of  about  10  D ;  a  9  D  concave  lens  is  then 
to  be  placed  before  the  eye  and  the  test  repeated.  If  now  it  is  found  that 
the  erect  movement  is  visible  at  from  thirty-eight  to  forty  inches  and  the 
inverted  movement  distinctly  seen  at  forty-five  or  fifty  inches,  correspond- 
ing to  1  D  of  myopia  still  remaining  uncorrected,  the  total  amount  of  myopia 
present  will  be  9  plus  1  equal  10  D. 

In  the  case  of  very  low  myopia  the  first  trial  will  show  erect  move- 
ment in  the  pupil,  but  this  movement  will  be  very  rapid.  The  surgeon 
should  then  withdraw  farther  from  the  patient's  eye  until  erect  movement 
ceases  and  only  inverted  movement  appears  in  the  pupil,  or  until  such  a 
distance  is  reached  that  the  direction  of  movement  is  no  longer  easy  to  de- 
termine. In  the  latter  case  a  weak  convex  lens  should  be  placed  before  the 
eye  and  the  determination  made  as  for  a  case  of  hyperopia.  When  this  has 
been  done,  however,  it  will  be  found  that  the  amount  of  myopia  with  the 
lens  is  greater  than  the  strength  of  the  lens,  and  the  strength  of  the  lens, 
deducted  from  the  myopia  with  it,  will  leave  the  amount  of  myopia  originally 
present. 

In  a  case  of  low  myopia,  suppose  it  has  been  impossible  to  get  a  distinct 
reversal  of  movement  without  a  lens,  and  a  convex  1  D  lens  gives  a  point 
of  reversal  at  twenty-six  inches,  this  would  correspond  to  1.50  D  of  myopia, 
and  from  this  deducting  1  D  of  convex  lens  employed,  we  find  the  original 
myopia  to  be  0.50  D. 

Emmetropia. — "Without  a  lens  before  the  eye,  the  movement  will  be  found 
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with  that  of  the  light  on  tlie  face,  just  as  in  low  hyperopia.  The  placing 
of  a  convex  lens  and  the  subsequent  testing  are  to  proceed  in  precisely  the 
same  Avay  as  for  hyperopia.  But  in  the  end  it  will  be  found  that  the  point 
of  reversal  is  just  at  the  focal  distance  of  the  lens  used,  showing  that  the 
rays  emerged  from  the  eye  and  reached  the  lens  parallel. 

In  any  case  of  myopia  or  hyperopia,  before  accepting  the  results  of  the 
shadow-test,  the  movement  of  the  light  should  be  tried  in  various  meridians, 
and  should  be  found  the  same  in  all.  It  should  also  be  carefully  noted 
whether  the  area  at  the  centre  of  the  pupil,  for  which  the  refraction  is  deter- 
mined, be  large  or  small,  and  whether  from  it  the  refraction  increases  or 
diminishes  rapidly  towards  the  margin  of  the  pupil,  since  these  points  may 
have  important  practical  bearings  in  the  decision  as  to  what  glasses  should 
be  worn,  and  how  constantly.  It  is  also  well  to  test  both  eyes  together  by 
placing  before  them  lenses  which  will  bring  their  points  of  reversal  to  the 
same  distance,  and  then  to  compare  the  movement  of  the  light  in  the  two 
pupils  at  this  distance,  and  also  nearer  and  farther  away. 

Regular  Astigmatism. — In  regular  astigmatism  the  examination  will 
begin  as  for  simple  myopia  or  hyperopia,  but  when  a  point  of  reversal  is 
found  it  will  be  discovered  that  it  is  a  point  of  reversal  for  only  a  siugle 
meridian,  and  that  for  any  other  meridian  the  point  of  reversal  is  situated 
elsewhere.  Or  it  may  be  noticed  before  this  that  the  light  moves  more 
rapidly  in  one  meridian  than  in  another,  and  from  this  the  presence  of 
astigmatism  may  be  inferred. 

When  the  discovery  is  made  that  astigmatism  is  present,  the  surgeon 
should  try  first  to  find  the  point  of  reversal  nearest  to  the  patient's  eye, — 
the  one  for  the  meridian  of  greatest  myopia  or  least  hyperopia.  Having 
found  this  point  with  a  lens  that  brings  it  I'ather  close  to  the  eye  (one-half 
metre  or  less),  the  source  of  light,  which  has  hitherto  closely  followed  the 
changes  of  distance  of  the  mirror  from  the  patient,  is  now  moved  away  from 
the  mirror  as  far  as  may  be  found  necessary.  As  it  is  moved  away,  the 
appearance  of  the  light  is  watched  in  the  pupil,  and  when  the  source  of 
light  has  reached  the  point  of  reversal  for  the  more  hyperopic  or  less  myopic 
meridian,  the  most  distinct  band-like  appearance  of  the  light  in  the  pupil 
will  be  obtained.  Under  these  circumsfamces,  with  the  surgeon's  eye  at  the 
near  point  of  reversal  and  the  source  of  light  at  the  more  distant  point  of 
reversal,  the  direction  of  one  principal  meridian,  as  shown  by  the  direction 
of  the  band  of  light,  is  to  be  accurately  determined.  The  other  principal 
meridian  is,  of  course,  just  perpendicular  to  this.  Having  determined  the 
direction  of  the  principal  meridians,  the  light  is  again  to  be  brought  back  as 
close  to  the  mirror  as  possible  and  the  measurement  of  the  amount  of  myopia 
in  each  principal  meridian  made,  as  in  a  case  of  simple  myopia  or  hyperopia. 
The  difference  of  refraction  between  the  two  principal  meridians  gives  the 
amount  of  astigmatism. 

After  the  astigmatism  has  been  thus  determined,  it  is  always  wise  to 
place  before  the  eye  the  cylindrical  lens  correcting  it,  and  again  to  study  the 
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movements  of  light  and  shadow  from  near  the  point  of  reversal.  If  the 
determination  already  made  be  not  perfectly  accurate,  the  pupil  will  still 
present  the  appearance  of  low  astigmatism.  There  may  be  no  distinct  band, 
but  at  one  distance  the  light  will  have  no  perceptible  movement  in  one 
meridian,  while  at  right  angles  to  this  there  will  be  a  perceptible  movement, 
either  with  or  against  the  light  on  the  face.  If  these  meridians  correspond 
in  direction  to  those  originally  determined,  it  is  only  needful  to  increase  or 
diminish  the  strength  of  the  cylinder.  If,  however,  the  meridians  of  the 
remaining  low  astigmatism  appear  to  differ  from  those  originally  fixed  upon, 
then  the  direction  of  the  axis  of  the  cylinder  needs  to  be  slightly  altered  to 
give  a  perfect  correction. 

Iiregular  Astigmatism. — In  all  eyes,  as  the  point  of  reversal  is  approached, 
there  becomes  apparent  a  certain  amount  of  irregular  astigmatism.  Up  to 
a  certain  point  the  movements  of  light  and  shadow  follow  the  rules  laid 
down ;  but  when  the  observer  approaches  the  point  of  reversal  within  this 
limit,  new  distributions  and  movements  of  light  and  shadow  appear,  peculiar 
to  the  individual  case.  As  they  become  pronounced,  the  determination  of 
the  exact  point  of  reversal  sought  becomes  uncertain  and  difficult :  so  that 
in  general  the  accuracy  of  the  result  attained  by  skiascopy  will  be  limited 
by  the  amount  of  irregular  astigmatism  present  in  the  visual  zone  of  the 
cornea.  In  every  case  these  irregular  movements  should  receive  careful 
attention,  since  among  them  may  be  found  some  one,  usually  at  the  centre 
of  the  pupil,  of  especial  significance ;  and  even  where  such  a  movement 
cannot  be  distinguished,  the  amount  of  irregular  astigmatism  revealed  will 
be  an  indication  of  the  probable  visual  acuteness  to  be  obtained  by  subjective 
tests. 

The  Near-Point  of  Accommodation. — The  point  of  reversal  can  be  as 
well  determined  when  it  is  brought  close  to  the  eye  by  the  exertion  of  the 
accommodation  as  when  it  is  so  situated  from  the  presence  of  myopia.  To 
determine  its  position  when  the  accommodation  is  exerted  to  its  maximum, 
it  is  only  necessary  to  have  the  patient  fix  a  small  object  held  close  to 
his  eye  in  the  direction  of  the  surgeon's  eye.  If  the  patient's  eyes  converge 
to  this  point,  he  will  necessarily  exert  his  full  power  of  accommodation, 
and  the  position  of  the  point  of  reversal  under  these  circumstances  is  to  be 
ascertained  as  in  a  case  of  simple  myopia. 

The  Concave  Mirror. — The  immediate  source  of  light  with  the  concave 
mirror  is  the  small  image  of  the  flame  formed  at  the  focus  of  the  mirror 
conjugate  to  the  position  of  the  original  source  of  light. 

To  bring  this  immediate  source  of  light  as  close  to  the  observer's  eye  as 
possible,  so  that  both  together  may  approach  the  point  of  reversal,  the 
original  source  of  light  must  be  removed  a  considerable  distance  from  the 
mirror.  The  light  is  to  be  back  of  the  patient's  head,  usually  the  farther 
back  the  better.  With  the  light  in  this  position,  the  shading  of  it  by  a 
metal  chimney  with  a  small  aperture  is  of  less  importance  than  with  the 
plane  mirror,  yet  it  adds  something  to  the  accuracy  of  the  results  attainable. 
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It  is  also  of  uo  importance  to  have  the  position  of  the  light  movable,  except 
for  the  exact  determination  of  the  principal  meridians  of  astigmatism.  On 
the  other  hand,  tlie  observer  must  place  himself  at  a  fixed  distance  from  the 
eye  he  is  testing.  This  distance  should  be  the  greatest  from  which  he  can 
watch  clearly  the  movement  of  light  and  shade  in  the  pupil,  because  the 
distance  between  the  mirror  and  its  focus  remaining  practically  the  same,  as 
measured  in  inches  or  in  centimetres,  the  difference  of  dioptres  correspond- 
ing to  this  distance  will  diminish  as  the  total  distance  from  the  patient's 
eye  increases. 

Variations  in  the  focal  distance  of  the  mirror  employed,  or  in  the  po- 
sition of  the  original  source  of  light,  will  permit  variations  of  the  distance 
of  the  surgeon  from  the  patient ;  but  in  general,  with  a  mirror  of  twenty  to 
twenty-five  centimetres'  focal  distance  (eight  to  ten  inches),  and  the  light 
some  little  distance  back  of  the  patient's  head,  the  surgeon  should  be  about 
one  metre  from  the  eye  he  is  testing.  From  this  position,  then,  he  watches 
the  play  of  light  and  shade  in  the  pupil  when  the  mirror  is  rotated. 

Hyperopia. — The  movement  of  light  on  the  retina  being  really  in  the 
dii'cction  opposite  to  that  of  the  movement  of  light  on  the  face,  when  the 
retina  is  seen  in  the  erect  image,  the  light  in  tlie  pupil  appears  to  move 
against  the  light  on  the  face — against  the  mirror.  The  rapidity  of  this  move- 
ment becomes  the  chief  indication  of  the  degree  of  hyperopia.  The  move- 
ment being  slow,  the  hyperopia  is  probably  high.  If  it  be  fast,  the  hyper- 
opia is  probably  low. 

The  lens  which  is  expected  to  correct  the  hyperopia  and  cause,  in  addi- 
tion, 1  D  of  myopia,  is  placed  before  the  observed  eye.  Tlirough  this  lens 
the  movement  of  light  in  the  pupil  is  again  observed.  If  it  be  still  against 
the  light  on  the  face,  a  stronger  lens  must  be  employed,  and  the  rapidity  of 
its  movement  is  a  gauge  of  the  amount  of  additional  strength  required. 
When,  however,  the  light  in  the  pupil  is  found  to  move  with  the  light  on 
the  face,  it  is  known  that  a  lens  has  been  reached  which  brings  the  point  of 
reversal  closer  to  the  patient  than  the  surgeon's  position,  which,  therefore, 
causes  more  than  1  D  of  myopia,  and  a  weaker  lens  is  to  be  tried.  In  this 
way,  trying  alternately  stronger  and  weaker  lenses,  is  ascertained  the  strength 
required  to  bring  the  point  of  reversal  to  one  metre.  The  nearest  api)roach 
to  this  will  generally  be  the  weakest  convex  which  causes  movement  in  the 
pupil  with  the  light  on  the  face,  because  with  this  lens  the  point  of  reversal, 
lying  somewhere  in  front  of  the  surgeon's  eye,  is  in  close  proximity  to  the 
position  of  the  immediate  source  of  light  at  the  focus  of  the  mirror,  and 
the  conditions  are,  therefore,  favorable  for  the  most  accurate  test.  The  lens 
which  does  this  corrects  the  liypcropia  and  causes  1  D  of  myopia,  and  by 
subtracting  1  D  from  its  strength  the  correction  of  the  hyperopia  is  found. 

For  example,  suppo.se  on  the  first  inspection  the  light  in  the  pupil  is 
seen  to  move  slowly  against  the  light  on  the  face.  A  6  D  convex  lens 
placed  before  the  eye  still  allows  it  to  move  against  tiie  liglit  on  the  face,  but 
very  swiftly.    The  6.50  D  lens,  however,  causes  the  light  in  tlie  pupil  to 
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move  with  the  h'ght  on  the  face,  also  very  swiftly.  The  presumption  is  that 
the  lens  causing  1  D  of  myopia  lies  between  the  6  D  and  the  6.50  D  ;  but 
the  latter,  conforming  to  the  conditions  of  the  more  delicate  test,  may  be 
assumed  as  the  nearer  right,  and  1  subtracted  from  the  6.50  D  leaves. 
5.50  D  as  the  amount  of  hyperopia  present.  The  lens  strength  obtained  in 
this  way  will  always  be  a  full  correction. 

Myopia. — In  myopia  of  over  1  D,  the  light,  on  first  testing  without  any 
lens,  will  be  found  to  move  with  the  light  on  the  face,  and  according  to  the 
slowness  of  its  movement  will  be  the  strength  of  the  concave  lens  required 
before  the  patient's  eye  to  bring  the  point  of  reversal  to  the  observer's 
position.  So  long  as  the  light  moves  with  the  mirror, — with  the  light  on 
the  face, — the  lens  is  too  weak;  so  soon  as  it  begins  to  move  against  the 
light  on  the  face,  the  lens  is  too  strong.  By  repeated  trials,  the  two  lenses 
m'e  found  between  which  the  reversal  of  movement  occurs,  and  the  strongest 
concave  allowing  of  erect  movement  is  fixed  upon  as  the  one  leaving  a  single 
dioptre  of  myopia  uncorrected.  To  find  the  correction  of  the  total  myopia, 
then,  1  D  is  added  to  the  strength  of  the  strongest  concave  that  allows  the 
movement  of  light  in  the  pupil  with  the  movement  of  light  on  the  face. 

Where  the  myopia  is  less  than  1  D,  the  movement  in  the  pupil  is  found 
from  the  first  to  be  against  that  of  the  light  on  the  face,  and  to  produce 
reversal  a  convex  lens  must  be  used.  It  is  found,  however,  that  the  weakest 
convex  that  produces  movement  with  the  light  on  the  face  is  weaker  than 
1  D ;  that  is,  a  convex  lens  of  less  than  1  D  causes  1  D  of  myopia.  Hence 
its  strength  subtracted  from  1  D  will  give  the  amount  of  myopia  present 
in  the  eye  to  start  with,  or  the  concave  lens  required  for  its  correction, 

Emmetropia. — In  emmetropia  also  the  light  is  first  seen  to  move  against 
the  light  on  the  face,  but  is  brought  to  move  with  it  by  a  1  D  convex  lens. 
Here,  the  amount  of  myopia  produced  being  just  equal  to  the  strength  of 
the  lens,  the  original  refraction  must  have  been  emmetropic. 

Regular  Astigmatism.— The  presence  of  this  condition  will  be  suspected 
or  recognized  so  soon  as  it  is  found  that  with  a  given  lens  the  movement  is 
faster  in  some  one  meridian  than  in  the  meridian  perpendicular  to  it,  or  that 
the  movement  in  one  meridian  is  with  the  light  on  the  face  and  in  the 
meridian  perpendicular  to  it  against  the  light  on  the  face,  or  when  it  is 
found  that  for  one  meridian  the  point  of  reversal  has  been  brought  to  the 
surgeon's  eye,  while  there  still  exists  a  distinct  movement,  either  erect  or 
inverted,  in  the  meridian  at  right  angles  to  it.  So  soon  as  this  is  recog- 
nized, the  surgeon's  attention  is  to  be  directed  to  determining  the  lens  which 
brings  his  eye  to  the  point  of  reversal  for  the  meridian  of  greatest  hyperopia 
or  least  myopia,  this  lens  giving  no  movement  in  one  principal  meridian, 
and  in  the  other  a  distinct  movement  with  the  light  on  the  face. 

With  this  lens  in  front  of  the  patient's  eye,  and  keeping  his  own  position 
one  metre  from  it,  the  surgeon  is  to  have  the  original  source  of  light  brought 
closer  and  closer  to  the  mirror  until  the  immediate  source  of  light,  which 
correspondingly  retreats  from  the  mirror,  reaches  the  neighborhood  of  the 
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point  of  revereal  for  the  other  principal  meridian.  In  this  position  the 
band-like  appearance  of  light  in  the  pupil  comes  ont  most  distinctly,  and 
the  direction  of  one  principal  meridian  (commonly  the  horizontal)  is  accu- 
rately determined,  tlie  direction  of  the  other  principal  meridian  being  per- 
pendicular to  this. 

The  original  source  of  light  is  then  removed  again  to  its  maximum 
distance,  to  bring  the  immediate  source  of  light  as  close  as  possible  to  the 
mirror,  and  the  lens  ascertained  that  brings  the  point  of  reversal  to  the 
distance  of  one  metre, — first  for  one  principal  meridian  and  then  for  the 
other.  The  difference  between  the  two  gives  the  strength  of  the  cylindrical 
lens  required  to  correct  the  astigmatism. 

To  complete  the  test,  this  correcting  cylinder  should  be  placed  before  the 
eye,  with  the  spherical  which  phould  bring  the  point  of  reversal  to  a  distance 
of  one  metre,  and  the  play  of  light  and  shade  in  the  pupil  should  again  be 
carefully  studied,  to  discover  any  evidence  of  astigmatism  remaining  uncor- 
rected. By  the  amount  and  direction  of  this  uncorrected  astigmatism  the 
cylindrical  lens  is  to  be  modified,  as  explained  for  the  plane  mirror. 

Aberration  and  Irregular  Astigmatism. — The  elfects  of  these  conditions 
upon  the  appearance  and  movements  of  the  light  in  the  pupil  are  much  the 
same  as  with  the  plane  mirror.  We  have  to  encounter,  usually  (positive 
aberration),  the  circle  of  light  in  the  margin  of  the  pupil  now  moving  with 
the  light  on  the  face,  while  the  central  fainter  area  of  light  moves  against 
the  light  on  the  face.  The  reverse  relation  of  movement  is  seen  in  negative 
aberration.  The  wheeling  triangle  of  light  in  conical  cornea,  the  scissore- 
like  movement  in  obliquity  of  the  crystalline  lens,  and  the  broken  patches 
and  variety  of  movement,  with  and  against  the  light  on  the  face,  are  of 
similar  significance. 

What  is  said  as  to  the  test  with  the  plane  mirror  applies  equally  here. 
These  appearances  should  always  be  looked  for  and  carefully  studied.  So 
considered,  they  will  frequently  throw  valuable  light  upon  practical  aspects 
of  the  case. 

Relative  Advantages  of  the  Plane  and  the  Concave  Mirror. — Each 
of  these  varieties  of  skiascopy  has  certain  advantages  over  the  other.  The 
concave  mirror,  at  first  more  widely  used,  gives  the  better  results,  when  the 
original  source  of  light  is  large  and  irregular  in  outline  but  can  by  removal  to 
a  considerable  distance  from  the  mirror  be  made  to  give  a  sufficiently  small 
immediate  source  of  light.  With  the  concave  mirror,  the  changes  being 
made  by  changes  of  lenses,  the  appearance  shown  by  one  lens  gives  place 
to  a  distinctly  different  appearance  brought  out  by  another  lens ;  and  the 
definite  selection  of  the  lens  sought  is,  jicrhajis,  easier  than  with  tiio  ]ilano 
mirror,  where  the  appearances  present  at  different  distances  fade  gradually 
one  into  the  other. 

In  regular  astigmatism,  the  concave  mirror,  with  its  immediate  source  of 
light  in  front  of  it,  enables  one  to  fix  most  accurately  the  meridian  of  greatest 
hyperopia  or  least  myopia. 


SKIASCOPY  AND  ITS  PRACTICAL  APPLICATION. 


107 


In  aberration,  the  immediate  source  of  light  being  in  front  of  the  mirror, 
and  the  rays  from  it,  therefore,  intercepted  before  they  reach  the  focus,  the 
margin  of  the  light  area  becomes  in  some  cases  slightly  sharper  by  reason 
of  the  condensation  ring  of  aberration.  This  latter  advantage  is,  however, 
rarely  perceptible  in  practice. 

The  plane  mirror,  on  the  other  hand,  permits  the  determination  of  the 
point  of  reversal  with  fewer  changes  of  lenses ;  and  since  to  secure  certainty 
and  accuracy  requires  repeated  trials  both  from  within  and  beyond  the  point 
of  reversal,  it  is  a  very  great  advantage  to  be  able  to  make  these  trials  without 
repeated  changes  of  the  lens  in  front  of  the  eye.  The  plane  mirror  enables 
the  surgeon  to  do  this  simply  by  slightly  varying  his  distance  from  the 
patient.  Then  the  plane  mirror,  by  making  the  test  more  flexible,  makes 
it  also  more  valuable  in  the  extent  and  exactness  of  its  results.  The  exact- 
ness attainable  with  the  concave  mirror  is  limited  by  the  interval  between 
the  glasses  used ;  with  the  plane  mirror  it  is  not. 

With  the  plane  mirror  the  meridian  of  least  hyperopia  or  greatest 
myopia  can  be  fixed  with  the  greater  accuracy,  and  in  negative  aberration 
the  light  area  of  the  retina  shows  a  more  distinct  border.  In  general,  the 
light  area  of  the  retina  is  brighter  and  more  sharply  defined,  because  by 
bringing  the  original  source  of  light  close  to  the  mirror  the  immediate 
source  can  always  be  kept  near  the  observer's  eye  and  nearer  to  the  point 
of  reversal  than  it  is  possible  to  bring  the  focus  of  the  concave  mirror. 
With  the  plane  mirror  the  principles  of  the  test  are  more  easily  mastered, 
and  on  this  account  skiascopy  should  first  be  studied  with  it. 

One  will  have  at  his  command  all  the  resources  of  the  shadow-test 
only  if  he  be  thoroughly  familiar  with  its  use  in  both  forms. 

USE  TO  BE  MADE  OF  THE  TEST. 

Skiascopy  is  applicable  to  the  measurement  of  refraction  in  all  cases. 
It  therefore  has  a  certain  usefulness  whex'e  other  methods  cannot  be 
employed,  as  for  the  lower  animals,  for  children  whose  movements  cannot 
be  controlled,  for  cases  of  nystagmus,  and  in  some  cases  of  hazy  media 
where  the  other  chief  objective  method  of  determining  refraction  (the  oph- 
thalmoscope) cannot  be  satisfactorily  employed. 

The  writer  has  found  it  more  valuable  than  all  other  methods  together 
where  an  objective  method  must  be  chiefly  relied  on,  as  in  measuring  the 
refraction  of  applicants  for  benefits  or  pensions  ;  but  its  most  general  appli- 
cation is  as  an  objective  method  to  furuish  tlie  foundation  for  the  subjective 
tests.  These  latter  are  rendered  easier  of  application  and  more  certain  in 
their  results  when  they  can  begin  by  the  bringing  before  the  eye  of  a  close 
approximation  to  the  accurate  correction,  and  this  the  shadow-test  can 
readily  be  made  to  yield. 

The  writer's  practice  is,  after  the  ophthalmoscopic  examination,  which 
gives  approximately  the  hyperopia  or  myopia,  and  the  use  of  the  ophthal- 
mometer, which  indicates  the  probable  astigmatism,  to  employ  the  shadow- 
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test,  which  checks  or  corrects  the  results  obtained  by  the  other  objective 
methods  and  gives  au  ahnost  perfectly  accurate  idea  of  the  ametrojjia  present, 
that  has  only  to  be  slightly  revised  or  confirmed  by  the  subjective  test  with 
lenses.  Used  in  this  way,  it  not  only  gives  greater  cei-tainty  to  the  result  by 
reason  of  arriving  at  it  by  an  independent  method,  but  it  always  saves  much 
more  time  than  is  required  to  employ  it,  and  it  gives  information  as  to  the 
existence  of  residual  accommodation,  aberration,  or  irregular  astigmatism 
which  can  be  obtained  in  no  other  way,  and  which  in  a  large  proportion  of 
patients  is  of  decided  practical  value. 

APPARATUS. 

The  mirror  must  be  large  where  the  test  is  to  be  relied  on  alone ;  but  is 
more  convenient  to  be  small,  fifteen  to  twenty  millimetres  in  diameter,  if  the 
test  is  used  to  confirm  and  revise  the  results  of  other  tests.  The  sight-hole 
should  be  about  two  and  a  half  millimetres  in  diameter,  and  absolutely  fi'ee 
from  reflections  at  its  margin.  The  best  I  have  used  have  merely  had  the 
silvering  removed  from  the  back,  leaving  the  glass  unperforated. 

If  the  plane  mirror  is  employed,  a  movable  bracket  is  required  to  sup- 
port the  light ;  and  a  metal  chimney  to  enclose  it,  with  au  aperture  of  five 
to  eight  millimetres  in  diameter  opposite  the  brightest  part  of  the  flame. 
These,  with  the  trial  set  of  lenses,  are  all  that  are  necessary.  It  is,  how- 
ever, convenient  to  have  a  metre  stick,  upon  which  is  laid  off  a  scale  of 
dioptric  focal  lengths,  for  the  measurement  of  the  distance  from  the  point  of 
reversal  to  the  patient's  eye.  With  the  concave  mirror,  the  swinging  bracket 
to  support  the  light  and  the  metal  shade  are  of  less  importance ;  but  it  may 
be  a  convenience  to  have,  instead  of  the  lenses  from  the  trial  case,  a  series 
of  spherical  lenses  arranged  in  a  disk  or  slide,  as  suggested  by  Hill  Griffith, 
Burnett,  Wiirdemann,  and  others.  I  have  employed  such  a  disk  arranged 
with  lenses  running  from  7  D  convex  to  7  D  concave,  with  intervals  of 
0.50  D,  and  rotated  by  a  rod  fastened  to  its  face  by  a  universal  joint. 
Where  the  test  is  to  be  applied  with  the  concave  mirror  to  large  numbers 
of  patients,  some  such  apparatus  is  worth  having. 

HISTORY  AND  NAME  OF  THE  TEST. 

The  method  of  investigation  and  diagnosis  we  have  been  considering 
was  differentiated  from  the  general  ophthalmoscopic  examination  by  Bow- 
man, who  called  attention  to  it  for  the  detection  of  irregular  astigmatism 
and  conical  cornea,  in  a  paper  upon  conical  cornea  in  the  Royal  London 
Ophthalmic  Hospital  Reports,  vol.  ii.  page  157.  Later  he  recogni/xKl  the 
somewhat  "  linear  shadow  in  some  meridians  rather  than  in  othei-s,"  sig- 
nificant of  regular  astigmatism,  as  already  mentioned. 

As  a  test  for  conical  cornea  and  irregular  astigmatism,  its  ajijilication 
continued  and  became  general,  but  for  several  years  received  no  further 
development.  In  1 872,  John  Coupor,  of  London,  read  before  the  Fourth 
International  Ophthalmological  Congress  a  paper  on  "  The  Ophthalmoscoi>e 
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as  an  Optometre  in  Astigmatism,"  in  which  he  proposed  as  a  test  the  recog- 
nition of  the  reversal  of  the  image  of  the  retinal  vessels  and  its  distortions 
at  various  distances.  His  method  does  not  seem  to  have  been  adopted  by 
others.  Two  or  three  years  later  Cuignet,  of  Lille,  described  the  test  with 
the  plane  mirror,  announcing  that  it  was  applicable  to  the  recognition  and 
measurement  of  all  forms  of  ametropia ;  but,  apparently  supposing  the 
different  appearances  elicited  by  it  to  depend  entirely  on  the  curvature  of 
the  cornea,  he  termed  the  test  keratoscopie.  This  was  the  first  distinctive 
name  given  to  it. 

Mengin,  a  pupil  of  Cuignet,  introduced  the  practice  of  the  method  in 
Paris,  where  it  was  taken  up  by  Parent,  who  demonstrated  its  optical  basis 
and  used  the  concave  mirror ;  and  because  the  play  of  light  and  shade 
in  the  pupil  was  really  due  to  the  movement  of  an  area  of  light  on  the 
pigment-layer  of  the  retina,  he  called  it  retinoscopie.  After  this,  Lytton 
Forbes  (1880)  and  Charnley  (1882)  wrote  upon  it  in  the  Royal  London 
Ophthalmic  Hospital  Reports.  The  former  described  rather  minutely  the 
forms  of  light  and  shade  observed  in  the  pupil,  but  without  full  explanation 
of  their  optical  basis.  The  latter  somewhat  extended  Parent's  optical 
demonstration  regarding  it.  Chibret,  in  1882,  urged  the  advantages  of 
the  plane  mirror  for  the  detection  of  myopia  sufficient  to  exclude  recruits 
from  military  service.  He  proposed  the  name  of  fantoscopie  retinienne. 
Story,  in  the  Ophthalmic  Review,  1883,  described  the  test  with  the  plane 
mirror,  which  he  used  in  the  same  manner  as  the  concave,  but  at  a  greater 
distance.  A  year  later,  in  the  same  journal,  Priestley  Smith,  in  suggesting 
a  simple  mirror  for  it,  spoke  of  the  method  as  the  shadow-test.  The  writer's 
description  of  the  test  with  the  plane  mirror,  varying  the  distance  of  the 
surgeon  from  the  patient,  for  the  measurement  of  all  errors  of  refraction, 
was  published  in  1885.^ 

Landolt  proposed  calling  the  test  pupilloscopie,  because  it  was  in  the 
pupil  that  the  phenomena  were  to  be  studied,  and  later,  for  etymological 
reasons,  suggested  the  equivalent  koroscopie.  The  term  skiascopy  was  pro- 
posed by  the  Greek  scholar  M.  Egger,  at  the  request  of  Chibret.  Being  a 
simple  word  constitutes  its  superiority  to  the  po]nilar  term  shadow-test; 
and  being  inapplicable  to  any  other  kind  of  examination,  it  cannot  permit 
the  confusiou  which  might  arise  from  the  use  of  k6ratoscopie,  r6tinoscopie, 
or  koroscopie,  which  ai*e  all  applicable  to  examinations  of  the  cornea,  retina, 
or  pupil  for  totally  different  purposes. 

During  the  past  ten  years  much  has  been  written  about  the  test,  but 
no  important  contribution  made  to  its  development,  except,  perhaps,  the 
elucidation  of  the  effect  of  various  relations  of  the  light  and  the  mirror  to 
the  observed  eye.  The  elaboration  of  these,  and  a  more  extended  considera- 
tion of  the  subject  than  is  here  practicable,  are  to  be  found  in  the  Avriter's 
monograph  published  in  1895. 


1  The  American  Journal  of  the  Medical  Sciences,  April,  1885. 
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I. — THE  PUEPOSE  AND  USES  OF  THE  OPHTHALMOMETER. 

Ophthalmometry,  as  its  name  indicates,  has  for  its  object  the  measure- 
ment of  the  different  parts  of  the  eye. 

Under  ophthalmometry  we  may  consider  tAvo  entirely  distinct  problems, 
the  one  looking  to  the  general  investigation  of  the  dimensions  of  the  average 
normal  or  schematic  eye,  the  other  to  the  measurement  of  the  actual  dimen- 
sions of  individual  eyes. 

To  construct  a  schematic  eye  we  may  have  recourse  to  anatomy, — i.e.,  to 
measurements  made  upon  the  cadaver ;  but,  by  reason  of  the  changes  which 
take  place  after  death,  the  investigation  should  be  conducted  as  far  as  possible 
on  the  living  subject. 

In  his  immortal  memoir,^  which  Tscherning  has  lately  reprinted  with 
annotations,^  Thomas  Young  describes,  among  other  things,  how  he  meas- 
ured his  own  eye.  These  measurements  were  made  with  such  precision 
that  even  at  this  day  we  may  accept  them  as  exact. 

Young  first  measured  the  diameter  of  the  cornea  with  dividers.  He 
then  measured  the  height  of  the  cornea  by  looking  "  with  the  right  eye  at  the 
image  of  the  left,  in  a  small  speculum  held  close  to  the  nose,  while  the  left 
eye  was  so  averted  that  the  margin  of  the  cornea  appeared  as  a  straight 
line he  "  compared  the  projection  of  the  cornea  with  the  image  of  a  can- 
cellated scale  held  in  a  proper  direction  behind  the  left  eye  and  close  to  the 
left  temple."  Having  thus  found  the  diameter  and  the  versed  sine  of  the 
cornea,  he  calculated  the  radius  of  curvature,  assuming  the  cornea  to  be 
a  segment  of  a  sphere.  He  determined  also  the  eccentricity  of  liis  own 
cornea  with  reference  to  the  visual  axis.  By  investigating  the  refraction 
of  his  eye  under  water,  he  discovered  that  the  cornea  took  no  part  in  the 
act  of  accommodation.  To  measure  the  length  of  the  eyeball  he  made  use 
of  blunt  dividers,  applying  one  of  the  tips  to  the  vertex  of  the  cornea  and 

•  Philosophical  Transactions,  1801. 

«  (Euvres  Ophtalmologiques  de  Th.  Young,  par  M.  Tscherning,  1894. 
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the  other  to  the  posterior  pole  of  his  eye.  In  executing  this  remarkable 
experiment  he  turned  his  eye — which  is  stated  to  liave  been  very  prominent 
— strongly  inward,  and  he  made  use  of  the  phosphenes  to  assure  himself  that 
the  posterior  tip  of  the  dividers  was  placed  exactly  upon  the  posterior  pole. 

But  for  the  fact  that  Young's  methods  were  such  as  to  demand  unusual 
experimental  skill  on  the  part  of  the  observer,  the  repetition  of  his  measure- 
ments by  others  might  easily  have  led  to_  the  construction  of  a  schematic 
eye.  The  complete  solution  of  this  problem  was,  however,  reached  by  other 
and  more  convenient  methods  devised  by  Helmholtz  and  applied  by  him 
and  by  his  disciples. 

In  the  practice  of  ophthalmology  it  is  the  second  of  our  two  problems 
that  mainly  interests  us, — namely,  the  measurement  of  individual  eyes ;  for 
it  is  evident  that  if  we  could  make  such  objective  examinations  exhaust- 
ively and  rapidly  there  would  no  longer  be  any  need  of  resorting  to  the 
subjective  determination  of  the  refraction. 

In  the  present  stage  of  development  of  ophthalmometry,  one  dimen- 
sion of  capital  importance  eludes  measurement, — namely,  the  distance  of  the 
cornea  from  the  retina.  Failing  so  important  a  measurement,  there  is  no 
very  urgent  reason  for  investigating  either  the  exact  position  or  the  dimen- 
sions of  the  crystalline  lens.  The  inquiry  may,  therefore,  be  confined  to  the 
measurement  of  the  curvature  of  the  anterior  surface  of  the  cornea  in  its 
different  meridians.  Such  measurements  are  of  interest  in  cases  of  variation 
in  the  tension  of  the  eye,  but  they  are  of  especial  importance  in  the  diag- 
nosis of  astigmatism,  as  enabling  us  both  to  form  an  approximate  estimate 
of  its  grade  and  to  determine  the  direction  of  the  principal  meridians. 

It  is  reasonable  to  expect  that  in  the  near  future  the  applications  of 
practical  ophthalmometry  may  be  so  far  extended  as  to  include  the  measure- 
ment of  the  curvature  of' the  2)osterior  surface  of  the  cornea  and  the  esti- 
mation of  the  obliquity  of  the  crystalliue  lens,  besides  affording  information 
on  other  points  for  which  we  have  now  to  rely  on  subjective  tests. 

For  a  review  of  actual  progress  in  the  direction  of  the  solution  of  these 
problems  we  refer  the  reader  to  tlie  "M6moires  d'Ophtalniom6trie,"'  in 
which  the  principal  memoirs  bearing  more  or  less  directly  upon  this  part 
of  ophthalmology  have  been  brought  together  in  their  original  languages. 

II. — THE  OPHTHALMOMETEU  OF  HELMHOLTZ. 

The  genius  of  Helmholtz  inaugurated  a  new  era  in  ophthalmometry. 
In  1854,  in  tiie  Archiv  fur  Ophthulmologir,  appeared  his  \)i\\wv  "Ubor 
die  Accommodation  des  Auges,"  in  which  he  gave  a  detailed  description  of 
the  ophthalmometer,  together  with  the  results  of  investigations  made  with 
the  aid  of  that  instrument. 

Tiie  ophthalmometer  of  Helmlioltz,  which  is  essentially  a  modification 
of  one  of  the  forms  of  the  heliometcr,  consists  of  a  telescope  iiaving  in  front 


'  E.  Javal,  Mdmoires  d'Ophtalmom6trie,  Paris,  1800. 
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Fig.  1. 


of  its  objective  two  plates  of  glass,  with  parallel  plane  surfaces,  placed  side 
by  side,  so  tliat  each  plate  corresponds  to  one-half  of  the  objective.  So 
long  as  the  two  plates  lie  in  the  same  plane, 
only  a  single  image  is  seen  through  the  tele- 
scope;  but  when  the  plates  are  rotated  in 
opposite  directions,  the  rays  emanating  from 
the  object  are  separated  into  two  bundles, 
and  two  images  are  seen,  the  distance  which 
separates  these  two  images  increasing  with 
the  angle  through  which  the  plates  are  turned. 
When  the  rotation  of  the  plates  is  such  that 
the  two  images  of  a  linear  object  are  seen 
exactly  in  contact,  end  for  end,  the  distance 
by  which  the  two  images  are  separated  is 
exactly  equal  to  the  length  of  each  image ; 
the  amount  of  displacement  of  the  two 
images  may  then  be  calculated  from  the  angle  made  by  the  plates  with  the 
axis  of  the  telescope. 

This  method,  which  was  originally  employed  in  astronomy  in  the  meas- 
urement of  small  angular  distances,  as  in  the  case  of  double  stars,  has  the 
special  advantage  that  it  does  not  require  complete  immobility  of  the  object 
to  be  measured. 

Let  A^Ai,  A2A2  (Fig.  1)  represent  one  of  the  two  refracting  plates;  let 
(ZjCi  be  an  obliquely  incident  ray ;  let  CjCj  be  the  same  (refracted)  ray  in  its 
course  within  the  plate ;  let  CjCtj  be  the  same  (twice  refracted)  ray  emergent 
at  Cj  and  parallel  to  the  incident  ray  ajCj.  Draw  fejC/Zg  normal  to  the  two 
parallel  surfaces  at  the  point  of  incidence,  and  62C2C?i  normal  to  the  same 
two  surfaces  at  the  point  of  emergence.  We  will  designate  the  angle  of 
incidence  6,c,ai,  which  is  equal  to  the  angle  of  emergence  62<^2<^2)  ^7  "  j  the 
angle  of  refraction  cZjCjCj,  which  is  equal  to  the  angle  cZjCjfi,  by  /? ;  and  the 
thickness  of  the  plate  diCa  by  h.  Extending  the  emergent  ray  c/i^  back- 
wards to  /,  the  image  of  the  point  a'  will,  to  an  observer  stationed  anywhere 
in  the  line  a^c^,  appear  to  lie  in  the  direction  of  /,  and  the  line  x,  drawn 
perpendicularly  from  the  line  a,Ci  to  the  line  Cj/,  will  represent  the  amount 
of  the  lateral  displacement  of  the  point  a^. 

Now, 

.-=  cos 

h 


Again, 


X 
Cfi 


X 


COS  /?" 

sin  c^cj  —  sin  (a  — (3), 

sin  (a  —  /3) 
sin  (a  —  /3) 


h 


h  .    8'"  («— 


COS  /?         '       '  '  COS  /3 

The  angle  a  is  found  from  the  reading  of  the  instrument;  knowing 
Vol..  II.— 8 
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also  11,  the  index  of  refraction  from  air  into  glass,  we  have,  by  the  law  of 
refraction, 

sin  a  =  n  .  sin  /3. 

From  this  equation  we  may  deduce  the  values  of  cos  /?  and  of  sin  (a  — 
and,  knowing  also  h,  the  thickness  of  the  glass  plate,  we  have  all  the  data 
required  for  calculating  x. 

Inasmuch  as,  by  the  construction  of  the  instrument,  we  have  two  plates, 
which  are  rotated  symmetrically  in  opposite  directions,  the  separation  of 
any  two  corresponding  points  in  the  double  image  is  equal  to  2x.  Desig- 
nating 2a;  by  E,  we  have 

sin  (o  —  S) 

cos  p 

In  default  of  other  determinations,  the  values  li  and  n  may  be  calculated 
from  measurements  made  with  the  instrument  itself ;  but  in  practice  it  is 
quite  unnecessary  to  know  them,  or,  indeed,  to  make  use  of  any  calculation 
in  order  to  find  the  value  of  E.  By  directing  the  telescope  upon  a  finely 
graduated  scale,  the  successive  values  of  «  corresponding  to  successive 
displacements  of  tenths  of  a  millimetre  may  be  observed  and  tabulated  or 
plotted  for  subsequent  reference.  It  is  then  only  necessary  to  observe  the 
angle  a  through  which  the  plates  have  been  rotated  in  order  to  iDring  the 
double  images  into  the  position  of  contact,  and  to  take  the  corresponding 
value  of  E,  which  represents  the  length  of  the  image,  from  the  table. 

The  separation  of  the  double  images  corresponding  to  a  rotation  of  a° 
corresponds  also  to  a  rotation  of  — «°,  of  180°  —  a°,  and  of  180°  +  a°.  To 
eliminate  instrumental  errors,  it  is  advisable  to  repeat  each  measurement  for 
these  four  positions  and  to  adopt  the  mean  of  the  four  readings. 

To  investigate  the  curvature  of  the  cornea,  Helmholtz  observed  on  the 
cornea,  as  in  a  convex  mirror,  the  double  image  of  a  luminous  object  con- 
sisting of  a  group  of  three  small  flames  disposed  in  a  row.  The  catoptric 
focus^nd  the  radius  of  curvature  of  the  cornea  are  calculated  from  the 
known  length  and  distance  of  the  luminous  object  and  the  length  of  the 
reflected  image,  as  found  from  the  observed  value  of  the  angle  «. 

It  will  be  remarked  that  the  distance  of  the  observed  eye  from  the  micro- 
metric  plates  does  not  enter  into  the  formula  for  calculating  the  length  of 
the  image  formed  by  reflection  on  the  cornea ;  it  is,  therefore,  unnecessary 
to  know  this  distance,  and  it  is  convenient  to  take  it  pretty  large.  The 
distance  of  the  luminous  object  from  the  observed  eye  should  also  be  large 
in  comparison  with  the  length  of  the  object,  so  that  the  length  of  the  image 
may  be  small  in  comparison  with  the  radius  of  curvature  of  the  cornea; 
any  error  that  may  arise  from  inevitable  slight  variations  in  distance  due 
t«  involuntary  to-and-fro  movements  of  the  patient's  head,  will  then  be  so 
small  as  to  be  safely  negligible,  and  the  corneal  curvature  may  be  calculated 
with  sufficient  accuracy  from  the  proportion 

Half  radius  of  curvnture  _  distance  of  objeot 
length  of  ima^  length  of  object 
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To  calculate  the  configuration  of  the  cornea,  as  approximately  repre- 
sented by  a  general  ellipsoid  (of  three  unequal  axes),  it  is  necessary  to  make 
several  successive  measurements  of  the  image,  as  formed  by  reflection  at 
different  points  taken  at  known  angular  distances  from  each  other  on  the 
same  corneal  meridian.  Each  of  these  measurements  involves  taking  the 
mean  of  four  readings,  representing  as  many  observations  ;  and  the  measure- 
ments must  be  repeated  for  different  meridians.  The  complete  examination 
of  a  single  eye  requires,  therefore,  numerous  seances. 

III.— THE  OPHTHALMOMETER  OF  JAVAL  AND  SCHIOTZ  (ORIGINAL 

MODEL,  1882). 

This  ophthalmometer,  as  originally  constructed  by  Laurent  (Fig.  2), 
consists  of  a  small  inverting  telescope  mounted  on  a  tripod,  one  of  the  feet 

Fig.  2. 


eye;  the  neces^ry  lateral  adjustment  VeffeeW  t  ™  .  '  "^""""^ 
the  board.  The  c„„p„™d  Objective  f  t^  ttl^  '"'^  ™ 
two  convex  lenses  betwpon  wl„v.i  •  i  i  .  "-^^^'^^ope  (i^g.  3)  consists  of 
of  these  lenses  iT^f  tC^^^^^^^  Each 
be  measured  is  placed  2        '.^^^"^J"^^'"^^  centimetres.    The  eye  to 

principal  focus  ^^CJ^X^l^Zl^T  i -"^  ^' 

size  as  the  erect  image  formed  bv  ,lfl/r  "'''''^'^  '"^"^e  of  the  same 

ge  toimed  by  leflection  on  the  cornea ;  there  is  a  spider- 
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line  sight  at  C,  for  which  the  ocular  is  I'ocussed.  A  graduated  arc  of  thirty- 
six  centimetres'  radius,  whose  ccnti'e  of  curvature  falls  a  little  beyond  the 
focus  D  of  the  lens  B,  is  fixed  upon  the  tube  of  the  telescope,  so  as  to  rotate 


^  c 


with  the  tube,  about  its  axis.  This  arc  is  provided  with  a  pointer,  which 
indicates  upon  a  stationary  graduated  circle  E  (Fig.  2)  the  angle  through 
which  the  telescope  and  the  arc  are  rotated.  The  effect  of  tlie  doubly- 
refracting  prism  is  to  double  the  image  formed  by  reflection  on  the  cornea 
by  exactly  three  millimetres. 

It  is  important  to  choose  the  object  of  such  form  that  its  image  as 
viewed  by  reflection  on  the  cornea  shall  indicate  at  a  glance  the  equivalent, 
in  dioptrics,  of  the  difference  in  the  refraction  of  the  observed  eye  in  its  two 
principal  meridians.  The  object  which  has  been  adopted  as  best  fulfilling 
this  requirement  is  a  pair  of  white  enamelled  sights  (mires),  the  one  rec- 
tangular in  shape,  the  other  cut  in  a  series  of  steps,  each  step  measuring  six 
millimeti'cs.  These  two  mires  are  arranged  to  slide  upon  the  graduated  arc ; 
when  properly  adjusted,  their  images,  doubled  by  the  jjrism  in  the  objective 
of  the  telescope,  are  seen  reflected  on  the  cornea  of  the  observed  eye,  as 
shown  in  Fig.  4}  The  arc  is  supposed  to  be  set  in  the  horizontal  meridian, 
which  is,  as  a  rule,  approximately  the  meridian  of  minimum  curvature  of 
the  cornea. 

Pig.  4. 


B  A 


The  ophthalmometer  of  Javal  and  Schiotz,  as  compared  with  that  of 
Helmholtz,  presents  several  important  advantages. 

1.  The  suppression  of  the  error  of  collimation,  which  is  effected  by 
the  substitution  of  the  doubly-refracting  prism  for  the  heliometric  plates ; 
the  bundles  of  luminous  rays  by  which  the  two  images  are  formed  are  cones 
having  a  common  circular  base,  instead  of  half-cones  with  semicircular 
bases. 

2,  The  suppression  of  all  calculation,  enabling  the  observer  to  read 
directly,  in  dioptrics,  the  refraction  for  each  meridian. 


*  Fig.  4  shows  the  modified  form  of  mires  adopted  in  the  new  model  {vide  Fig.  6). 
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3.  The  reduction  of  the  number  of  readings  to  one  for  each  corneal 
meridian. 

4.  The  possibility,  in  a  case  of  astigmatism,  of  finding  directly  the 
meridians  of  maximum  and  minimum  curvature,  thereby  effecting  an  enor- 
mous saving  of  time  in  this  fundamental  determination. 

6.  The  doing  away  with  the  need  of  a  special  darkened  room,  the 
measurements  being  made  either  by  daylight  or  by  artificial  light. 

6.  The  smaller  dimensions  of  the  insti-ument,  enabling  it  to  be  placed 
ready  for  use  on  any  ordinary  table. 

7.  A  reduction  of  at  least  one-half  in  the  cost  of  the  instrument.^ 

IV. — THE  OPHTHALMOMETER  OF  JAVAL  AND  SCHIOTZ  (LATEST 

MODEL,  1889). 

The  latest  model  (Figs.  5  and  6)  differs  in  many  respects  from  the 
earlier  forms  of  the  instrument. 

The  compound  objective  of  the  telescope  is  of  increased  diameter  and 
of  somewhat  shorter  focus,  thus  materially  enhancing  the  brightness  of  the 
images. 

The  focussing  of  the  cross-lines  is  regulated  by  a  helical  groove  cut 
in  the  tube  of  the  ocular,  thus  making  it  very  easy  for  the  observer  to 
readjust  the  ocular  to  suit  his  own  eye  when  the  same  instrument  is  used 
by  different  persons. 

A  large  enamelled  disk,  upon  which  the  degrees  are  conspicuously 
painted  in  inverted  characters,  stands  just  behind  the  arc  which  carries  the 
mires.  The  degrees  are  numbered  from  0°  to  180°,  and  again  from  0°  to 
180°,  around  the  periphery  of  the  disk,  so  that  both  extremities  of  the 
corneal  meridian  corresponding  to  any  diameter  of  the  disk  are  indicated 
by  the  same  number.  The  inverted  numerals  appear  erect  and  in  correct 
position  for  reading  from  the  image  of  the  disk,  when  reversed  by  reflection 
on  the  cornea  and  viewed  through  the  inverting  telescope.  The  face  of 
the  disk  is  of  black  enamel,  with  concentric  white  circles  whose  radii  repre- 
sent tangents  of  arcs  measured  from  the  middle  point  of  the  arc  which 
carries  the  mires ;  these  circles  correspond  to  differences  of  5°,  between  the 
limits  5°  and  45°.  By  directing  the  observed  eye  upon  any  designated 
point  on  one  of  these  circles,  the  curvature  of  the  cornea  may  be  measured 
at  any  required  angular  distance  from  the  point  of  intersection  of  the  visual 
line.  A  scale  marked  on  one  of  the  diameters  of  the  disk  enables  the 
instrument  to  be  used  also  as  a  pupillometer.  The  special  purpose  sub- 
served by  the  large  disk  is  to  enable  the  observer  to  read  the  angles  of  in- 
clination of  the  meridians  of  greatest  and  least  curvature  directly  from  the 
reflected  image.  To  this  end,  each  of  the  mires  is  furnished  with  a  short 
white  pointer ;  a  long  white  pointer,  indicating  the  meridian  at  right 


1  For  additional  details,  vide  Transactions  of  the  Seventh  International  Ophthalmo- 
logical  Congress,  Heidelherg,  1888. 
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angles  to  that  marked  by  the  short  pointer,  is  attaehed  to  the  centre  of 
the  arc. 

Fio.  5. 


PiQ.  0. 


The  white  enamelled  mires  are  mounted  on  a  background  of  black 
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velvet.  The  rectangular  mire  is  clamped  in  a  fixed  position  on  the  arc ; 
the  contact  of  the  doubled  images  is  effected  by  moving  the  stepped  mire 
along  the  arc. 

A  recent  very  useful  addition  to  the  ophthalmometer  is  the  artificial 
astio-matic  cornea  (Fig.  7),  which  is  made  of  polished  metal,  and  mounted 


Fig.  7. 


on  a  small  disk  so  as  to  rotate  within  a  graduated  circle,  an  arrow  engraved 
on  the  movable  disk  serving  to  indicate  the  direction  of  the  principal 
meridian  of  greatest  curvature.  When  the  arrow  points  to  zero  the  me- 
ridian of  greatest  curvature  is  vertical,  and  the  astigmatism  is  "  according 
to  the  rule."  For  this  meridian  the  reading  of  the  overlapping  steps  in- 
dicates 44.2  dioptrics,  and  for  the  other  principal  meridian  42.5  dioptrics ; 
the  difference,  44.2  —  42.5  D.  =  1.7  D.,  is  the  measure  of  the  astigmatism 
of  the  artificial  cornea. 

The  artificial  cornea  is  of  particular  service  to  those  who  have  occasion 
to  verify  the  exactness  of  their  instrument,  especially  in  the  case  of  instru- 
ments made  elsewhere  than  in  Paris.  It  is  also  of  great  value  to  students 
in  learning  the  use  of  the  ophthalmometer,  enabling  them  to  practise  as  long 
as  they  please  without  trying  the  endurance  of  a  patient,  and  also,  by  reason 
of  the  great  brilliancy  of  the  images,  to  make  the  readings  with  ease  and 
precision.  The  known  value  of  the  radii  of  curvatui-e  of  the  artificial 
cornea  for  the  two  principal  meridians  affords  the  means  of  controlling 
the  accuracy  of  the  measurement. 

Th  e  use  of  the  ophthalmometer  includes  several  operations,  all  of  which, 
with  a  little  practice,  may  be  executed  very  rapidly.  In  enumerating  them 
we  follow  in  the  main  Dr.  Motais.^ 

1.  We  begin  by  rotating  the  tube  of  the  ocular  imtil  we  obtain  a  clear 


'  Memoires  d'Ophtalmometrie. 
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view  of  tlie  cross-lines.  The  ocular  should  then  be  turned  slowly  to  the 
left,  so  as  to  draw  it  out  to  the  greatest  extent  that  is  compatible  with 
seeing  the  lines  sharply  defined.  This  preliminary  adjustment  is  of  the 
greatest  importance,  as  enabling  the  observer  to  see  both  the  cross-lines  and 
the  mires  without  making  use  of  his  accommodation, — a  very  necessary  pre- 
caution for  securing  accuracy  of  observation,  besides  saving  needless  fatigue. 
It  is  evident,  therefore,  that  the  adjustment  of  the  ocular  ought  always  to 
be  the  same  for  each  particular  observer,  and  that  it  should  be  made  anew, 
in  every  case  in  which  it  has  been  disturbed,  before  entering  upon  the 
examination  of  an  eye. 

2.  We  next  make  sure  that  the  head  of  the  patient  is  firmly  supported 
in  the  head-piece  of  the  instrument,  with  the  two  eyes  exactly  on  the  same 
level ;  this  condition  is  indispensable  for  ascertaining  the  precise  direction 
of  the  principal  meridians.  The  images  of  the  mires  are  then  brought 
into  the  field  of  the  telescope  by  moving  the  entire  instrument  to  the  right 
or  to  the  left  on  its  base  and  making  the  necessary  vertical  adjustment  by 
means  of  the  elevating  screw. 

3.  We  have  now  to  focus  the  instrument  for  the  imagre.  With  one  hand 
on  the  cast-iron  tripod  and  the  other  on  the  elevating  screw,  we  move  the 
instrument  forward  or  backward,  according  as  the  image  is  seen  more  or 
less  sharply  defined,  until  we  obtain  the  sharpest  definition  possible ;  we 
next  bring  the  image  into  the  centre  of  the  field  by  slight  lateral  movements 
of  the  instrument  and  by  a  further  adjustment  of  the  elevating  screw.  We 
now  see,  pictured  upon  the  cornea  of  the  observed  eye,  two  overlapping 
images  of  the  large  disk.  In  the  area  defined  by  the  overlapping  por- 
tions of  the  two  disks  we  see :  (1)  an  image  of  the  stepped  mire  crossed 
at  its  centre  by  a  black  guide-line,  and  (2)  an  image  of  the  rectangular 
mire  crossed  also  by  a  black  line.  We  take  account  only  of  these  central 
images,  paying  no  attention  to  the  lateral  images  of  the  mires  which  will 
be  visible  near  the  outer  limits  of  the  field  when  the  instrument  is  properly 
centred. 

4.  When  the  eye  under  examination  is  astigmatic,  we  see  that  in  cei*tain 
positions  of  the  arc  the  guide-lines  on  the  mires  do  not  lie  in  a  continuous 
right  line  (Fig.  8).  We  bring  them  into  line  by  rotating  the  arc,  with  the 
left  hand,  turning  it  to  the  right  or  to  the  left  as  may  be  necessary.  At  the 
same  time,  with  the  right  hand,  we  move  the  stepped  mire  along  the  arc 
until  its  image  is  seen  exactly  in  contact  with  that  of  the  rectangular  mire, 
as  shown  in  Fig.  9.  At  this  stage  of  the  observation  care  should  be  taken 
to  focus  the  image  perfectly  by  moving  the  instrument  as  a  whole,  without 
disturbing  the  adjustment  of  the  ocular  which  has  been  already  focussed 
for  its  cross-lines.  Particular  care  should  be  taken  in  this  act  of  focussing 
to  draw  the  entire  instrument  as  far  away  from  the  observed  eye  as  ])ossi- 
ble  without  impairing  the  definition  of  the  mires.  The  doubled  image  of 
the  disk,  which  lies  in  a  plane  a  little  behind  the  mires,  will  then  appear 
slightly  blurred. 
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Having  read  the  angle  marked  by  the  long  pointer,  we  next  turn  the 
telescope  with  its  arc  through  90°, — that  is  to  say,  until  the  pointers  on  the 
mires  fall  upon  the  number  previously  marked  by  the  long  pointer.  In 
executing  this  movement  it  is  generally  best  to  turn  the  arc  from  left  to 
right,  so  that  the  stepped  mire  may  always  be  reached  through  one  of  the 
openings  in  the  disk. 

FiQ.  8. 
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If  after  this  rotation  of  90°  it  is  seen  that  the  images  of  the  two 
mires  are  not  exactly  in  line,  we  bring  them  into  correct  position  by  turning 
the  instrument  a  few  degrees  to  the  right  or  to  the  left. 

In  this  second  position  of  the  arc  the  images  of  the  two  mires  will 
probably  be  seen  to  overlap,  as  shown  by  a  pronounced  milky  whiteness 
of  some  of  the  steps  of  the  stepped  mire  (Fig.  10). 


Fia.  9. 


Fig.  10. 


When  this  overlapping  of  the  mires  occurs  in  the  vertical  or  approxi- 
mately vertical  position  of  the  arc,  the  astigmatism  is  "  according  to  the 
rule that  is  to  say,  the  meridian  of  greatest  curvature  is  vertical  or 
approximately  vertical.    We  next  note  the  number  of  overlapping  stei3S, 
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each  white  step  representing  one  dioptric  of  astigmatism,  and  each  fraction 
of  a  step  representing  a  fraction  of  a  dioptric.  For  example,  in  the  state 
of  things  represented  l)y  Fig.  10  we  read  one  and  a  half  dioptrics. 

Having  noted  the  degree  of  astigmatism,  we  observe  the  direction  of 
the  principal  meridian  of  greatest  refraction  by  reading,  from  the  numbers 
painted  on  the  circumference  of  the  disk,  the  angle  indicated  by  the  pointers 
on  the  mires  in  the  second  position,  or  by  the  long  pointer  in  the  first 
position  of  the  instrument. 

These  two  numbers  are  identical  when  the  meridians  of  greatest  and  of 
least  curvature  are  at  right  angles ;  if  this  is  not  the  case,  both  numbers 
should  be  noted. 

If,  on  turning  the  arc  into  the  vertical  position,  the  mires,  instead  of 
overlapping,  are  seen  to  recede  from  each  other,  the  astigmatism  is  "  contrary 
to  the  rule ;"  that  is  to  say,  the  meridian  of  greatest  curvature  is  horizontal 
or  appi'oximately  hoi'izontal. 

In  this  case  we  may  obtain  an  appi'oxiraate  reading  by  the  aid  of  two 
small  white  squares  (not  shown  in  tlie  figure)  at  the  sides  of  the  stepped 
mire,  each  of  these  squares  representing  a  value  of  one  dioptric ;  but 
measurements  made  in  this  way  are  inexact,  by  reason  of  the  defect- 
ive achromatism  of  the  instrument  (the  jjrism  of  Wollaston  cannot  be 
achromatized).  It  is  preferable,  therefore,  in  this  second  position  of  the 
arc,  to  bring  the  images  again  into  contact  by  moving  the  stepped  mire, 
and  to  read  the  number  of  dioptrics  of  astigmatism  after  turning  the 
instrument  back  to  the  first  (horizontal  or  approximately  horizontal) 
position. 

It  is  sometimes  desirable  to  obtain  a  closer  approximation  than  is  afforded 
by  observing  the  overlapping  of  the  steps ;  in  such  a  case  we  may  bring  the 
images  of  the  mires  into  the  position  of  exact  contact  and  take  the  reading 
from  the  graduation  on  the  arc.  If,  as  is  generally  the  case,  the  rectangular 
mire  is  clamped  at  the  division  marked  20,  we  obtain  the  required  value  in 
dioptrics,  for  the  meridian  for  which  the  arc  is  set,  by  adding  20  to  the 
reading  of  the  stepped  mire.  We  proceed  in  the  same  manner  for  the 
other  principal  meridian,  and  by  subtracting  one  number  from  the  other 
we  obtain  the  measure  of  the  astigmatism  in  dioptrics. 

Whenever,  in  passing  to  the  measurement  of  the  second  eye,  it  is  found 
necessary  to  make  any  considerable  change  in  the  elevating  screw  in  order 
to  bring  the  image  into  the  field,  it  is  a  proof  that  the  patient  has  inclined 
his  head  towards  one  or  the  other  shoulder  :  in  such  a  case  the  position  of  the 
head  must  be  rectified  and  the  measurement  made  anew  from  the  beginning. 

V. — OPHTHALMOMETRY  AFTER  CATARACT  OPERATIONS. 

Inasmuch  as  the  eye,  after  it  has  been  operated  upon  for  cataract,  has  no 
longer  any  cr>-stalline  lens,  it  might  naturally  be  assumed  that  in  this  par- 
ticular case  the  information  obtained  from  ophtiialmomctry  would  be  most 
precise.    In  fact,  the  total  astigmatism  differs  from  the  corneal  astigmatism 
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SO  far  only  as  the  latter  may  be  aflfected  by  astigmatism  of  the  posterior 
surface  of  the  cornea. 

Nevertheless,  even  here  we  encounter  certain  minor  difficulties.  For 
instance,  immediately  after  the  operation  of  extraction  there  is  developed  a 
notable  grade  of  inverse  astigmatism, — that  is,  of  astigmatism  "  contrary  to 
the  rule."  E.  Javal,  on  examining  an  eye  three  days  after  an  extraction, 
found  an  inverse  astigmatism  of  seven  dioptries.  Little  by  little  this  astig- 
matisrii  diminishes,  until,  in  the  course  of  two  or  three  months,  as  the  case 
may  be,  it  is  found  to  have  fallen  to  between  one  and  two  dioptries,  after 
which  it  undergoes  little  further  change. 

Scimemi  and  Weiss  have  sought  the  cause  of  this  inverse  astigmatism 
in  an  imperfect  coaptation  of  the  lips  of  the  incision,  in  consequence  of 
which  the  corneal  curvature  is  diminished  in  the  meridian  perpendicular  to 
the  line  of  the  cicatrix.  As  cicatrization  progresses,  the  bordei's  of  the 
incision  are  gradually  drawn  closer  together,  but  there  still  remains  a 
certain  dilFerence  in  level,  with  some  permanent  flattening  in  the  vertical 
meridian. 

On  the  other  hand,  Laqueur^  has  reported  a  case  in  which  an  astigmatism 
of  several  dioptries  "  according  to  the  rule"  was  found  after  a  cataract 
operation.  Although  this  case  would  seem  to  tell  against  the  explanation 
just  cited,  it  is  nevertheless  possible  that  in  this  particular  instance  there 
may  have  been  a  very  high  grade  of  astigmatism  "  according  to  the  rule" 
before  the  operation,  and  that  some  part  of  this  direct  astigmatism  may 
have  persisted  after  the  operation. 

The  question  is,  in  fact,  not  altogether  a  simple  one.  Chibret  has  shown, 
and  Ostwaldt  has  verified  the  observation,  that  the  subjective  examination 
not  infrequently  reveals  au  astigmatism  of  lower  grade  than  that  shown  by 
the  ophthalmometer.  This  may  depend  on  the  fact  that  the  cornea  is  not  a 
true  ellipsoidal  surface  of  three  unequal  axes  with  its  vertex  in  the  visual 
line :  in  other  words,  it  will  not  do  to  ignore  the  angle  alpha. 

Again,  when  the  operation  has  been  combined  with  iridectomy,  also  in 
many  cases  of  simple  extraction,  the  pupil  is  notably  deformed  and  dis- 
placed ;  in  such  a  case  the  rays  which  go  to  form  the  retinal  image  must 
enter  the  eye  through  a  more  peripheral  part  of  the  cornea  than  that  meas- 
ured by  the  ophthalmometer,  and  in  this  way  a  new  cause  of  error  may 
arise. 

Ostwaldt  has  called  attention  to  another  important  fact.  The  ophthal- 
mometric  formula  assumes  for  the  cylindrical  correcting  glass  a  position  of 
actual  contact  with  the  cornea ;  but  in  the  higher  grades  of  astigmatism, 
such  as  are  often  found  after  extraction,  the  distance  of  a  centimetre  or  more 
from  the  cornea,  at  which  the  cylindrical  glass  is  necessarily  worn,  must  be 
taken  into  account  in  comparing  the  results  obtained  by  ophthalmometry 
with  those  reached  by  subjective  tests. 


'  Meinoires  d'Ophtalmometrio,  p.  140. 
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VI. — EMPIKICAL  FORMULA  INDICATING  THE  TOTAL  ASTIGMATISM. 

It  is  not  impossible  that,  when  oi)htlialmometry  shall  have  made  suf- 
ficient progress,  we  may  be  able  to  construct  a  curve,  or  establish  an  em- 
pirical formula,  by  means  of  which  the  probable  total  astigmatism  may 
be  calculated  from  measurements  of  the  corneal  curvature  as  made  with 
the  ophthalmometer. 

For  the  present  we  may  adopt,  as  fairly  in  accord  with  the  data  derived 
from  observation,  a  formula,  of  the  first  degree,  of  the  form 

y  =  a  -\-  bx. 

Until  we  can  take  into  account  a  greater  number  of  elements  than  is  now 
possible,  it  will  be  useless  to  introduce  terms  of  a  higher  degree  than  the 
first.  The  formula  suggests  an  aualogy  with  anthropometric  methods, — 
namely,  having  given  a  single  measurement  of  the  individual,  such  as  the 
length  of  a  finger,  or  the  corneal  astigmatism,  to  deduce  from  it  other  char- 
acteristics of  the  individual ;  in  the  present  case  the  total  astigmatism.  In 
the  formula  which  we  have  just  indicated,  y  represents  the  total  astigmatism 
and  X  the  corneal  astigmatism  ;  it  remains  to  find  values  for  the  two 
constants  a  and  6. 

The  independent  term  a  is  probably  determined  in  great  part  by  astig- 
matism of  the  posterior  surface  of  the  cornea.  According  to  Bull  and 
Chibret,  the  value  of  this  term  is  about  three-fourths  of  a  dioptric  in  the 
inverse  sense, — i.e.,  — 0.75  D.  In  fact,  when  we  measure  an  eye  in  which 
no  subjective  astigmatism  can  be  detected,  the  statistics  of  Nordenson  and 
of  Schiotz  show  that  there  is  generally  present  from  0.5  diopti'ie  to  0.75 
dioptric  of  corneal  astigmatism  "  according  to  the  rule,"  and  also  that  when 
the  anterior  surface  of  the  cornea  shows  no  astigmatism  there  is  generally 
found  an  inverse  subjective  astigmatism  of  about  0.75  dioptric.  Numerous 
observations,  made  by  different  investigators,  show  that  this  astigmatism, 
which,  to  avoid  prejudging  the  case,  we  shall  call  internal,  and  whicli  is  on 
the  average  equal  to  — 0.75  dioptric,  may  be  either  greater  or  less  than  this 
mean  by  about  one  dioptric.  It  appears,  then,  that  the  normally  constructed 
eye  shows  a  slight  direct  astigmatism  of  the  anterior  surface  of  the  cornea, 
and  that  this  direct  corneal  astigmatism  is  approximately  neutralized  by  an 
inverse  internal  astigmatism  of  the  same  grade. 

The  factor  b,  whose  value  has  also  been  determined  empirically,  depends, 
probably,  upon  a  deformation  of  tlie  crystalline  lens,  giving  rise  to  an  astig- 
matism proportional  to  that  of  the  cornea, — to  a  sympathetic  astigmatism, 
we  might  almost  say.  In  this  coefficient,  whicli  has  been  found  to  be  equal 
to  about  1.25,  is  included  also  the  change  in  the  effective  value  of  the  cylin- 
dric  glass  due  to  its  distance  from  the  cornea  wiien  tiie  eye  is  examined 
subjectively. 

Inserting  these  numerical  values  of  a  and  b  in  our  formula,  we  have 

y=:— 0.75  D.  +  1.25  X. 
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For  the  case  in  which  the  total  astigmatism  is  equal  to  zero,  the 
equation  becomes 

1.25  X  —  0.75  D.  =  0. 

a:  =  =  0.6  D. 

1.25 

If  we  assume  a  series  of  values  for  x,  we  obtain  fi'om  our  formula  the 
following  table,  showing  the  relation  between  the  corneal  astigmatism  and 
the  total  astigmatism  : 

Corneal  astigmatism  (x)  =0.       1.       2.       3.       4.       5.  6. 
Total  astigmatism      (y)  =  — 0.75    0.50    1.75    3.00    4.25    5.50  6.75 

It  will  be  observed  that  when  the  corneal  astigmatism  amounts  to  three 
dioptrics  the  total  astigmatism  and  the  corneal  astigmatism  are  equal. 

Fig.  11  shows  the  construction  of  the  curve  (which,  being  of  the  first 
degree,  is  a  straight  line)  corresponding  to  the  formula 

1/  =  — 0.75  D.  +  1.25  a;. 
Fig.  11. 
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In  this  figure  the  abscissas  represent  dioptrics  of  corneal  astigmatism 
and  the  ordinates  dioptrics  of  total  astigmatism. 

It  goes  without  saying  that  neither  the  formula  nor  the  values  of  the 
constants  a  and  6  are  definitively  established.  As  a  first  approximation  to 
the  truth,  it  may  be  said  that  the  total  astigmatism  differs  but  little  from 
the  corneal  astigmatism.   A  second  approximation  may  be  expressed  by  the 
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statement  that  in  high  grades  of  direct  astigmatism,  and  generally  in  invei-se 
astigmatism,  the  total  astigmatism  is  greater  than  the  corneal  astigmatism. 

For  the  jDresent,  as  has  been  already  stated,  the  observed  facts  are  best 
expressed  in  the  form  of  an  ecjiiation  of  the  first  degree ;  but  it  is  to  be 
expected  not  only  that  the  independent  constant  a  and  the  coefficient  b  will 
have  to  be  modified,  but  also  that  one  or  more  terms  will  have  to  be  added, 
by  which  the  equation  may  be  transformed  into  one  of  the  second  or  even  of 
a  higher  degree.  It  is  not  unreasonable  to  hope  that,  in  the  light  of  wider 
experience,  the  formula  may  be  so  perfected  as  to  render  real  service  to 
ophthalmology. 

VII. — PRACTICAL  APPLICATIONS. 

When  MM.  E.  Javal  and  H.  Schiotz  devised  their  practical  ophthal- 
mometer, they  preferred  to  leave  to  their  confrb-es  the  pleasure  of  setting 
forth  its  ajijilications,  thinking  that  it  was  not  for  them  to  insist  upon  the 
ntility  of  their  own  instrument.  The  various  researches  which  have  been 
made  by  means  of  the  ophthalmometer  have  been  brought  together  in  the 
volume  entitled  "  MSmoires  d'Ophtalmometrie." 

1.  Statisticfi. — The  first  aiDplication  of  the  new  instrument  was  naturally 
in  the  examination  of  a  considerable  number  of  normal  eyes.  This  was 
undertaken  by  Nordenson,  who  in  1882,  at  the  ficole  Alsacienne,  examined 
the  eyes  of  one  hundred  and  fifty-eight  pupils  with  the  ophthalmometer, 
and  also  with  the  oiihthalmoscope  and  with  the  optometer.  In  his  memoir 
he  states  the  following  conclusions  : 

(a)  Conformably  to  what  has  been  stated  by  Bonders,  Mauthner,  and 
others,  in  the  case  of  eyes  free  from  astigmatism  the  radius  of  corneal  cur- 
vature is  the  same  for  the  two  eyes ;  the  difference  is  generally  so  slight  as 
not  to  be  measurable. 

(b)  In  children  free  from  astigmatism  the  acuteness  of  vision  is  equal, 
as  a  rule,  to  fully  once  and  a  half  the  normal. 

(c)  Of  emmetropes,  nine  out  of  ten  show  a  measurable  grade  of  astig- 
matism ;  the  proportion  is  even  greater  in  the  case  of  hyperraetropes,  and 
greater  still  in  the  case  of  myopes. 

(d)  Of  a  total  of  two  hundred  and  twenty-six  children,  sixty-nine  had 
astigmatism  of  at  least  one  dioptric  in  one  eye, — that  is  to  say,  of  a  grade 
so  high  that  it  ought  to  have  been  reported  to  the  parents,  with  a  warning 
as  to  the  necessity  of  calling  in  the  aid  of  a  specialist,  either  immediately 
or  on  the  appearance  of  the  first  syrajitoms  of  myopia  or  of  asthenopia. 

(c)  Of  the  same  two  hundred  and  twenty-six  children,  four  had  astig- 
matism of  a  grade  higher  than  one  and  a  half  dioptrics.  These  children 
ought  at  once  to  have  been  provided  with  suitable  glasses. 

(/)  In  young  pupils,  normal  acuteness  of  vision  is  comjiatible  with  a 
corneal  astigmatism  of  at  least  a  dioptric  and  a  half. 

{g)  The  observations  made  upon  the  pupils  of  the  ficole  Alsacienne 
support  the  theory  that  in  young  persons  the  crystalline  lens  plays  a  part 
in  the  correction  of  astigmatism. 


OPHTHALMOMETRY  AND  ITS  CLINICAL  APPLICATIONS. 


127 


{h)  The  same  observations  appear  also  to  confirm  the  statement,  made 
long  ago  by  Javal,  that  astigmatism  predisposes  to  myopia  ;  in  fact,  not  a 
single  case  of  myopia  was  found  among  the  nine  pupils  Avho  were  entirely 
free  from  corneal  astigmatism,  whereas  among  the  thirty-three  myopes  not 
one  had  eyes  free  from  astigmatism,  and  two-thirds  had  at  least  a  half- 
dioptrie  of  this  defect  in  both  eyes. 

The  following  year  Schiotz  conducted  a  similar  statistical  investigation 
upon  nine  hundred  and  sixty-nine  eyes  of  pupils  of  the  Cathedralschule  at 
Christiania. 

The  percentage  of  eyes  free  from  corneal  astigmatism  was  found  to  be 
about  fifteen ;  neglecting  astigmatism  of  one-fourth  or  one-third  dioptric, 
the  percentage  varies  somewhat  from  this  figure.  The  percentage  of  cases 
of  corneal  astigmatism  "  according  to  the  rule"  was  found  to  be  very  near 
sixty-five,  and  of  cases  of  corneal  astigmatism  "  contrary  to  the  rule"  about 
fifteen ;  in  about  five  per  cent,  of  the  eyes  examined  the  direction  of  the 
principal  meridians  is  given  as  oblique. 

It  is  to  be  remarked  that  this  last  percentage  varies  considerably,  ac- 
cording to  different  authors.  Schiotz  included  in  this  category  only  those 
eyes  whose  principal  meridians  showed  a  variation  of  at  least  20°  from 
the  vertical  and  horizontal. 

Reuss,  who  examined  the  eyes  of  ninety-five  young  persons  between 
seven  and  twenty  years  of  age,  states  that  the  curvature  of  the  cornea 
undergoes  no  change  up  to  the  age  of  twelve,  but  that  beyond  this  age  it 
shows  a  slight  increase.    Nordenson  had  not  observed  any  such  difference. 

Schiotz  followed  with  a  special  investigation  of  the  corneal  curvature  in 
myopia,  in  hypermetropia,  and  in  emmetropia ;  but  in  no  one  of  these  con- 
ditions did  he  discover  any  definite  law. 

Donders  and  Reuss  found  a  somewhat  greater  radius  of  corneal  curva- 
ture in  myopia  than  in  emmetropia.  Mauthner,  Nordenson,  and  Schiotz, 
on  the  other  hand,  found  the  radius  of  curvature  a  little  less  in  myopia. 
All,  except  Reuss,  have  found  the  radius  of  curvature  greater  in  hyper- 
metropia than  in  emmetropia.  It  is,  in  fact,  remarkable  how  greatly  the 
radius  of  curvature  may  vaiy  for  the  same  refractive  condition.  In  emme- 
tropia the  radii  of  curvature,  as  measured  by  Schiotz,  varied  between  the 
limits  8.657  millimetres  and  7.243  millimetres,  or,  in  dioptrics,  between 
38.8  D.  and  45.3  D., — a  diiference  of  not  less  than  6.5  D. 

From  these  figures  it  would  appear  that  variations  in  the  radius  of 
corneal  curvature  do  not  play  any  great  rdle  in  determining  the  refraction. 

A  still  more  conclusive  proof  is  afforded  by  observations  made  on  anti- 
metropes.  As  a  rule,  in  such  persons  we  find  the  same  radius  of  corneal 
curvature  in  both  eyes,  even  when  one  of  the  eyes  is  highly  myopic. 

Referring  to  the  work  of  Bourgeois  and  Tscherning,^  it  will  be  seen  that 
the  general  measurements  of  the  body,  and  especially  the  dimensions  of  the 


1  Memoires  d'Ophtalmometrie,  p.  241. 
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head,  show  a  positive  relation  to  the  radius  of  corneal  curvature:  thus, 
large  men  have  larger  eyes,  with  correspondingly  greater  radius  of  corneal 
curvature.  The  question  of  the  existence  of  such  a  condition  as  myopia 
of  curvature  cannot,  therefore,  be  settled  until  a  coefficient  expressing  the 
relation  between  the  size  of  the  eyeball  and  some  particular  dimension  of 
the  head  has  been  established  for  ennnetropia.  When  this  shall  have  been 
done  it  is  almost  certain  that  cases  of  myopia  of  curvature  will  be  discovered. 

2.  Troubles  to  which  Astigmatism  may  give  rise. — To  determine  whether 
there  exists  any  definite  connection  between  astigmatism  and  other  ocular 
affections,  it  was  necessary  first  to  collect  statistics  based  on  the  examination 
of  large  numbers  of  diseased  eyes. 

The  first  investigation  undertaken  with  a  view  to  throwing  light  upon 
this  question  is  that  of  Laqueur  (1883);  his  paper,  reprinted  in  the  "M6- 
moires  d'Ophtalmomgtrie,"  merits  a  careful  reading. 

Attention  should  also  be  directed  to  the  important  work  of  Pfalz  (1885), 
reprinted  in  the  "  M6moires,"  in  which  a  positive  relation  is  shown  between 
glaucoma  and  astigmatism  "  contrary  to  the  rule." 

Lastly,  in  numerous  articles,  in  which  he  has  occasionally  gone  somewhat 
further,  perhaps,  than  the  facts  warrant,  Martin,  of  Bordeaux,  has  called 
attention  to  the  part  played  by  astigmatism  in  a  great  number  of  ocular 
affections. 

We  give  here  a  partial  resume  of  Martin's  conclusions  : 

(a)  Whereas  astigmatism  of  high  grade  is  a  cause  of  amblyopic  vision, 
the  lower  grades  of  astigmatism  are  among  the  most  frequent  causes  of 
asthenopia :  this  depends  on  the  fact  that  the  moderately  astigmatic  eye  is 
constantly  making  efforts  to  see  distinctly,  whereas  in  the  case  of  highly 
astigmatic  eyes  such  efforts  are  unavailing,  and  are,  therefore,  not  made. 

(6)  Astigmatism  is  often  an  active  cause  of  relapsing  keratitis,  of  the 
type  generally  regarded  as  scrofulous.  In  young  scrofulous  subjects  re- 
lapses are  much  rarer  when  correcting  cylindrical  glasses  are  worn. 

(c)  Hemicrania  is  often  the  result  of  astigmatism,  generally  of  higher 
grade  in  the  eye  corresponding  to  the  side  of  the  head  which  is  affected ; 
the  attacks  are  less  frequent  when  correcting  glasses  are  worn. 

(rZ)  In  glaucomatous  patients,  astigmatism  "contrary  to  the  rule"  is 
present  in  the  enormous  proportion  of  fifty  per  cent,  of  all  cases  (Pfalz  has 
found  a  similar  percentage) ;  it  has  also  been  found  that  in  certain  cases  of 
glaucoma  an  increase  or  a  diminution  in  the  grade  of  astigmatism  goes  hand 
in  hand  with  increase  or  diminution  of  tension. 

(e)  Martin  finds  in  astigmatism  the  cause  of  several  ocular  affections 
besides  those  which  we  have  mentioned,  but  we  must  leave  to  others  the 
task  of  verifying  or  refuting  his  conclusions. 

In  view  of  facts  now  well  established,  it  is  certain  that  the  correction 
of  astigmatism  deserves  to  be  undertaken  much  oftener  than  is  yet  the 
practice  in  Europe,  and  that  the  greatest  care  ought  to  be  taken  both  to 
ascertain  the  exact  position  of  the  principal  meridians  and  to  make  sure 
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that  the  correcting  glasses  are  accurately  adjusted  with  respect  to  the  direc- 
tion of  the  axis  of  the  cylinder. 

VIII. — OPHTHALMOMETRY  OF  DIFFERENT  PARTS  OF  THE  ANTERIOR 

SURFACE  OF  THE  CORNEA. 

1.  Keratoscopy. — When  we  hold  a  keratoscopic  disk  in  front  of  an 
eye,  we  see  reflected  on  the  cornea  an  image  of  tlie  disk,  which  may  be  most 
advantageously  observed  by  means  of  the  ophthalmometer  and  preferably 
without  the  use  of  the  doubly-refracting  prism.  The  image  of  the  disk  is 
seen  inverted,  as  is  the  case  with  all  images  seen  through  this  instrument; 
and  in  the  following  illustrations  (Figs.  12  to  15)  the  images  have  been 
drawn  in  the  inverted  position,  in  order  to  make  it  easy  to  compare  them 
with  those  which  the  reader  may  observe  for  himself  upon  the  living  eye. 
The  keratoscopic  disk  is  made  up  of  concentric  circles,  which,  however,  are 


Fig.  12. 


not  equidistant,  the  radii  of  the  several  circles  being  calculated  according  to 
the  law  of  tangents,  so  that  when  reflected  on  a  cornea  of  spherical  curvature 
they  appear  equidistant  in  the  image. 

Let  us  now  see  what  variations  the  image  presents  (1)  in  the  case  of  a 
cornea  free  from  astigmatism,  (2)  in  the  case  of  a  cornea  which  is  the  seat 
of  regular  astigmatism,  and  (3)  in  the  case  of  irregular  corneal  astigmatism. 

1.  The  cornea  is  assumed  to  be  a  surface  of  revolution  about  the  visual 

axis.    We  know,  according  to  J.  L.  Petit,  that  the  surface  of  the  cornea  is 

not  a  segment  of  a  sphere,  but  that  it  presents  an  ovoid  configuration,  the 

radius  of  curvature  being  less  at  the  centre  than  towards  the  periphery. 

The  keratoscopic  image  formed  by  reflection  at  the  geometrical  vertex  of 
Vol.  II.— 9 
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such  a  cornea  will,  therefore,  be  made  up  of  concentric  circles,  but  these 
circles  will  not  be  equidistant,  as  would  be  the  case  if  the  cornea  were  of 
spherical  curvature.  An  attempt  has  been  made  to  indicate  this  appearance 
in  the  drawing  of  the  central  image  C  (Fig.  12). 

Again,  supposing  the  direction  of  the  eye  to  remain  unchanged,  if  we 
move  the  instrument  so  as  to  observe  tlie  keratoscopic  image  as  formed  by 
reflection  on  different  lateral  portions  of  the  cornea,  we  shall  obtain  oval 
figures  similar  to  the  four  images  H,  B,  D,  and  G  (Fig.  12). 

Instead  of  changing  the  position  of  the  instrument,  it  is  easier  to  change 
the  direction  of  the  observed  eye ;  this  is,  in  fact,  the  way  in  which  the 
images  H,  B,  D,  and  G  (Fig.  12)  were  drawn  from  observations  made  on 
the  right  eye  of  Dr.  Nordeuson,  the  eye  having  been  turned  through  an 
angle  of  22.5°  downward,  upward,  to  the  left,  and  to  the  right,  respectively. 

It  will  be  observed  that  in  each  of  the  four  oval  images  the  centre  of  the 
disk  is  displaced  towards  the  centre  of  the  cornea. 

If  our  assumption  that  the  cornea  is  a  surface  of  revolution  about  the 
visual  axis  were  strictly  exact,  the  central  image  would  be  made  up  of  per- 
fect concentric  circles,  and  the  four  oval  figures  would  be  perfectly  sym- 
metrical. This  is,  however,  not  exactly  the  case,  inasmuch  as  the  visual 
axis  cuts  the  cornea  at  a  greater  or  less  angular  distance  from  the  vertex 
(angle  aljyha).  Thus,  it  will  be  noticed  that  the  oval  image  G,  which  is 
drawn  as  reflected  at  the  nasal  side  of  the  cornea,  appears  somewhat  more 
elongated  than  the  image  D,  which  is  formed  at  the  temporal  side.  If  the 
drawing  were  absolutely  exact,  we  should  also  be  able  to  detect  a  very 
slight  oval  deformation  of  the  circles  of  the  central  image. 

2.  The  cornea  is  supposed  to  be  astigmatic.  From  what  has  gone  before 
it  is  easy  to  see  that  in  the  case  of  a  cornea  whose  curvature  is  regularly 
astigmatic  "  according  to  the  rule"  the  central  image  C  will  be  made  up  of 
concentric  ovals  with  the  major  axis  horizontal,  and  that  the  images  G  and 
D  will  appear  conspicuously  elongated  horizontally.  In  the  case  of  the 
images  H  and  B,  on  the  other  hand,  there  will  be  two  possible  positions  on 
the  vertical  meridian  at  which  the  increase  in  the  vertical  diameter  of  the 
image,  due  to  tlae  changing  curvature  of  the  cornea,  will  approximately 
neutralize  the  horizontal  elongation  as  shown  in  the  central  image  C.  In 
these  positions  the  images  H  and  B  will  appear  nearly  circular. 

As  we  have  no  drawing  showing  exactly  this  state  of  things,  we  give 
(Fig.  13)  a  representation  of  the  images  as  seen  in  tlie  left  eye  of  Dr.  E.  Javal 
(corneal  astigmatism  "  contrary  to  the  rule"  of  about  one  and  a  half  diop- 
trics). The  concentric  rings  of  the  central  image  C  are  slightly  elliptical, 
with  the  major  axis  vertical,  while  the  images  H  and  B  differ  only  in 
degree  from  the  corresponding  images  in  Fig.  12.  On  the  other  hand, 
the  lateral  figures  G  and  D,  resembling  as  they  do  the  central  image  C, 
suggest  a  configuration  of  the  cornea  approaching  much  more  nearly  that 
of  a  torus  than  of  an  ellipsoid  of  three  unequal  axes.  (In  this  figure  the 
peripheral  images  are  drawn  with  the  eye  turned  througli  a  smaller  angle, 


OPHTHALMOMETRY  AND  ITS  CLINICAL  APPLICATIONS. 


131 


in  each  of  the  four  directions  indicated,  than  in  Fig.  12  and  in  the  other 
figures  of  this  series.) 

Fro.  13. 


Fig.  14  shows  the  four  images  reflected  on  the  same  cornea  when  the 
eye  is  turned  through  an  angle  of  22.5°.    The  very  dissimilar  images  G 


FiQ.  14. 


and  D  now  show  a  marked  asymmetry  of  the  cornea  with  reference  to  a 
vertical  plane  passing  through  the  visual  axis.   (The  ribbon-like  appearance 
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shown  in  the  left-hand  image  is  due  to  the  image  encroaching  a  little  upon 
the  scleral  border.) 

3.  Fig.  15  shows  the  keratoscopic  images  in  a  case  of  irregular  astig- 
matism,— the  eye  of  Dr.  T.  The  conspicuous  distortion  of  the  images  B, 
G,  and  D,  together  with  the  flattening  of  the  circles  in  the  central  image, 
shows  at  a  glance  that  this  eye  has  suffered  at  some  former  period  from  a 
keratitis  which  has  given  rise  to  a  local  deformation  of  the  cornea,  although 
without  visibly  affecting  its  polish  and  its  transparency. 

Fig.  15. 


2.  Diagrammatic  Representation  of  Corneal  Astigmatism. — The 
keratoscopic  images  would  furnish  a  complete  record  both  of  the  corneal 
astigmatism  aud  of  the  decentratiou  of  the  visual  axis,  if  only  it  were  prac- 
ticable to  fix  them  by  instantaneous  photography  and  measure  them  under 
the  microscope.  Until  this  shall  have  been  accomplished  we  must  depend 
upon  the  ophthalmometer  to  obtain  an  approximate  idea  of  the  form  of  the 
anterior  surface  of  the  cornea ;  but  whereas  the  keratoscopic  image  shows 
the  complete  topography  of  the  portion  of  the  cornea  on  which  it  is  reflected, 
a  single  measurement  made  with  the  ophthalmometer  gives  information 
regarding  only  two  points  lying  in  some  particular  corneal  section. 

It  has  already  been  stated  that  the  curvature  of  the  cornea  is  more  pro- 
nounced at  the  centre  than  at  the  periphery,  and  that  its  general  configuration 
approaches  more  or  less  closely  that  of  the  small  end  of  an  egg.  Hereafter, 
in  speaking  of  tlie  radius  of  curvature  of  a  cornea  it  will  be  understood 
that  we  do  not  mean  the  curvature  at  the  actual  vertex,  but  rather  the 
radius  of  a  sphere  tangent  to  the  cornea  iu  a  small  circle  AA'  (Fig. 
16)  when  the  cornea  is  a  surface  of  revolution,  or  the  radius  of  a  circle 
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tangent  to  a  corneal  meridian  at  two  opposite  points  A,  A',  when  the  cornea 
is  astigmatic ;  A  and  A'  being  the  two  points  on  the  cornea  at  which  the 
mires  are  reflected.  When  the  ophthalmometer  is 
fitted  with  a  prism  of  weak  doubling  power,  this 
tangent  sphere  or  circle  passes  so  near  to  the  curved 
surface  at  C  that  we  may,  without  material  error, 
take  its  radius  as  equivalent  to  the  radius  of  curva- 
ture of  the  cornea  in  the  zone  on  which  the  mires 
are  reflected. 

Sulzer '  has  measured  with  the  ophthalmometer, 
in  a  large  number  of  eyes,  both  the  corneal  curva- 
ture and  the  astigmatism  at  points  taken  at  successive  angular  distances  of 
5°  from  the  visual  centre  on  the  two  principal  meridians.  In  plotting  his 
results  he  has  made  use  of  a  form  of  diagram  in  which  the  angular  dis- 
tances of  the  several  observed  points  from  the  visual  axis  and  the  number 
of  dioptrics  of  curvature  found  at  these  points  are  laid  olF  on  rectangular 
co-ordinates;  the  same  system  of  co-ordinates  is  made  to  serve  for  both 
meridians  by  interchanging  the  ordinates  and  abscissas. 

Referring  to  the  images  of  the  keratoscopic  disk,  the  measurements  of 
Sulzer  represent  only  the  length  and  bi^eadth  of  the  oval  image,  but  give  no 
infoi'mation  regarding  the  position  of  the  image  of  the  centre  of  the  disk 
with  reference  to  the  two  extremities  of  the  oval.  More  satisfactory  measure- 
ments might  probably  be  made  by  using  a  prism  of  half  the  doubling  power, 
such  as  is  now  furnished  as  one  of  the  accessories  of  the  ophthalmometer. 

We  reproduce  from  Sulzer  the  diagram  of  the  right  eye  of  Dr.  K. 
{Fig.  17),  as  presenting  an  example  of  somewhat  unusual  decentration. 

lu  the  horizontal  meridian  the 
curvature  is  seen  to  be  nearly  regular; 
but  this  is  by  no  means  the  case  with 
the  vertical  meridian.  In  the  hori- 
zontal meridian  the  point  of  maxi- 
mum curvature  falls  5°  to  the  nasal 
side  of  the  visual  line,  or  20°  from 
_T  the  nasal  and  35°  from  the  temporal 
border  of  the  cornea;  towards  the 
nasal  side  the  curvature  diminishes 
rapidly,  but  more  slowly  towards  the 
temporal  side.  In  the  vertical  merid- 
ian the  point  of  maximum  curva- 
ture falls  15°  above  the  visual  line, 
or  10°  from  the  upper  and  45°  from 
the  lower  corneal  margin  ;  from  this  summit  the  corneal  curvature  flattens 
abruptly  towards  the  upper  limbus,  but  very  gradually  in  the  opposite 


Pia.  17. 


^  Archives  d'Ophtalmologie,  xi.  5. 
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direction  through  an  angular  distance  of  30°,  after  whicli  it  again  flattens 
abruptly  towards  the  lower  limbus. 

The  conclusions  drawn  by  Sulzer  from  his  investigations  on  the  form 
of  the  cornea  are  briefly  as  follows : 

(a)  The  central  region  of  the  cornea  differs  but  little  in  its  configuration 
from  a  segment  of  a  sphere  (leaving  astigmatism  out  of  account). 

[h)  At  a  certain  distance  from  the  point  of  intersection  of  the  visual 
line  with  the  cornea — i.e.,  at  an  average  angular  distance  of  15°  (which  in 
the  case  of  a  cornea  of  mean  curvature  corresponds  to  a  linear  distance  of 
two  millimetres) — the  curvature  begins  abruptly  to  diminish.  From  this 
point  to  its  periphery  the  corneal  surface  shows  a  progressively  decreasing 
curvature  assimilable  to  that  which  would  be  presented  by  a  succession  of 
ellipsoids  of  progressively  increasing  eccentricity. 

(c)  Whether  we  assume  the  point  of  intersection  of  the  visual  line  with 
the  corneal  surface,  or  the  point  of  maximum  corneal  curvature,  as  repre- 
senting the  centre  of  the  cornea,  the  corneal  curvature  does  not  diminish 
proportionally  to  the  distance  from  this  centre,  and  this  whether  the  dis- 
tance be  measured  on  the  two  principal  meridians  or  on  the  two  halves 
of  the  same  principal  meridian ;  in  other  words,  the  cornea  is  not  in  any 
•sense  a  surface  of  symmetrical  curvature. 

Astigmatism  is  only  a  particular  form  of  corneal  asymmetry,  though, 
fortunately,  the  most  common  one,  since  in  the  more  comphcated  cases 
cylindrical  glasses  afford  but  an  imperfect  correction  of  the  visual  defect. 

A  rational  interpretation  of  these  results,  and  perhaps  also  an  expla- 
nation of  the  existence  of  the  angle  aljjha  in  the  human  eye,  may  be  found 
in  the  fact  that  most  animals  have  the  eyes  directed  laterally.  From  this 
point  of  view,  the  slight  lateral  deviation  of  the  ocular  axes  in  man  may 
be  regarded  as  a  phenomenon  of  incomplete  evolution. 

IX. — OPHTHALMOMETBY  OF  THE  POSTEFvIOR  SURFACE  OF  THE  CORNEA, 

In  the  foregoing  pages  we  have  considered  the  measurement,  by  means 
of  the  ophthalmometer,  of  the  curvature  of  the  anterior  surface  of  the 
cornea.  But  the  objective  determination  of  tlie  total  astigmatism  involves 
also  the  measurement  of  the  posterior  corneal  surface  and  of  the  two  sur- 
faces of  the  crystalline  lens.  The  ophthalraophakometer  of  Dr.  Tscherning 
(1890)  supplies  a  means  of  making  these  measurements.  The  instrument 
resembles,  in  a  general  way,  the  ophthalmometer  of  Javal  and  Schiotz, 
omitting  the  doubly-refracting  prism. 

A  metallic  arc  (Fig.  18)  of  eighty-six  centimetres'  radius,  graduated  to 
tenths  of  a  degree,  is  arranged  to  turn  upon  the  axis  of  a  small  telescope 
through  which  the  images  of  three  small  incandescent  lamps,  carried  by  the 
arc,  are  observed  by  reflection  at  the  two  surfaces  of  the  cornea  and  at  the 
two  surfaces  of  the  crystalline  lens  ;  the  eye  to  be  measured  is  stationed  at 
the  centre  of  curvature  of  the  metallic  arc. 

Arranged  to  slide  along  this  arc  are  (1)  a  carrier  A,  bearing  an  incan- 
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descent  lamp  of  six  volts,  (2)  a  carrier  B,  bearing  a  rod  perpendicular  to 
the  plane  of  the  arc,  to  each  end  of  which  is  fixed  a  smaller  incandescent 
lamp,  and  (3)  a  carrier  C,  also  bearing  a  rod  perpendicular  to  the  plane  of 
'the  arc,  upon  which  slides  a  small  brilliant  ball  serving  as  a  point  of  fixation 
for  the  observed  eye.  Each  of  these  carriers  is  fitted  with  a  pointer  to 
mark  its  angular  distance  from  the  centre  of  the  arc. 


FiQ.  18. 


Each  of  the  lamps  is  enclosed  in  a  small  brass  tube,  which  is  fitted  in 
front  with  a  strong  plano-convex  lens  arranged  to  slide  in  and  out,  so  as  to 
render  the  pencils  of  rays  from  the  incandescent  filament  either  parallel  or 
convergent,  at  will. 

The  instrument  is  designed  for  observing  and  measuring  the  catoptric 
images  formed  by  the  feebly  reflecting  surfaces  within  the  eye, — namely,  the 
erect  and  inverted  images  of  Purkinje  (formed  by  reflection  at  the  anterior 
and  at  the  posterior  surface,  respectively,  of  the  crystalline  lens)  and  the 
faint  erect  image  formed  by  the  posterior  surface  of  the  cornea. 

The  image  of  the  more  powerful  lamp  A  is  viewed  as  formed  by  reflec- 
tion at  the  posterior  surface  of  the  cornea  ;  the  images  of  the  two  smaller 
lamps  B,  reflected  on  the  anterior  surface  of  the  cornea,  are  brought  into 
line  with  the  first  image  by  sliding  the  carrier  on  the  arc. 

The  eye  to  be  measured  is  directed  upon  the  centre  of  the  objective  of 
the  telescope,  and  the  carrier  A,  with  its  lamp,  is  moved  along  the  arc  until 
the  fainter  image  is  seen  clearly  defined  and  at  a  little  distance  from  the 
brighter  image     (Fig.  19). 

The  two  weaker  lamps  carried  by  the  rod  B  are  now  lighted,  and  the 


136  OPHTHALMOMETRY  AND  ITS  CLINICAL  APPLICATIONS. 

carrier  is  moved  along  the  arc  (on  the  same  side)  until  the  two  images 
formed  by  reflection  at  the  anterior  surface  of  the  cornea  are  seen  exactly 

Fig.  19. 


in  line  with  the  image  ;  the  line  OjB  will  then  pass  through  Qj-  The 
positions  of  the  carriers  A  and  B  on  the  arc  are  then  noted. 

Fig.  20  shows  the  relative  positions  of  the  three  images  as  they  appear 
at  this  stage  of  the  observation. 

The  brighter  image  of  the  lamp  A  is  seen  to  the  left,  and  the  feebler 
image  of  A.  formed  by  reflection  at  the  posterior  surface  of  the  cornea,  is 

seen  between  and  in  line  with  the  two 
images  of  the  lamps  B.  The  bright 
point  seen  to  the  right,  in  the  field  of 
the  pupil,  is  the  image  of  the  lamp  A, 
formed  by  reflection  at  the  posterior 
surface  of  the  crystalline  lens. 

Two  measurements  are  required 
in  order  to  obtain  the  necessary  data 
for  determining  the  radius  of  curvature  of  the  posterior  surface  of  the 
cornea,  the  one  with  the  lamps  in  the  positions  A  aud  B,  and  the  other  with 
the  lamps  in  the  symmetrical  positions  A'  aud  B'. 

Keferring  to  Fig.  19,  a^a'^  represents  both  the  length  of  the  image  of 
AA',  as  formed  by  reflection  at  the  posterior  corneal  surface,  aud  the  length 
of  the  image  of  BB',  as  formed  by  reflection  at  the  anterior  corneal  surface. 

The  difference  in  distance  of  0„  the  centre  of  curvature  of  the  anterior 
corneal  surface,  and  0^,  the  centre  of  curvature  of  the  posterior  surface, 


OPHTHALMOMETRY  AND  ITS  CLINICAL  APPLICATIONS.  137 


from  the  middle  point  of  the  arc  at  C  is  so  small  that  we  may,  without 
sensible  error,  assume  for  both  a  common  value  /,  which  by  the  construction 
of  the  instrument  is  equal  to  eighty-six  centimetres. 

Now,  the  radius  of  curvature  of  a  convex  mirror  of  small  angular 
diameter  is  found  (see  page  114,  ante)  from  the  proportion 

Half  radius  of  curvature  distance  of  object 

length  of  image  length  of  object 

Designating  the  radius  of  curvature  of  the  anterior  surface  of  the  cornea 
by  Vj,  and  the  radius  of  the  posterior  surface  by  v^,  we  have  for  the  ante- 
rior corneal  surface 

and  for  the  posterior  corneal  surface 

ij<h_^J:  

Dividing  the  first  of  these  equations  by  the  second,  member  by  member, 

BB' 

'^  =  '^-AAr 

A  A'  and  BB'  are  found  from  the  readings  on  the  arc ;  the  value  of 
is  calculated  from  measurements  of  the  anterior  surface  of  the  cornea,  made 
by  means  of  the  ophthalmometer. 

The  measurements  of  Tscherning  give  the  average  result 

This  corresponds  to  a  value  of  about  six  millimetres  for  the  radius  of 
curvature  of  the  posterior  surface  of  the  cornea,  or  about  two  millimetres  less 
than  that  of  the  anterior  surface ;  but,  by  reason  of  the  fact  that  the  refrac- 
tive index  of  the  corneal  substance  is  only  slightly  greater  than  that  of  the 
aqueous  humor,  the  refraction  at  this  surface  is  small  in  amount.  The  cornea 
is,  therefore,  in  elFect  a  concave  lens  of  feeble  power ;  its  value  is  probably 
about— 0.5  D. 

The  posterior  surface  of  the  cornea  is  found  to  diminish  in  curvature 
from  the  centre  towards  the  periphery,  as  in  the  case  of  the  anterior  surface, 
and  in  cases  of  corneal  asymmetry  it  appears  also,  as  might  be  expected,  to 
follow  the  asymmetry  of  the  anterior  surface.  As  a  concave  lens  of  asym- 
metrical curvature,  the  effect  of  the  cornea  is,  therefore,  to  compensate  in 
some  degree  the  astigmatism  of  the  anterior  corneal  surface  as  measured  by 
the  ophthalmometer. 

The  maximum  compensation  due  to  this  cause,  so  far  as  has  been  ob- 
served, is  about  1  D.  (as  estimated  for  an  eye  in  which  the  total  astigmatism 
measured  about  6  D.). 
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X. — OPHTHALMOMETRY  OF  THE  CRYSTALLINE  LENS. 

The  oplithalmophakometer  serves  also  for  measuring  the  curvature  and 
the  position  of  tiie  anterior  surface  of  the  crystalline  lens ;  but  first  it  is 
to  be  remarked  tliat  the  catoptric  image  to  be  measured  is  formed  by 
rays  which  before  reflection  have  been  refracted  at  the  two  surfaces  of  the 
cornea,  and  which  after  reflection  are  again  refracted  at  the  same  two  sur- 
faces before  reaching  the  eye  of  the  observer.  The  measurements  made 
with  the  ophthalmophakometer  represent,  therefore,  not  the  ac:tual  position 
and  curvature  of  the  observed  reflecting  surface,  but  its  position  and  curva- 
ture as  modified  by  these  refractions.  From  the  measurements  deduced  from 
the  observation  of  this  apparent  reflecting  surface  (whose  position  is  about 
one-half  millimetre  in  front  of  the  actual  position  of  the  anterior  lens- 
surface,  and  whose  radius  of  curvature  is  about  fifteen  millimetres  instead 
of  about  ten  millimetres)  the  true  position  aud  radius  of  curvature  of  the 
anterior  lens- surface  may  be  easily  calculated. 

In  the  case  of  the  posterior  lens-surface,  the  apparent  position  and  cur- 
vature are  further  modified  by  refraction  at  the  anterior  lens-surface ;  but, 
owing  to  the  fact  that  the  posterior  lens-surface  lies  very  near  the  nodal 
point  of  the  eye,  the  apparent  surface  differs  but  little  from  the  true  surface. 

The  observation  of  the  anterior  lens-surface  is  begun  by  directing  the 
eye  to  be  measured  upon  a  fixed  point,  and  then  moving  the  telescope  until 
the  image  of  a  lamp  situated  in  its  axis,  as  formed  by  reflection  at  the  ante- 
rior lens-surface,  is  seen  in  the  centre  of  the  field  in  line  with  and  midway 
between  the  images  of  two  smaller  lamps  stationed  at  opposite  sides  of  the 
tube  of  the  telescope  and  reflected  on  the  cornea.  In  this  position  the  axis 
of  the  telescope  is  normal  both  to  the  cornea  and  to  the  anterior  lens-surface, 
and  consequently  passes  through  their  two  centres  of  curvature  C  and  N 
(Fig.  21).    The  position  of  the  telescope  on  the  arc  is  then  noted,  after 

Fig.  21. 


which  it  is  moved  along  the  arc  to  a  new  position,  whose  angular  distance 
from  the  previous  position  we  will  designate  by  b,  taking  care  to  keep  the 
image  formed  by  reflection  at  the  anterior  lens-surface  always  in  the  centre 
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of  the  field.  The  axis  of  the  telescope  now  passes  through  iV  and  cuts  the 
cornea  at  0.  The  two  smaller  lamps  are  then  moved  along  the  arc  to  a 
position  indicated  by  I,  so  as  to  bring  their  corneal  images  into  line  with  the 
image  of  the  lamp  in  the  axis  of  the  telescope,  as  seen  reflected  at  the  ante- 
rior lens-surface.  The  angular  distance  of  the  two  lamps  from  the  telescope 
is  then  read  from  the  graduation  on  the  arc.  Bisecting  this  angle,  we  have 
CO  normal  to  the  corneal  surface.  Designating  the  angle  NOC  by  a,  we 
have,  from  the  triangle  CNO, 

CN  :  CO  =  sin  a  :  sin  b, 


^„     sin  a 
CN=^-r  CO; 


sin  b 


OiiV=  COi  +  CiV=  CO  +  CN-. 


\       sin  0/ 


CO. 


Fig.  22. 


0, 

Jl- — 

 ~G  f* 

It  remains  to  find  the  position  of  the  anterior  lens-surface.  Having 
noted  the  direction  of  the  telescope  when  its  axis  O^PCN  (Fig.  22)  is 
normal  to  the  cornea  and  to  the  anterior  lens-surface,  the  lamp  and  the  tele- 
scope are  moved  through  equal  angles,  in  opposite  directions,  along  the  arc. 
The  image  of  the  lamp,  as  formed  by  reflection  on  the  anterior  lens-surface 
at  P,  should  now  be  visible  in  the  centre  of  the  field  of  the  telescope.  A 
small  lamp  is  then  moved  along  the  arc  to  a  position  I  at  which  its  corneal 
image  coincides  with  the  image  of  the  larger  lamp  as  reflected  on  the  an- 
terior lens-surface.  The  corneal  radius  CO,  which  is  normal  to  the  corneal 
surface  at  0,  bisects  the  angle  made  by  the  line  10  with  the  axis  of  the 
telescope.  Designating  COP,  which  is  equal  to  this  half-angle,  by  c,  and 
CPO,  which  is  the  supplement  of  the  known  angle  O^PO,  by  d,  we  have, 
from  the  triangle  CPO, 

CF :  CO  ::  sin  c  :  sin  d, 


CP^^^CO; 


O^P  =  COi  -  CP  ^  CO  — CP  : 
NP^CN  +  CP. 


sin  d 


\       sin  d  / 

(sin  a  sin  c  \ 
sin  b      sin  d  ) 


CO. 
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In  optics,  any  medium  which  is  homogeneous  and  transparent,  and 
separated  from  surrounding  media  by  at  least  two  non-parallel  plane  sur- 
faces, is  called  a  prism.  The  two  plane  refracting  surfaces  are  the  sides  of 
the  prism,  and  the  dihedral  angle  formed  by  them  and  in  which  the  sub- 
stance of  the  prism  is  situated  is  the  edge,  the  apex,  or  what  may  more 
properly  be  termed  the  refracting  angle  of  the  prism.  A  section  of  the 
prism  so  made  as  to  be  perpendicular  to  both  sides  is  a  principal  section,  and 
lies  in  a  principal  plane.  It  is  convenient  also  to  call  the  plane  that  bisects 
the  refracting  angle  the  plane  of  the  prism,  and  to  term  any  line  which  is 
pei'pendicular  to  the  edge  of  the 

prism  and   contained  in  this  Pjg.  1. 

plane  a  base-apex  line.^ 

A  prism  whose  refracting 
angle  is  infinitely  small  has 
parallel  sides  and  is  called  a 
plate.  The  direction  of  a  ray 
of  light  which  passes  through 
a  prism  is,  in  general,  changed 
at  each  of  the  refracting  surfaces. 
The  resulting  change  of  direc- 
tion is  called  the  deviation,  or, 
when  necessary  to  distinguish  it  from  the  deviation  produced  by  a  single 
surface,  the  word  "  total"  is  prefixed. 

Fig.  1  represents  a  principal  section  of  the  prism  ARB.  Jf  and  iVare 
perpendiculars  to  the  refracting  surfaces,  and  they  meet  at  L.  Let  D  be 
the  total  deviation,  then 

D  =  <p  —  ,l,'  +  f  —  V.  (1) 
By  similar  triangles  and  Euclid  I.  32, 

R^-V  +  f,  (2) 
from  which  immediately  follows 

D  =  <t>  +  rl>  —  R.  (3) 

*  There  will  be  no  occasion  to  consider  any  prism  whose  refracting  angle  is  greater 
than  180°,  for  in  such  a  case  the  containing  medium  becomes  the  prism,  and  vice  versa. 
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Snell's  law  gives 

Bin  <p=fi  sin  <p', 
sin  !/'=:/[/ sin  i/i' ; 

and  if  it  is  remembered  that  these  relations  hold  good  whether  the  angles 
designated  by  </>,  etc.,  are  those  which  the  ray  makes  with  the  normal  to 
the  refi'acting  surface  or  with  any  plane  passing  through  that  normal,  the 
whole  theory  of  the  passage  of  a  ray  through  a  prism  in  any  direction  is 
obtained.  It  thus  appears  that  D,  the  deviation,  that  for  which  the  prism 
is  most  frequently  used,  is  a  function  of  the  three  variables  ip,  and  R. 
In  matters  that  concern  the  reader,  ii  is  practically  constant,  and,  unless 
otherwise  stated,  is  assumed  to  be  1.54.  The  manufacturer  of  spectacles 
often  assumes  it  to  be  1.50,  though  it  is  almost  always  between  1.52  and 
1.55.  <p  is  usually  so  conditioned  as  to  be  a  simple  function  of  R,  and 
variations  in  the  deviation  are  obtained  by  variation  of  R. 
The  expression  for  D  in  terms  of  J2  is  thus  found  : 

From  (3)  ii  —  R -\-  D  —  (l>,  (5) 
Prom  (2)  f'  =  R  —  (6) 

From  (4)  s,\n^{R-^  D)  —  <p^  =  fis'm  {R  —  <p'),  (7) 

and  hence 

sin  {R  +  D)  cos  ^  —  cos  {R     D)  sin  <l>  —  fi  sin  R  cos  0'  —  //  cos  R  sin  (8) 

If  this  formula  is  to  be  applied  only  to  prisms  so  thin  that,  without  sen- 
sible error,  the  arc  R  ov  {R-\-  D)  can  be  substituted  for  its  sine,  and  1  for 
its  cosine,  it  will  be  much  simplified  and  readily  reduced  to 


D  =  R[t2S^-\\.  (9) 
L    cos  0  ) 


Fig.  2. 


This  is  a  useful  formula,  for  where  the  angles  <p  and  <p'  are  small,  so  that 
their  cosines  may  be  considered  equal  to  1,  the  ratio  of  their  cosines  is  also 

equal  to  1,  and  it  becomes 
^  2)  =  (/x-l)i?,  (10) 
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by  whicli  formula  deviation  is  ordinarily  estimated.  Another  formula 
which  is  of  frequent  use  will  by  Fig.  2  be  shown  to  be  true,  since  ip'  = 
one-half  B  gives  the  deviation  at  the  minimum  position,— i.e.,  when  <p  =  'i> 

If,  also,  all  the  fractions  in  (11)  are  replaced  by  their  numerators,  the  equa- 
tion gives  the  deviation  at  position  of  perpendicular  incidence,  thus  : 

D  =  sin-i  {fi  sin  R)  —  R;  (12) 

and  a  simple  transposition  of  (11)  gives 

sin  R  +  D 

,  (13) 


Fig.  3. 


f"-  R 
2 

which  is  the  common  rule  for  obtaining  the  index  of  refraction  where  the 
refracting  angle  is  known. 

The  end  for  which  the  prism  is  most  frequently  used  in  clinical  oph- 
thalmology is  the  angular  displace- 
ment of  objects  seen  through  it.  All 
objects  are  seen  by  means  of  small 
pencils  whose  various  directions  are 
indicated  by  their  axial  rays,  and 
consequently  the  laws  that  govern  the 
displacements  sought  are  the  common 
laws  of  optics  which  have  just  been 
considered  in  their  application  to  the 
path  of  the  ray  through  the  prism. 
But,  as  the  adventitious  phenomena 
of  color  and  distortion  are  so  great  as 
to  be  in  some  cases  prohibitoiy,  it  is 
necessary  to  consider  these.  Three 

things  must  be  known  about  the  passage  of  light  through  a  plane  refracting 
surface  before  the  significance  of  the  preceding  paragraphs  can  be  under- 
stood.   (See  Fig.  3.)    These  three  things  are, — 

(a)  The  greater  the  angle  of  incidence  the  greater  is  the  angle  of 
refraction. 

(6)  The  greater  the  angle  of  incidence  the  greater  is  the  deviation. 

(c)  The  greater  the  angle  of  incidence  the  greater  is  the  ciiange  in  the 
angle  of  deviation  produced  by  any  change  in  the  angle  of  incidence. 

The  truth  of  (a)  is  established  by  experience,  which  has  given  the  well- 
known  general  formula,  of  which  (4)  are  special  cases, 

fi  sin  <l>  =  fi'  sin  <p'.  (14) 

<P  being  the  angle  of  incidence,  <p'  the  angle  of  refraction,  and  [i  the  recip- 
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rocal  of  the  velocity  of  light  along  the  path  indicated,  the  deviation  pro- 
duced is  of  course  <p  —  f Differentiating  (14)  by  logarithms  gives 


d  0   tan  0 

d  Y     tan  ^' 


(15) 


and  in  the  case  where  y  is  greater  than  v',  since  neither  <f  nor  <p'  can  be 
greater  than  a  right  angle,  both  members  of  Equation  (2)  are  improper  frac- 
tions, and  consequently  d{(p  —  ^c')  is  positive,  which  proves  (6). 
Equation  (15)  is  easily  transformed  to 


/^Y  (7)-] 

\d  Y )  —     cos'''  0 


(16) 


Fig.  4. 


which  establishes  the  truth  of  (c). 

Experience  has  shown,  as  indeed  (14)  indicates,  that  the  path  of  the 
light  ray  is  reversible ;  and  so,  since  the  incident  ray  can  always  be  taken 
on  that  side  of  the  surface  which  renders  —  greater  than  1,  the  above 
demonstration  may  be  considered  general.  ^ 

The  principle  of  reversibility  of  path  insures  also  that  there  can  be  no 
deviation  when  light  passes  through  two  parallel  plane  surfaces  which  sepa- 
rate one  medium  from  another.    Hence,  by  considering  a  plate  as  a  prism 

of  infinitely  small  refracting  angle, 
it  can  be  proved  (Fig.  4)  that 
where  the  index  of  refraction  of 
the  prism  is  greater  than  that  of 
the  surrounding  medium,  a  ray  or 
thin  pencil  is  bent  away  from  the 
refracting  angle.  Let  be  the 
path  of  a  ray  of  light  passing  in 
principal  section  in  either  direc- 
tion through  |^' .  As  s  is  parallel 
to  s',  R  =  0,  and  that  —  <p')  + 
(^_^.')  =  0  follows  from  (14), 
and  there  is  no  resulting  deviation. 
Let  p'  be  the  same  ray  after  s  has  been  moved  towards  s',  so  that  the  sur- 
faces are  no  longer  parallel,  and  the  plate  becomes  a  prism  of  finite  angle. 
The  change  in  the  position  of  s  increases  <p',  that  (p  is  increased  follows  from 
(a),  and  that  —  is  increased  follows  from  (6).  Attention  to  the  signs 
of  the  quantities  involved  will  show  that  {(f  —  (f')  +  (^Z-  —  (/'')  is  positive, 
and  that,  in  accordance  with  (c),  —  y')  increases  faster  and  faster  till  the 
critical  angle  is  reached  and  refraction  ceases.  This  proof  is  general,  since 
p'  might  have  been  taken  in  any  direction  and  followed  either  way. 

A  prism  whose  index  of  refraction  is  higher  than  that  of  the  surround- 
ing medium  produces  the  least  deviation  in  that  ray  or  pencil  which  in  its 
passage  through  the  substance  of  the  prism  makes  equal  angles  with  its 
two  sides.    Let  p  in  Fig.  2  be  the  ray  making  equal  angles  witli  the  sides 


PKISMS  AND  PRISMOMETRY. 


145 


of  the  prism  m',  the  deviation  will  be  the  same  on  the  two  sides  of  the 
prism  and  have  the  same  sign.  When,  however^  the  direction  of  p  is 
gradually  changed  clockwise,  on  account  of  (6),  both  <p'  and  9>  will  be  de- 
creased, and  ^'  and  </>  will  be  increased,  but  on  account  of  (c)  the  increase 
—  (pfj  will  be  greater  than  the  decrease  —  f'),  so  that  the  total  devi- 
ation will  be  increased.  The  analytical  proof  of  this  is  not  difficult.  It 
is  shown  ^  that  in  (1)  D  is  a  function  of  one  independent  variable, — say  f', — 
and  that  the  first  differential  coefficient  is  equal  to  0  when  ^'  =  (p',  and  that 
the  second  differential  coefficient  is  positive  when  /j.'  fj-. 

The  above  proofs  apply  to  refraction  in  a  principal  plane.  It  may  be 
well  to  add,  omitting  proofs,  for  which  see  Heath,^  that  if  incidence  takes 
place  in  any  other  plane  the  deviation  is  greater  if  the  index  of  refraction 
is  greater  than  1,  and  that  the  planes  of  incidence  and  emergence,  though 
parallel,  are  not  coincident,  the  "  fault"  being  the  same  as  would  be  caused 
by  a  plate  in  the  plane  of  the  prism  having  a  thickness  such  that  its  two 
sides  contained  respectively  the  points  of  incidence  and  emergence  of  the 
ray  under  consideration. 

Though  the  preceding  equations  "  contain  the  whole  theory  of  refraction 
through  a  prism,"  and  are  sufficient  to  determine  the  angular  displacement 
of  any  point  seen  through  it,  the  illusions  concerning  distance  and  the 
distortions  of  outline  caused  by  prismatic  glasses  cannot  be  understood 
without  a  consideration  of  the  effect  of  plane  surfaces  on  convergent  and 
divergent  pencils.  Parallel  rays  of  monochromatic  light  pass  through 
plane  surfaces  unchanged,  except  in  direction ;  but  pencils,  besides  being 
altered  in  focal  length,  cease  to  be  homocentric.  The  interesting  demon- 
stration of  this  must  be  omitted  for  lack  of  space. 

It  is  a  well-known  fact  that  if  the  radiant  is  in  the  denser  medium 
the  rays  become  the  normals  to  an  ellipse,  but  if  it  is  in  the  rarer  medium 
they  become  the  normals  to  an  hyperbola.^  The  first  case  is  illustrated  by 
Fig.  6,  the  second  by  I'ig.  6,  0  being  the  radiant  and  OP  the  ray  which 
is  perpendicular  to  the  refracting  surface.  In  each  figure  is  seen  also  the 
same  pencil  as  changed  by  refraction,  the  perpendicular  ray  alone  being 
unaltered  in  its  position,  and  the  focus  0  being  replaced  by  a  caustic  O'A, 
which  in  Fig.  5  is  the  evolute  of  an  ellipse  and  in  Fig.  6  is  the  evolute 
of  an  hyperbola.  These  figures  are  drawn  to  scale  and  are  accurate  for 
a  glass  of  index  1.54.  It  will  also  be  seen  that  the  point  0,  being  the 
radiant,  is  not  represented  by  a  point  after  refraction,  but  by  a  long  line, 
the  caustic.  As  the  size  of  the  pupil,  however,  is  such  as  to  limit  vision 
to  the  use  of  pencils  of  not  much  over  five  degrees,  a  point  from  which 
a  five-degree  pencil  emerges  will,  after  refraction  at  the  plane  surface,  be 
approximately  represented  by  a  point  after  refraction,  and  the  divergence 

'  Michie,  Elements  of  Wave-Motion,  New  York,  1891,  p.  164. 
*  Heath,  Geometrical  Optics,  Cambridge,  1887,  p.  31,  §  28. 

'  Heath  (p.  121,  art.  106).    The  Theory  of  Light,  by  Thomas  Preston,  London,  1890. 
(Example  1,  p.  89.) 
Vol  Il.-lO 
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of  the  pencil  thus  refracted  depends  very  much  upon  the  obliquity  of 
iucidence  on  the  refracting  surface.  The  figures  will  illustrate  what  it 
is  inconvenient  here  to  prove,— viz.,  that  the  part  of  the-  pencil  whose 
rays  are  nearest  to  perpendicular  is  the  part  that  is  altered  the  least  in 
focal  length,  but  that  the  alteration  is  even  here  very  material,  as  the  rela- 
tive length  of  the  pencil,  before  and  after  refraction,  at  perpendicular  inci- 
dence, is  the  same  as  the  relative  index  of  the  second  medium  to  the  first. 
It  is  a  necessary  consequence  of  (a),  (6),  and  (c),  previously  demonstrated, 
that  for.  oblique  i)encils  the  lengthening  or  shortening  increases  in  an  ever- 
increasing  ratio,  so  that  a  small  change  of  inclination  of  a  pencil  that  is 
inclined  at  forty  degrees  will  for  glass  produce  double  the  eifect  that  an 
equal  change  would  have  produced  at  one  degree. 

The  principle  of  reversibility  also  insures  that  if  the  angle  of  re- 
fraction in  Fig.  5  equals  the  angle  of  incidence  in  Fig,  6,  whatever  the 
original  angle  of  incidence,  the  effect  on  a  pencil  which  passes  through 


Fio.  5.  Pig.  g. 


both  these  refracting  surfaces  successively  will  be  nothing  but  a  compara- 
tively unimportant  translation  which  is  due  to  the  thickness  of  the  glass, 
and  which  in  ordinarily  weak  lenses  may  be  ignoi'ed.  Remembering  this, 
and  also  knowing  that  the  magnification  produced  in  simple  lenses  is  directly 
proportional  to  the  length  of  the  pencils  that  connect  object  and  image  with 
refracting  surfaces,  it  becomes  plain  that  that  part  of  the  field  which  is  seen 
at  the  position  of  minimum  deviation  will  appear  unchanged  in  size,  since 
the  lengthening  of  the  pencil  at  the  first  surface  is  exactly  compensated  by 
the  shortening  at  the  second  surface. 

That  part  of  the  field  which  is  seen  by  j^encils  that  pass  through  the 
prism  at  the  position  of  perpendicular  incidence — i.e.,  incidence  at  right 
angles  to  the  front  surface — will  be  magnified,  because  this  change  of 
position  has  shortened  the  refracted  pencil  at  both  the  front  and  the  back 
surfaces,  which  is  just  the  effect  that  a  convex  lens  would  have  had.  Those 
objects  seen  at  perpendicular  emergence,  however,  will  be  minified. 
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Still  greater  departure  from  the  position  of  minimum  deviation  will 
increase  at  an  increasing  rate  the  raagiiifieation  or  minification,  as  the  case 
may  be. 

Perhaps  a  single  concrete  example  will  best  show  the  utility  of  these 
last  paragraphs.  Imagine  a  patient  wearing  before  each  eye  a  prism  of 
four  degrees'  refracting  angle,  the  edges  vertical,  the  base-apex  lines  coinci- 
dent the  one  with  the  other,  the  bases  towards  the  nose,  the  index  of  the 
glass,  for  simplicity,  1.50.  Let  the  patient's  face  be  directed  towards  a 
surface  finely  tessellated  with  vei'tical  and  horizontal  lines,  at  a  distance  of 
one  and  three-quarters  metres,  and  perpendicular  to  the  line  of  direct 
vision.  By  equation  (10),  the  deviation  produced  in  rays  or  pencils  nearly 
perpendicular  to  the  plane  of  the  prism  is 

X»=i2(>  — 1)=4°(1.50— 1)  =  2°.  (17) 

Since  .03,  half  the  interpupillary  distance,  is  the  tangent  of  one  de- 
gree to  radius  1.75,  rays  coming  from  that  square  which  is  directly  in  front 
of  the  patient  will  enter  either  eye  by  passing  symmetrically  through  the 
prism.  This  square,  as  previously  shown,  will  be  unchanged  in  size.  To 
see  it,  however,  each  eye  must  be  directed  outward,  since  one  degree,  or  half 
the  deviation,  will  remove  the  apparent  place  of  the  central  square  from 
the  median  line  to  a  position  that  lies  directly  in  front  of  the  eye  that  sees 
it,  while  the  other  half  of  the  displacement  will  move  it  one  degree  farther 
outward. 

Considering  now  the  apparent  size  and  shape  of  all  the  squares,  as  seen 
by  the  right  eye,  the  horizontal  line  dividing  the  upper  from  the  lower 
half  of  the  field  will  be  straight.  The  reason  for  this  is  that  rays  entering 
the  eye  from  this  line  pass  through  the  prism  in  a  principal  section,  and 
by  Snell's  law  cannot  pass  out  of  this  plane.  As  previously  shown,  the 
squares  increase  in  width  as  they  go  from  left  to  right,  the  rate  of  change 
being  slowest  at  the  median  line ;  also,  each  square  will  look  a  little  too 
tall,  and  the  height  of  the  squares  will  increase  from  right  to  left,  the  rate 
also  increasing.  This  increase  necessitates  that  the  line  along  the  top  of 
the  squares  in  the  upper  half  of  the  field  shall  run  up-hill  to  the  right,  and 
the  increasing  rate  indicates  that  it  will  be  a  curved  line.  The  lower  half 
of  the  field  will  be  a  looking-glass  picture  of  the  upper  half,  and  the  picture 
seen  by  the  left  eye  will  be  a  looking-glass  picture  of  that  seen  by  the  right 
eye.  This,  however,  does  not  combine  all  the  distorting  effects  of  the  prisms, 
for,  as  has  been  shown  by  Dr.  John  Green,'  differences  in  the  retinal  picture, 
as  seen  by  the  two  eyes,  which  are  so  slight  as  to  be  otherwise  unnoticeable, 
may  by  their  stereoscopic  effect  produce  marked  delusions  :  so  that,  besides 
the  shear  that  would  be  given  to  nearly  every  square  on  the  checker-board, 
the  superposition  of  the  right  and  left  pictures,  thus  symmetrically  dis- 
torted, would  by  the  stereoscopic  effect  cause  the  wall  to  appear  convex 
towards  the  observer,  while  the  opposite  impression  of  distance  and  size 


1  Trans.  Amer.  Oph.  Soc,  1889,  p.  449. 
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would  be  produced  on  the  middle  squares  by  the  divergence  of  the  visual 
axes.  Tluis,  the  exact  apjJearauce  of  a  wall  or  of  any  other  object,  as 
viewed  through  prismatic  glasses  of  the  simplest  character,  would  be  de- 
termined by  factors  not  entirely  consistent  among  themselves,  each  one 
of  which  would  be  weighted  by  the  previous  experience  and  habits  of  ob- 
servation of  the  individual  wearing  the  glasses. 

The  color-phenomena  attending  the  use  of  prismatic  gla.ss&s  are  not  diffi- 
cult to  understand.  One  may  imagine  every  object  in  the  field  made  up 
of  the  three  layers  of  Young-Helmholtz  primaries,  and  that  in  any  change 
of  outline  due  to  distortion  or  displacement  the  violet  is  moved  a  little  more, 
while  the  red  is  moved  a  little  less,  tlian  the  green,  the  result  being  that 
uniform  surfaces  are  unchanged  in  hue,  but  that  outlines  of  light  surfaces 
on  the  side  towards  which  the  displacement  iiy  effected  are  fringed  with 
violet  and  those  opposite  are  fringed  with  red. 

Turning  now  to  matters  of  nomenclature  and  manipulation,  it  will  be 
conformable  to  the  requirements  of  the  art  if  for  unit  prism  one  is  selected 
whose  deviating  power  is,  within  reasonable  limits,  the  smallest  useful  in- 
crement. That  which  common  consent  and  long  usage  have  made  familiar, 
and  which  is  as  good  as  can  be  chosen,  is  a  prism  whose  index  is  within 
two  or  thi'ee  one-hundredths  of  1.54,  and  whose  refracting  angle  is  equal 
to  one  degree.  This  prism  gives  a  deviation  of  a  very  little  over  five- 
tenths  of  a  degree,  an  amount  as  small  as  is  ordinarily  required.  The 
scale  to  which  this  unit  naturally  belongs,  though  faulty,  is  still  used, 
and  prisms  are  designated  thus,  Pr.  1°,  Pr.  2°,  Pr.  3°,  etc.,  the  numeral, 
unless  otherwise  stated,  referring  to  the  refracting  angle  of  the  material  of 
.which  the  prism  is  made. 

The  numbers  of  the  scale  can  be  connected  by  no  sufficiently  simple 
law  with  equal  inci-ements  of  deviation.  This  is  seen  by  reference  to 
column  1  of  the  subjoined  table,  or  to  equation  (11),  by  which  that  part  of 
the  table  was  made. 

TABLE  I. 

TABLE  SHOWING  THE  DEVIATION   PRODUCED   BY   THE  BEFRACTING  ANGLE  SERIES,  BT 
CENTRADS,  BY  PRISM-DIOPTERS,  AND  BY  METRE-ANGLES. 
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It  is  true  that  iu  other  branches  of  physical  science  prisms  are  thus 
designated,  and  the  refinements  of  practice  are  not  such  that  gross  errors 
can  arise  from  assuming  the  scale  to  be  one  that  gives  uniform  differences 
of  deviations,  since  other  considerations  confine  the  choice  very  much  to 
that  part  of  the  scale  where  such  an  assumption  is  approximately  correct. 

The  deviation  is  commonly  thought  of  as  half  the  refracting  angle. 
For  ordinary  glass  this  result  is  too  small,  and  demands  the  addition  of  six 
to  eight  per  cent,  of  itself  for  prisms  under  three  degrees,  eight  to  ten  per 
cent,  for  others  under  twenty  degrees,  and  eleven  per  cent,  for  thirty  degrees. 

In  1887  the  sentiment  in  favor  of  a  better  scale,  as  voiced  by  Dr.  Jack- 
son, received  the  attention  of  the  American  Ophthalmological  Society, 
whose  committee  recommended  that  prisms  used  iu  ophthalmological  prac- 
tice be  -designated  by  the  number  of  degrees  of  minimum  deviation,  and 
that  this  should  be  made  evident  by  writing  after  the  number  of  the  prism 
a  small  d,  thus,  Pr.  S°  d,  meaning  a  prism  of  such  a  refracting  angle  that 
it  would  cause  a  deviation  of  three  degrees  in  any  ray  passing  symmetri- 
cally through  it. 

A  set  of  prisms  numbered  by  this  system  would  be  reduced  to  the  old 
system  by  being  multiplied  by  two.  The  resulting  error  may  be  seen  and 
corrected  by  reference  to  the  preceding  table. 

In  1889  the  writer  suggested  measuring  the  deviation  in  hundredths 
of  the  radius,  so  that  the  unit  of  the  old  and  that  of  the  new  scale  would 
be  alike  and  their  multiples  so  nearly  alike  as  to  be  ordinarily  interchange- 
able. The  new  unit  was  called  a  "  centrad,"  the  etymology  being  obvious 
and  the  nomenclature  and  general  method  in  keeping  with  the  "  C.  G.  S." 
system.  In  this  system,  as  in  the  last,  the  deviation  is  equicrescent,  but 
the  unit  has  one-half  the  value  of  the  unit  in  the  last,  and  coincides  exactly 
with  the  unit  of  the  first  for  glass  of  index  1.57+.  For  ordinar'y  glass, 
No.  1  of  the  centrad  system  deflects  the  ray  two  and  one-third  minutes 
more  than  No.  1  of  the  old  system, — a  discrepancy  of  less  than  seven  per 
cent.,  and  entirely  negligible  in  practice.  The  greater  the  refracting  angle 
the  more  nearly  do  the  old  and  the  radian  systems  coincide,  until  (for  glass 
of  index  1.54)  Pr.  33°  and  Cr.  33  (thirty-three  centrads)  become  the  same. 

The  recommendations  of  the  author  concerning  the  kind  of  glass  to  be 
used  and  the  position  for  which  the  deviation  should  be  calculated  were 
unimportant  and  perhaps  irrelevant.  The  radical  part  of  the  system  is 
that  its  consecutive  numbers  give  equal  increments  of  deviation,  in  units 
of  an  already  well  established  scale,  which  measures  the  angle  instead  of  a 
transcendental  function  of  the  angle,  and  which  is  tlieoretically  unobjec- 
tionable. Its  advantage  is  that  it  so  nearly  resembles  the  old  system  that 
the  change  is  practically  one  of  symbol  only,  and  can  be  made  without 
mental  effort,  or,  being  made,  will  be  quite  undiscoverable  to  those  who  find 
mental  effort  objectionable. 

In  1890,  in  the  Archives  of  Ophthalmology,  Mr.  Pi-entice  suggested  a 
system  of  prisms  in  which  the  unit  called  the  "  prism-diopter"  produces 
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a  deviation  whose  tangeut  is  one-liuudrcdtli  of  tlie  radius,  the  higher 
numbers  designating  deviations  that  produce  corresi^onding  increments  of 

tangent.    This  system  has  no  advantage 
^'  over  the  last,  and  was  not  introduced  for 

any  such  supposed  advantage,  but  came 
into  existence  independently  in  answer 
.to  the  same  demand,  which  it  very  well 
satisfies.     The  theoretical  difference  is 
"■^"X-v^  shown  by  Fig.  7.    The  actual  difference 

 ""'K^    between  correspouding  numbers  of  the 

two  scales  is  the  difference  between  the 
tangent  and  the  arc  of  the  same  number  of  hundredth-radians.  The  prac- 
tical difference  within  the  limits  of  actual  use  is  hard  to  see.^ 

In  1891  the  Ophthalmic  Section  of  the  American  Medical  Association 
passed  a  resolution  recommending  the  adoption  of  the  centrad  unit  and 
scale,  and  equally  with  that  up  to  20°  the  prism-diopter. 

Recently  Mr.  Prentice  has  recommended  that  in  writing  for  prism- 
diopters,  instead  of  P.-D.  2  and  P.-D.  3,  as  formerly,  they  be  indicated  by 
replacing  the  old  sign  of  degrees  by  a  capital  delta,  thus,  2^,  3^,  etc.  This 
is  an  excellent  idea ;  and,  as  uniformity  of  method  in  writing  for  prisms 
is  desirable  by  whatever  system  they  are  measured,  it  is  here  suggested  that 
the  following  symbolism  be  adopted,  viz. : 

Refracting  angle  system. — Pr.  1°,  Pr.  2°,  etc.  (as  formerly). 
Angle  of  deviation  system. — Pr.  1'',  Pr.  2*,  etc. 
Centrad  system. — Pr.  1^,  Pr.  2^,  etc.^ 
Prism-diopter  system. — Pr.  1"^,  Pr.  2^,  etc. 
Metre- angle  system. — Pr.  l",  Pr.  2°",  etc. 

The  "  metre-angle"  of  Nagel  has  also  been  suggested  as  a  prism  unit. 
It  is  the  angle  which  each  visual  axis  makes  with  the  median  plane  when 
the  point  of  fixation  is  at  one  metre's  distance  from  the  centre  of  rotation 
of  each  globe.  It  was  introduced  as  a  measure  of  convergence,  and  is  so 
chosen  that  while  for  an  emmetrope  the  pundum  remotum  is  equal  to  the 
focal  distance  of  the  glass  that  is  worn,  the  fusion  angle  may  be  equal  also 
to  the  strength  of  that  glass  in  diopters.  This  relation  should  not  be  lost 
sight  of,  as  it  is  capable  of  accurate  expression  in  any  individual  case.  The 
value  of  the  metre-angle,  however,  depends  on  the  distance  between  the 


*  It  cannot  be  seen  on  the  prism-diopter  scale  published  by  its  author  in  1891,  as 
the  lines  are  so  thick  that  they  much  more  than  cover  any  discrepancy  between  the  two 
scales,  the  origin  being  supposed  at  the  left-hand  edge  of  the  0  line.  In  the  centrad  scale 
published  by  Meyrowitz  in  1895,  where  the  origin  and  measurements  are  calculated  from 
the  lower  edge  of  the  lines,  the  prism-diopter  falls  behind  the  centrad  exactly  the  width 
of  one  line  (1.6  millimetres)  at  the  end  of  the  scale.  Indeed,  if  a  scale  were  made  with 
the  finest  visible  lines  showing  centrads  and  prism-diopters  up  to  No.  10,  only  with  per- 
fectly good  vision  and  exceptional  illumination  could  the  No.  10  lines  of  the  two  scales  be 
distinguished  the  one  from  the  other ;  all  lower  numbers  would  be  incapable  of  resolution. 

2  "V,"  a  symbol  much  used  in  other  branches  of  science. 
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eyes,  and  is  subject  to  considerable  variation;  the  average  is  near  1°  45'. 
In  adults  it  does  not  often  vary  10'  (ten  per  cent.)  from  this  magnitude. 

One  might  without  great  error  assume  that  six  centimetres  is  the 
correct  iuterocular  distance,  and  then  the  following  convenient  relations 
would  be  approximately  established  :  1  metre-angle  =  1.71°  =  1°  43'  6", 
a  deviation  produced  by  Pr.  1-  =  Pr.  3°  =  Pr.  1.50*  =  Pr.  3^  =  Pr.  3^ 
This  is  accurate  enough  for  clinical  work  as  now  conducted,  though  .64  is 
a  better  average  iuterocular  distance  for  adults. 

In  Fig.  8,  E  and  E'  represent  the  eyes ;  M,  M,  and  M"  are  both  far 
points  and  fusion  points  for 

myopia  of  one,  two,  and  three  ^^ 
diopters;  E3IH,  EM'H,  and 
EM"H  are  metre-angles  one, 
two,  and  three,  respectively. 
They  have  the  same  numbers 
as  the  glasses  that  will  place  the 
far  points  of  emmetropic  eyes 

at  their  apices,  and  are  consequently  capable  of  calculation  by  the  same 
formulae.  The  foci  for  hypermetropic  eyes  are  minus  quantities,  and  may 
be  represented  behind  the  line  EE'  in  the  same  way,  where  C  is  the  far 
point  for  hypermetropia  of  one  diopter,  and  ECU  is  the  corresponding 
metre-angle,  which  of  course  must  have  a  minus  sign. 

The  constants  of  a  prism  may  be  determined  with  great  precision  on  the 
table  of  the  spectrometer,  and  there  are  numbers  of  instruments  for  the 
measurement  of  angles  that  are  or  can  be  applied  to  this  purpose.  As 
ophthalmologists,  however,  we  thus  far  have  little  need  of  any  but  the  most 
easily  attainable  accuracy.  We  are  required  to  estimate  within  reasonable 
limits  the  prismatic  effect  of  decentred  lenses,  either  spherical  or  cylindrical, 
or  both,  and  to  determine  also  the  strength  and  position  of  a  prism  on 
either  of  whose  sides  one  of  the  above  surfaces  has  been  ground.  This 
leads  to  the  remark  that  a  decentred  spherical  lens  differs  in  no  respect 
from  a  sphero-prism ;  and  though  there  are  combinations  of  prism  and 
cylinder  that  cannot  be  obtained  by  displacement  of  the  cylinder,  those 
that  are  so  obtained  are  identical  with  the  prism  of  like  degree  on  whose 
side  has  been  ground  a  cylindrical  surface. 

Spherical  lenses,  as  ordinarily  used,  have  the  centres  of  their  spherical 
surfaces  and  all  their  cardinal  points  on  the  axis  of  the  optical  system  to 
which  they  belong.  When  simply  decentred,  these  points  are  all  trans- 
lated at  right  angles  to  the  axis  of  the  system.  The  dii'ection  and  distance 
from  the  original  to  the  final  position  of  the  optical  centre  of  either  of  these 
points  measures  the  amount  of  the  decentring. 

That  point  on  the  decentred  lens  through  which  the  axis  of  the  system 
passes  is  frequently  spoken  of  as  its  geometrical  centre,  a  term  which  is  so 
often  accurately  descriptive  as  to  warrant  its  future  use  in  that  sense,  unless 
otherwise  specified. 
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It  seems  hardly  necessary  to  remark  that  the  prismatic  action  obtained 
from  any  glass  other  than  a  simple  prism  is  dejiendent  somewhat  on  the 
point  that  is  chosen  for  its  geometrical  centre.  Hence,  in  many  cases,  the 
work  of  the  manufacturer  is  corrected  or  modified,  and,  indeed,  often  the 
whole  prismatic  action  is  obtained,  by  attention  to  the  position  of  the  lens, 
and  this  attention  is  necessary  in  any  of  the  curved  lenses,  whether  to  pro- 
duce or  to  prevent  the  deviations  tliat  are  dejiendent  upon  decentring. 

Neglecting  spherical  aberration,  which  in  spectacle  lenses  is  slight,  the 
one  ray  that  passes  through  the  spherical  lens  uurefracted  is  crossed  at  the 
focal  plane  by  every  ray  which  before  refraction  was  parallel  to  it :  hence 
the  deviation  is  always  directly  towards  or  away  from  the  optical  centre  of 
the  lens,  through  which  centre  the  base-apex  line  must  necessarily  pass. 
So,  also,  when  the  geometrical  and  optical  centres  of  the  lens  do  not  coincide, 
the  base-apex  line  connects  them,  and  the  apex  is  towards  the  thinnest  part 
of  the  glass.  The  refracting  angle  of  the  equivalent  prism  must,  from 
geometrical  considerations,  be  the  angle  formed  by  planes  tangent  to  the 
front  and  back  surfaces  at  the  geometrical  centre. 

A  cylindrical  lens  is  decentred  only  in  proportion  as  the  axis  of  the 
cylindrical  surface  is  removed  from  the  optical  centre  of  the  system  :  a 
translation  that  is  parallel  to  the  axis  of  the  cylinder  has  no  prismatic  effect. 

In  case  of  a  sphero-cylinder,  the  effect  of  decentring  must  be  calculated 
for  each  surface  independently.  The  base-apex  line  for  the  spherical  side 
may  be  determined  as  just  stated,  and  its  direction  is  the  direction  of  trans- 
lation. The  base-apex  line  of  the  cylindrical  side,  however,  is  not  in  gen- 
eral the  same  as  this :  it  is  always  in  the  direction  of  a  line  that  is  per- 
pendicular at  the  same  time  to  the  axis  of  the  cylinder  and  to  the  axis  of 
the  system.  Such  a  line  measures  the  amount  and  marks  the  direction  of 
the  decentring  of  the  cylindrical  side  of  the  lens.  Its  length  is  equal  to 
the  distance  which  the  lens  has  been  moved,  multiplied  by  the  sine  of  the 
angle  which  the  direction  of  translation  makes  with  the  axis  of  the  cylinder. 

The  joint  prismatic  effect  of  the  front  and  back  surfaces  of  a  decentred 
compound  lens  cannot  be  obtained  by  simple  addition.  The  deviations 
must  be  treated  as  vectors  (see  Fig.  16),  or  combined  in  accordance  with 
formulae  (23)  and  (24)  below. 

It  often  happens  in  practice  that  prismatic  action  is  desired  at  right 
angles  to  the  axis  of  the  cylinder.  In  this  case  the  results  are  simply 
added.    If  it  is  desired  parallel  to  the  axis,  the  cylinder  may  be  ignored. 

Though  instruments  of  precision  ai'c  sometimes  used  in  tiie  examination 
of  spectacle  lenses,  the  most  common  method  is  to  judge  of  their  strength 
by  neutralizing  or  comparing  them  with  the  lenses  of  the  test  case  or  by 
noticing  the  distortions  and  displacements  produced  in  some  distant  object 
by  them.  One  ordinarily  holds  the  lens  to  be  tested  so  that  its  jilane  is 
perpendicular  to  the  axis  of  vision,  and  looks  through  the  geometrical 
centre  at  a  straight  line  Avhich  is  also  perjiendicular  to  the  axis  of  vision 
and  at  the  same  time  at  such  a  distance  from  the  anterior  focus  of  the  lens 
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that  it  can  be  made  to  form  a  reasonably  clear  image  of  itself  on  the  retina. 
If  the  lens  is  spherical  or  a  sphero-cyliuder  with  the  axis  of  the  cylinder 
either  parallel  to  or  at  right  angles  to  the  object  line,  this  latter  will  ap- 
parently pass  unbroken  through  the  lens.  It  is  thus  that  one  determines 
the  optical  centre  of  a  lens ;  and  if  it  is  identical  with  the  geometrical 
centre,  no  prism  has  entered  the  combination  either  by  construction  or  by 
decentriug. 

By  having  two  object  lines  at  right  angles  to  each  other,  as  in  Dr. 


Fig.  9. 


1  2  3  4  5  6 


7  8  9  10  11  12 


Ziegler's  scale,  or  in  Fig.  14,  below,  one  may  at  a  glance  determine  the 
optical  centre.  If  a  spherical  lens,  held  as  above,  be  rotated  about  its 
optical  centre  in  its  own  plane,  the  picture  Avill  not  be  changed  ;  but  if 
there  be  a  cylinder  in  the  combination,  the  peripheral  parts  of  any  line  seen 
through  it  will  be  displaced  in  opjiosite  directions.  That  ])oint,  however, 
which  is  seen  through  the  optical  centre  of  the  lens  will  suffer  no  displace- 
ment, while  that  part  which  is  seen  through  the  geometrical  centre  will,  by 
the  direction  and  amount  of  its  displacement,  determine  the  prism  which 
has  thus  entered  into  the  combination. 
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lu  cylinders  or  sphero-cylinders  the  observations  and  measurement 
of  displacements  must  be  confined  to  the  one  point  seen  through  the  geo- 
metrical centre  of  the  lens,  but  in  spherical  lenses  the  maximum  dis- 
placement of  the  line  as  a  whole  may  be  measured. 

Three  vertical  lines  looked  at  directly  through  a  prismatic  glass  will 
present  one  of  the  pictures  delineated  in  Fig.  9.  Each  number  shows  the 
same  lens  in  two  different  positions,  the  base  being  marked  by  two  short 
strokes,  the  apex  by  one.  By  rotating  the  lens  in  its  own  plane  the  upper 
picture  may  in  each  number  be  changed  into  the  lower,  and  the  picture  seen 
as  the  lens  rotates  in  its  own  plane  through  90°  is  sufficient  to  determine 
the  character,  though  not  the  strength,  of  the  combination.  Nos.  1,  2, 
and  3  are  plane  prisms ;  4  and  6  are  —  sp,  O  Pr.  ;  5  =  +  sp.  O  Pr. ; 
7  =  —  Cyl.  oPr.  base  on  axis;  8  = -|- Cyl.  O  Pr.  base  on  axis;  9  = 
—  Cyl.  O  Pr.  base  90°  from  axis  ;  10  =  -f  Cyl.  O  Pr.  base  90°  from  axis  ; 
11  =  +  Cyl.  O Pr.  base  oblique  to  axis;  12  =  —  Cyl.  O Pr.  base  oblique 
to  axis.  It  will  be  observed  also  that  only  in  convex  glasses  is  the  picture 
magnified,  only  in  concave  is  it  minified ;  and  that  as  the  glass  rotates,  only 
in  plane  prisms  or  sphero-prisms  is  there  translation  without  rotation  of  the 
picture,  and  only  in  cylinders  is  there  rotation  of  the  picture  ;  and  in  the  first 
ten  of  these  cuts  the  distance  from  the  original  place  of  the  line  to  its  ap^jarent 
place  when  seen  through  the  geometrical  centre  of  the  lens  whose  base-apex 
line  is  at  right  angles  to  it  (divided  in  each  case  by  the  distance  of  the  lens 
from  the  object  line)  is  the  tangent  of  the  deviation.  On  this  fact  depends 
the  utility  of  the  prism  scales  by  which  most  of  our  measurements  are  made. 

In  cases  11  and  12  the  measurement  must  be  made  from  the  point  seen 
through  the  geometrical  centre  of  the  lens  to  the  line  in  its  original  position. 

Fig.  10  a  and  b  (from  Maddox  ^)  will  show  the  method  of  use.  The 
prism  is  held  so  that  one  sees,  with  minimum  deviation,  through  it  a 
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picture  of  the  origin  or  0  line  of  the  scale,  enough  of  the  scale  being  visi- 
ble with  one  or  other  eye  to  give  with  desirable  accuracy  the  amount  of  the 
displacement  as  in  a,  b  being  an  inaccurate  attempt.  The  distance  thus 
measured  is  the  tangent  of  the  deviation  ;  but  the  lines  of  the  scale  may  be 
so  spaced  and  numbered  as  to  determine  the  prism  in  units  of  any  of  the 
systems  in  use.  Such  a  scale  may  be  made  from  the  following  table  for 
any  of  the  previously  mentioned  systems,  the  distance  from  the  prism  to 


'  The  Clinical  Use  of  Prisms,  Ernest  Maddox,  London,  1898. 
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the  scale  being  one  metre.  For  any  other  distance,  larger  or  smaller,  the 
numbers  in  the  table  are  to  be  multiplied  by  the  desired  distance  in  metres. 
It  seems  hardly  necessary  to  remind  the  reader  that  in  the  table  given  the 
third  decimal  place  means  millimetres,  and  the  third  column  is  a  table  of 
natural  tangents. 

TABLE  II. 

IN  A  WALL-TABLE  FOR  THE  MEASUREMENT  OF  PRISMS  THE  DISTANCE  OF  EACH  DI- 
VISION FROM  THE  ORIGIN  IS  THE  TANGENT  OF  THE  DEVIATION  PRODUCED  BY 
THE  PRISM  WHOSE  NUMBER  IT  MARKS.  THESE  TANGENTS  ARE  HERE  GIVEN  FOR 
THE  DIFFERENT  SYSTEMS  INDICATED. 


o  . 

.si 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
16 


55  B  g. 


.0094056 

.01886 

.028321 

.035309 

.04719 

.05673 

.06487 

.07578 

.08504 

.09443 

.10462 

.11452 

.12422 

.13402 

.14395 


> 


.0175 
.0349 
.0524 
.0699 
.0875 
.1051 
.1228 
.1405 
.1584 
.1763 
.1944 
.2126 
.2309 
.2493 
.2679 


03 


.0100034 

.0200035 

.0300045 

.0400194 

.0500407 

.060067 

.070112 

.080170 

.090240 

.100332 

.110441 

.120575 

.130735 

.140926 

.151132 


o 


as 


.01 
.02 
.03 
.04 
.05 
.06 
.07 
.08 
.09 
.10 
.11 
.12 
.13 
.14 
.15 


d 


1  .0299  ■] 

2  .0599  I 

3  .0902  \  Interocular  distance  =  .06. 

4  .1205 

5  .1475 


1  .0320  ^ 

2  .0641 
8  .0966 
4  .1290 
6  .1620 


Interocular  distance  =  .064. 


The  measurement  of  prismatic  glasses  at  short  distances  by  this  method 
requires  the  use  of  finely  ruled  scales  and  mechanical  devices  for  holding 
the  prism.  Such  devices  are  embodied  in  Mr.  Prentice's  prismometer,  an 
instrument  which  measures  deviation  at  the  position  of  perpendicular  inci- 
dence on  a  radius  of  one-half  metre  or  less.  Prism  scales,  however,  are 
usually  made  for  longer  distances  than  one  metre,  the  advantage  being  that 
coarse  scales  ai'e  more  easily  constructed  than  fine  ones,  and  that  without 
sensible  error  one  may  bring  the  prism  to  the  proper  place  by  toeing  a  mark 
on  the  floor  instead  of  adjusting  it  more  carefully  to  a  finer  measurement. 

There  is  little  use  in  multiplying  scales  for  office  use.  Take,  for  ex- 
ample, the  one  in  Fig.  11.  Within  its  limits  one  can  measure  centrads 
and  prism-diopters  with  equal  accuracy.  To  do  this  it  is  necessary  to  stand 
at  five  metres.  To  measure  metric  angles  the  left-hand  numbers  are  to 
be  used,  and  one  must  move  seven  centimetres  towards  the  scale  for  every 
millimetre  that  the  pupillary  distance  exceeds  sixty,  and  ten  centimetres 
away  from  the  scale  for  every  millimetre  that  it  falls  short  of  that  number. 
To  measure  deviation  in  degrees  it  is  necessary  to  hold  the  prism  three- 
quai-ters  of  a  metre  farther  back,  and  the  scale  reading  is  then  to  be  divided 
by  two.     To  measure  refracting  angles  it  is  necessary  to  stand  at  5.28 
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metres.  In  none  of  the  above  cases  will  the  error  be  more  than  the  width 
of  the  line.  The  usefulness  of  either  of  the  other  scales  may  be  extended 
in  the  same  way. 

A  caution  is  necessary  in  using  these  scales.    With  certain  limitations, 
it  may  be  said  that  their  usefulness  depends  on  the  production  of  diplopia 
in  the  observer.    As  commonly  used,  this  is  a  veritable 
Tig.  11.  binocular  diploijia,  and  the  displacement  measured  is  the 

angular  distance  of  the  image  seen  by  one  eye  from  that 
seen  by  the  other.    A  muscular  insufficiency  in  the  ob- 
TcaIe^^^    server  is  quite  likely  to  show  itself  as  an  error  in  the 
result.    For  that  reason  the  vertical  prism  scale  has  a 
certain  advantage  over  the  horizontal,  as  being  liable  to 
-1'     a  less  average  error.    An  error  in  either  case,  however, 
is  inexcusable,  for  by  moving  and  replacing  the  prism 
_^      quickly  before  the  eye  while  looking  at  the  scale  one 
obtains  the  result  before  the  muscular  trouble  has  time 
to  injure  the  observation.    In  fact,  by  taking  advantage 
-3       of  the  long  duration  of  the  retinal  image,  one  may  in 
this  way  produce  a  uniocular  diplopia  into  which  this 
error  cannot  enter. 

~  4* 

Perhaps  there  is  no  more  satisfactory  way  of  getting 
the  prismatic  power  of  a  strong  sphero-cylinder  than  by 
"5  covering  it,  if  necessary,  with  a  diaphragm  having  an 
aperture  of  about  five  millimetres  over  the  geometrical 
.g  centre  of  the  lens,  and  then  producing  in  one  eye,  by  its 
quick  passage  back  and  forth,  the  doubling  of  the  scale. 
All  the  strong  lenses  +  or  —  5  and  over  may  be 
7  very  accurately  measured  by  the  following  method.  To 
the  origin  of  the  scale  a  small  reflecting  surface  of  some 
_g  brilliancy  or  a  very  small  burning  gas-jet  is  fixed.  On 
the  lens  which  is  passed  in  front  of  the  eye  as  above 
directed  a  pin  or  fine  needle  is  so  held  that  its  point  is 
■9  at  the  geometrical  centre.  In  the  midst  of  the  circle  of 
diffusion  caused  by  the  point  of  light  will  be  seen  the 
^  Q  image  of  the  pin,  and  always  at  the  same  distance  from 
the  origin,  which  distance  can  be  easily  measured  and 
is  the  deviation  sought.  One  who  wears  glasses  may 
or  may  not  vitiate  this  experiment  by  turning  the  head,  and  such  an  ob- 
server may  do  better  to  remove  his  glasses,  for  the  success  of  this  method 
requires  that  the  lens  being  examined  shall  not  correct  the  refraction  of  the 
examiner  within  three  or  four  diopters.  The  pin-j)oint  may  be  replaced  by 
an  ink  dot  or  by  a  strong  lens  having  a  diamond  mark  at  its  geometrical 
centre.  With  two  such  lenses — one  plus  and  one  minus — of  five  diopters 
or  over  to  choose  from,  any  spectacle  lens  may  be  thus  examined. 

Another  method  of  getting  the  deviation  is  shown  in  Fig.  12,  taken 
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Fig.  12. 

 iiiiViiiiiin 


d 


from  Maddox,  where  the  image  6  of  a  small  point  of  light  g  is  thrown  on 
the  tangent  scale  or  arc  by  a  focussing  lens  c.  The  prism  introduced  at  d 
displaces  the  image  along  this  scale.  The  lens  a  should  be 
replaced  by  a  telescopic  erecting  piece,  so  arranged  that  the 
distance  between  its  two  lenses  might  be  changed  at  will. 
It  would  then  be  equally  suited  for  all  sphero-prismatic 
combinations,  the  distance  between  the  two  lenses  required 
for  the  formation  of  a  distinct  image  indicating  the  number 
of  the  sphere,  and  the  displacement  denoting  the  number  of 
the  prism.  The  same  principle  can  easily  be  extended  to 
cylinders. 

For  measuring  the  refracting  angle  of  a  prism  the  Geneva 
Optical  Company  has  introduced  a  cheap  form  of  goniometer 
that  does  equally  well  for  all  lenses,  either  simple  or  com- 
pound.   It  gives,  to  be  sure,  only  the  refracting  angle,  but 
it  is  exceedingly  convenient.    The  principle  is  shown  in 
Fig.  13.    The  geometrical  centre  of  the  lens  is  placed  under  the  point  N. 
The  extreme  points  D  and  D'  are  then  pressed  on  the  lens,  which  may  be 
turned  if  necessary  to  give  the  maximum  reading  at  F,  the  other  end  of  the 
index  hand. 

Fig.  13. 


Any  object  seen  at  the  position  of  minimum  deviation  through  a  plane 
prism  will  be  neither  magnified,  minified,  nor  distorted  :  it  will  be  simply 
displaced.  Translation  of  the  prism  in  its  own  plane  will  produce  no 
apparent  motion  in  the  object.  Rotation  of  the  prism  in  its  own  plane  will 
change  simply  the  direction,  but  not  the  amount  of  displacement ;  conse- 
quently, any  point  that  can  be  identified  will  apparently  rotate  with  the 
prism  about  its  real  position.  A  straight  line  whose  elements  cannot  be 
distinguished  the  one  from  the  other,  however,  will  assume  a  simple  har- 
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monic  motion  as  the  prism  is  turned,  returning  to  its  original  position  as 
often  as  the  base-apex  line  of  the  prism  becomes  parallel  to  it.  Its  maxi- 
mum displacement  will  be  when  it  is  at  right  angles  to  the  base-apex  line. 
Hence  a  picture  like  Fig.  14  determines  at  once  the  deviation  and  the  base- 
apex  direction.  By  moving  the  prism 
to  the  left  or  right  till  the  perpendicu- 
lar line  is  unbroken,  the  optical  centre 
of  the  lens,  if  such  centre  is  situated 
in  the  glass  itself,  can  be  found  at  the 
intersection  of  the  two  lines. 

In  a  plane  prism  the  first  thing  to 
be  determined  is  the  base-apex  line.  It  may  be  obtained  by  sight,  as  above, 
or,  if  the  prism  is  so  cut  as  to  leave  its  edge  intact,  any  line  perpendicular 
to  this  may  be  taken  as  a  base-apex  line.  In  the  prisms  of  the  test  cases 
that  line  passing  through  the  geometrical  centre  is  marked. 

If  it  is  desired  to  know  the  refracting  angle,  the  index  being  known  or 
assumed  to  be  1.54,  it  may  be  tested  as  previously  noted  on  page  155 ;  or  it 
may  be  placed  under  the  Geneva  goniometer  and  revolved  in  its  own  plane 
until  the  maximum  reading  is  obtained.  It  also  may  be  placed  between  the 
legs  of  an  ordinary  pair  of  dividers,  so  that  the  legs  fit  closely  along  its 
two  sides  in  the  base-apex  direction.    (Fig.  15.)    If  the  frame  of  the  glass 
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interferes  or  the  edge  is  cut  too  thin  for  such  procedure,  a  small  coin  or  a 
finger-ring  of  uniform  section  placed  on  one  or  both  sides  of  the  prism  wiU 
obviate  the  difficulty.  The  degrees  may  be  then  read  by  placing  the 
dividers  on  a  protractor  of  radius  that  is  equal  to  their  length  of  leg.  Tlie 
spread  of  the  dividers  at  the  (m  —  1)"'  jiart  of  the  distance  from  the  hinge  to 
the  points  will  give  the  deviation  for  the  same  prism,  if  a  weak  one.  It  is 
easy  from  Formula  (10)  to  mark  on  the  dividers  the  place  at  which  the 
deviation  may  be  approximately  measured  for  any  refracting  angle. 

If  the  lens  to  be  examined  is  a  sphero-prisra,  the  dividers  are  not  as 
good  a  makeshift  for  the  goniometer,  though  a  double  convex  lens  or  a 
plano-convex  pinclied  by  them  at  its  geometrical  centre  will  show  its  re- 
fracting angle,  and  by  the  aid  of  the  ring  or  a  small  well-centred  coin  the 
refracting  angle  can  be  nearly  approached.    The  Geneva  instrument,  how- 
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ever,  is  more  satisfactory ;  and  this,  in  its  turn,  is  not  so  accurate  as  the 
optical  method,  because  the  ultimate  desire  is  usually  the  deviation,  and  that 
may  be  obtained  more  directly  by  the  wall-scales,  in  accordance  with  the 
rules  previously  given  on  pages  153,  3  54,  and  155.  If  there  is  a  cylinder 
in  the  combination,  it  is  best  to  rely  on  the  optical  methods  or  to  employ 
the  Geneva  instrument. 

It  is  very  often  convenient  to  know  with  considerable  exactness  the 
relation  that  exists  between  decentring  and  prismatic  action.  For  this 
purpose  the  table  on  page  160,  taken  from  Maddox,  will  be  found  useful. 

Without  a  table,  the  relations  are  easily  obtained  from  the  properties  of 
the  lens.  Parallel  rays  entering  the  lens  all  cross  each  other  at  the  focal 
plane,  only  the  central  ray  being  unchanged  in  direction.  Hence  any  ray 
passing  through  the  plane  of  the  lens  will  make  an  angle  with  the  central 
ray  which  is  equal  to  the  deviation  that  is  produced  by  the  lens  at  that 
point, — an  angle  whose  tangent  is  the  decentring  of  the  lens,  the  focal  dis- 
tance being  the  radius.  Hence,  if  D  equal  the  strength  of  the  lens  in 
diopters,  y  the  amount  of  the  decentring,  /  the  focal  distance  (equal,  of 

course,  to^),  and  d  the  deviation,  we  have 

^  =  tan  d,  or  Dy  —  tan  d.  (18) 

Multiplying  both  sides  of  the  equation  by  100  to  reduce  to  prism- diopters, 

100  Z>y  =  <£^.  (19) 

For  centrads,  use  the  same  formula, 

100  Dy  =  dv,  (20) 

but  measure  the  decentring  y  on  the  curved  surface  (supposed  double 
convex),  or,  rather,  imagine  it  measured  there;  the  difference  is  usually 
imperceptible.    For  degrees,  reduce  by  the  coefficient  .57295, 

57  .  Dy  =.  d°.  (21) 

For  metric  angles,  divide  by  3, 

ld.Dy  =  dm.  (22) 

These  formulae  are  useful  as  answers  to  questions  of  this  type  :  What  will 
be  the  deviation  in  metre-angles  caused  by  decentring  a  seven-diopter 
lens  six  millimetres  ?  In  the  metric  system  six  millimetres  is  .006,  and 
Formula  (22)  solves  the  question,  thus  : 

19  X  7  X  .006  =  cZ«=r.798, 
which  is  nearly  eight-tenths  of  a  metre-angle. 

In  a  question  like  this,  How  far  shall  a  four-diopter  lens  be  decentred 
to  give  a  deviation  of  three  prism-diopters  ?  we  have  from  (]  9) 

'i^D=m 

which  gives  the  answer,  7.5  millimetres. 
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It  is  sometimes  necessary  to  know  the  result  of  combining  two  prisms 
of  different  strength,  so  placed  that  the  base-apex  lines  are  not  parallel. 
The  general  problem  is  one  of  spherical  trigonometry,  where  each  side  of 
the  triangle  is  an  arc  which  is  equal  in  degrees  to  the  deviation,  and  where 
one  of  the  angles — that  between  two  of  the  prisms — is  given.  The 
formula  is 

cos  a  =  cos  b  .  cos  c  —  sin  b  .  sin  c  .  cos  A,  ("3) 

in  which,  of  course,  small  letters  are  sides  and  large  letters  are  angles. 

The  following  example  will  illustrate  and  Fig.  16  will  show  the  vector, 
the  graphic,  and  the  trigonometrical  method.   What  is  the  result  of  putting 

Pig.  16. 


before  the  eye  two  prisms,  b  and  c,  the  apex  of  one  being  at  0°,  the  other 
at  35°,  on  the  trial  frame,  b  being  equal  to  9*,  c  equal  to  5^,  and  a  equal 
to  the  resultant  prism  ? 

cos  a  =  .9877  X  -9962  —  .1564  X  -0871  X  -8192  =  .97274. 

.97274  is  the  cosiue  of  13°  24',  the  required  prism.  The  same  formula 
may  be  transposed  and  applied  to  the  finding  of  the  angle  C,  when  the 
whole  problem  is  determined. 

It  is  rarely  necessary  to  use  a  rigidly  accurate  formula.  The  customary 
method  is  to  consider  the  question  one  of  simple  trigonometry  on  the  tangent 
plane,  using  the  formula  for  the  solution  of  oblique  triangles,  and  changing 
the  sign  of  the  cosine  as  before,  this  being  done  because  the  angle  between 
the  two  prisms  becomes  the  external  angle  in  the  triangle  to  be  solved. 
The  formula  in  this  case  is 

a'  _  j2  _^  g2  _  2bc  cos  A.  (24) 

When  the  angle  A  between  the  two  prisms  is  a  right  angle,  the  last 
term  in  the  equation  becomes  0,  and  the  problem  is  reduced  graphically  to 
the  Pythagorean  proposition  that  the  resultant  prism  is  the  square  root 
of  the  sum  of  the  squares  of  the  other  two  prisms.  The  strength  of  the 
prisms  being  given,  either  of  the  angles  can  be  found  by  the  formula 

a'         h"^  /-s 

cos5  =  f-  +  f--^;  (25) 
2ac  '  2ac  2ac 

or,  when  J.  is  a  right  angle, 

tan  -B  =  -L.  (26) 

The  above  results  are  obtained  for  the  superposition  of  two  prisms  before 
Vol  II.— 11 
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one  eye.  If  one  of  the  prisms  is  placed  before  the  other  eye,  the  sign  of 
the  last  term  of  equation  (24)  is  to  be  changed  from  —  to  +,  and  the  last 
term  of  equation  (26)  from  +  to  — ;  or,  what  amounts  to  the  same  thing, 
180°  is  to  be  added  to  the  position  of  the  prism  in  the  trial  frame,  and  the 
above  formulte  used  as  they  stand. 

It  is  sometimes  desirable  to  produce  a  displacement  of  variable  degree, 
but  in  one  direction  only,  by  prismatic  action.  In  most  cases  this  is  accom- 
plished by  the  rotation  of  one  or  more  prisms,  each  in  its  own  plane.' 
When  a  prism  with  its  plane  perpendicular  to  the  axis  of  vision  is  rotated 
in  that  plane  and  about  the  visual  axis,  any  object  seen  through  it  moves 
in  a  cii'cle  about  its  real  position.  The  displacement  is  always  equal  in 
amount,  but  is  variable  in  direction.  The  well-known  device  of  consider- 
ing circular  motion  as  composed  of  two  simple  harmonic  motions  at  right 
angles  to  each  other  is  particularly  useful  here,  since  the  principal  motions 
of  the  eye  are  made  by  two  pairs  of  muscles  whose  lines  of  action  are  also 
at  right  angles  to  each  other. 

The  resolution  of  the  circular  motion  into  its  vertical  and  horizontal 
hai'monic  components  enables  us  to  show  at  a  glance,  or  calculate  with  pre- 
cision, just  how  much  of  the  displacement  caused  by  a  prism  in  any  position 
is  corrected  by  the  horizontal,  and  how  much  by  the  vertical,  muscles.  The 
deviation  or  displacement  being  always  towards  the  apex,  to  obtain  the 
component  for  any  other  direction  the  total  amount  is  to  be  multiplied  by 
the  cosine  of  its  angular  distance  from  the  apex.  As  an  illustration,  let  it 
be  asked.  What  part  is  played  by  each  of  the  four  recti  muscles  in  adjusting 
the  right  eye  to  a  prism  of  8*,  whose  apex  is,  as  placed  in  the  trial  frame,  at 
85°  30',  the  degree  marks  on  the  frame  being  numbered  counter-clockwise 
from  the  insertion  of  the  internal  rectus  ?  Below  is  given  the  result  of 
multiplying  the  cosine  of  the  angular  distance  of  the  insertion  of  each 
muscle  from  the  prism's  apex  by  the  number  of  the  prism  : 

Internal  rectus,  —  85°  30'  -(-  .25   X  8  =  2*. 
Superior  rectus,  +  14°  30'  +  .968  X  8  =  T.TS"!. 
External  rectus,  +  104°  30'  —  .25   X  8  =  —  2*. 
Inferior  rectus,  +  194°  80'  —  .968  X  8  =  —  7.75'". 

The  minus  sign  in  the  first  column  indicates  that  the  position  of  the  in- 
ternal rectus  was  measured  by  counting  the  degrees  backward  on  the  scale. 
Minus  in  the  last  column  indicates  an  adjustment  by  relaxation. 

The  distribution  of  work  among  the  muscles  may  also  be  estimated  by 
multiplying  the  strength  of  the-  prism  by  the  sine  of  the  number  of  degrees 
through  which  the  apex  of  the  jjrism  is  removed  from  the  "  position  of  no 
effect,"  the  positive  direction  being  that  in  which  it  will  reach  the  muscle 
the  most  quickly.  Thus,  when  the  apex  is  vertical,  the  prism  has  no  effect 
on  the  right  internal  rectus,  because,  as  the  apex  is  turned  clockwise,  the  sine 


'  For  convenience  of  construction,  the  prism  is  sometimes  rotated  in  the  plane  of  one 
of  its  faces,  the  resulting  difference  being  unimportant. 
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of  the  augle  through  which  it  has  turned  is  the  fractional  part  of  the 
deviation  which  must  be  corrected  by  the  internal  rectus.  Consequently, 
if  the  prism  is  numbered  in  units  of  deviation,  it  is  convenient  to  assume 
that  the  initial  departure  from  the  "  position  of  no  eifect"  produces  one 
minute  of  deviation  per  unit  of  prism  for  every  degree  of  rotation.  After 
about  thirty  degrees  have  been  reached  the  rigid  formula  must  be  used. 

The  compounding  of  two  circular  motions  of  equal  period,  amplitude, 
and  epoch,  but  of  opposite  sense,  produces  a  simple  harmonic  motion  of 
double  the  amplitude,  and  so  the  deviation  for  any  position  produced  by  two 
prisms  which  are  turned  equally  in  opposite  directions  may  be  thus  found. 
It  will  be  in  a  line  which  bisects  internally  the  base-apex  lines  of  the  com- 
ponent prisms,  and  in  amount  will  be  a  prism  which  is  equal  to  their  sum 
multiplied  by  the  sine  of  the  angle  through  which  either  one  has  turned 
from  the  "  position  of  no  effect." 

Familiarity  with  the  principles  thus  far  considered  will  make  it  an  easy 
matter  to  understand  and  apply  prisms  and  prism-carrying  instruments  to 
the  purposes  for  which  they  are  designed.  It  only  remains  to  mention  the 
forms  in  which  they  are  generally  seen.  Most  familiar  are  the  ten  prisms 
from  2°  to  20°  that  are  furnished  with  the  Nachet  case  of  lenses.  These 
fit  the  trial  frames  and  have  the  base-apex  line  marked.  By  a  little  care  and 
management  they  will  do  almost  everything  that  is  required  in  ordinary 
clinical  work.  Nearly  all  the  required  amounts  of  deviation  may  be  pro- 
duced by  interchange  and  superposition  before  one  or  both  eyes. 

'Any  pair  of  muscles  may  be  eliminated  from  the  experiment  by  using 
a  line  of  uniform  width  in  the  plane  of  the  muscles  for  an  object.  Equal 
prisms  homonyraously  or  symmetrically  placed  one  before  each  eye  and 
rotated  by  the  fingers  will  be  found  a  very  good  makeshift  for  some  of  the 
more  elegant  arrangements.  This  is  said  without  any  desire  to  cheapen 
the  better  instruments  or  to  discourage  the  use,  under  all  circumstances,  of 
the  best  obtainable. 

Fig.  17. 


For  producing  definite  amounts  of  lieterophoria,  prisms  can  be  per- 
manently mounted  in  special  trial  frames,  with  or  without  a  spirit-level 
attached,  or  can  be  made  in  sets  to  fit  such  frames  as  shown  in  Fig.  17, 
from  Maddox. 

This  is  not  the  place  to  consider  the  advantage  of  intermittent  over- 
continuous  increase  of  deviating  power  in  the  examination  of  muscular 
troubles.  It  is  quite  likely  that  neither  plan  should  entirely  supplant  the 
other,  and  the  next  instrument  in  order  of  simplicity  is  Dr.  Noyes's^  bar 


1  Text-Book  of  Diseases  of  the  Eye,  Henry  D.  Noyes,  New  York,  1890. 
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arrangement  of  rhorab-shaped  prisms  (Fig.  18)  advaiiciug  by  intervals  of 
2°,  with  a  supplementary  bar  containing  prisms  of  5°,  15°,  and  10°,  to  he 
held  in  front  of  the  longer  bar  if  necessary.  Dr.  Emerson  has  modified 
this  device  by  fixing  one  or  more  supplementary  prLsms  so  that  they  may 


Fio.  18. 


be  slid  along  the  back  of  the  long  bar  to  the  place  needed.  Dr.  Noyes  has 
also  introduced  a  very  convenient  form  of  stereoscope  to  be  used  Avith  a  set 
of  square  prisms.  Any  useful  deviation  can  be  produced  by  this  device, 
either  for  near,  for  virtual,  or  for  actual  distance,  components  and  resultants 
being  calculated  if  necessary. 

The  Herschel  combinations  for  continuous  increase  of  deviation  in  a 
single  and  definite  direction  are  all  analogous  in  action  and  construction 


Fig.  19. 


to  the  Stokes  lens.  The  first  to  be  introduced  to  the  clinical  ojihthalmolo- 
gist  was  the  Cret6  "  prismc  mobile."  In  this  contrivance  two  equal  prisms 
are  moved  in  opposite  directions  by  a  button  that  slides  along  the  handle 
at  a  rate  whicii  is  proportional  to  the  angular  motion  of  the  prisms. 
Mounted  in  various  ways  and  moved  by  various  gear'?,  this  combination 
was  modified  without  material  ini|)rovcmcnt  until  it  was  made  by  Dr. 
liisler  to  fit  the  trial  frame.    (See  Fig.  20.)    This  arrangement  has  been 
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Still  further  modified  by  Dr.  Jacksou,  by  the  addition  of  a  third  prism  of 
like  strength,  but  immovable,  it  being  so  placed  that  it  entirely  neutralizes 
the  Herschel  combination  when  that  combination  is  in  the  position  of 
maximum  effect.    The  object  of  this  addition  is  to  reverse  the  irrationality 


Pig.  20. 


of  the  scale,  so  that  the  finer  gradations  may  be  easily  noted  at  the  first 
part, — i.e.,  for  the  weaker  numbers. 

A  radical  improvement  for  some  purposes  has  been  made  over  the 
Herschel  combination  by  Dr.  Stevens's  phorometer  (Fig.  21),  which  trans- 


FiG.  21. 


fers  one  of  the  prisms  to  the  other  eye,  thus  dividing  the  effect  between 
the  two  eyes.  It  need  only  be  referred  to  here,  as  the  instrument  is  de- 
scribed by  him  in  another  article  in  the  System.  From  a  physical  stand- 
point, the  difference  is  that  the  two  images  are  equally  displaced,  and  revolve 
about  the  fixation  point  of  the  "  ceil  cyclopienne"  at  opposite  ends  of  the 
diameter  that  passes  through  it.  The  lenses  are  so  large,  also,  that  they 
may  be  operated  at  a  considerable  distance  from  the  patient's  eye,  thus 
adding  to  the  convenience  of  both  the  patient  and  the  examiner.  The 
formula  by  which  the  results  are  calculated  is  the  same  as  for  the  Herschel 
combination,  except  that  it  is  necessary  to  add  180°  to  the  trial  frame 
position  of  the  prism  which  is  transferred  from  one  eye  to  the  other. 

Every  one  is  familiar  with  the  "  Maddox  double  prism"  (Fig.  22), 
which  is  a  prism  of  176°,  so  worn  that  the  apex  bisects  the  pupil  and  thus 
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produces  uniocular  diplopia,  the  two  objects  thus  seen  determining  the  Hue 
of  equilibrium  for  the  other  eye.    The  apex  should  be  perfectly  grouud. 

The  Wollaston  prism  in  the  Javal  ophthalmometer  consists  of  two  quartz 
prisms,  so  cut  that  when  in  position  the  base  of  each  is  at  the  apex  of  the 
other,  and  the  optical  axis  of  each  is  at  right  angles  to  that  of  the  other  and 
to  the  axis  of  vision.  By  this  arrangement  the  two  waves  that  are  ordinarv 
and  extraordinary  in  the  first  prism  become  respectively  extraordinary  and 
ordinary  in  the  second.  The  result  is  that  the  second  prism  is  rarer  for  one 
wave  and  denser  for  the  other  than  the  first,  and  the  refraction  takes  place 


Pig.  22. 


in  equal  amounts,  but  in  opposite  directions.  The  deviation  thus  obtained 
is  for  each  ray  the  same  as  if  it  had  passed  at  perpendicular  incidence 
through  a  prism  of  like  number  of  degrees,  but  of  a  refractive  index  equal 
in  the  one  case  to  the  ordinary  divided  by  the  extraordinary  index  of 
quartz,  and  in  the  other  case  to  its  reciprocal.  These  numbers  as  obtained 
from  Everett  are  for  one  wave  1.00689,  for  the  other  .99414. 

The  refi-acting  angle  R  of  either  of  these  equal  prisms  thus  becomes  the 
angle  of  incidence  for  either  ray  in  its  passage  from  one  to  the  other.  The 
deviation  may  be  calculated  for  either,  as  the  amounts  are  equal,  the  direc- 
tions being  opposite.    That  for  the  ordinary  ray  is  thus  obtained : 

=  sin-i  (1.00689  X  sin  R)  —  R. 

Dy  then  becomes  the  angle  of  incidence  on  the  last  surface  of  quartz, 
and  its  further  increase  may  be  calculated  by  using  the  mean  index  of 
quartz  for  air,  which  is  1.54874  ; 

sin->  (1.54874  X  sin  Z),)  =  D.^. 

jDj  is  the  total  deviation  produced  in  one  ray.  Doubling  this  final  result 
gives  2D2,  the  angular  separation  of  images  seen  through  a  Wollaston  prism. 
The  following  simple  formula  connects  D2  with  R : 

sin  X>j  —  {fj, — p,)  tan  R. 


THE  PRINCIPLES  OF  AND  THE  METHODS 
FOR  THE  ESTIMATION  OF  THE  BAL- 
ANCE OF  THE  EXTRA-OCULAR 
MUSCLES. 

BY  GEOEGE  T.  STEVENS,  M.D.,  Ph.D., 
New  York  City,  New  York,  U.S.A. 


In  the  determination  of  the  relative  positions  of  objects  in  the  field 
of  regard  by  the  sense  of  sight,  the  relation  of  the  points  of  the  retina  on 
which  the  impression  of  the  object  is  received  to  the  macula  lutea,  or  the 
sense  of  the  muscular  adjustment  demanded  in  order  to  bring  the  impression 
to  the  macula,  constitutes  the  basis  on  which  is  formed  the  judgment  in 
regard  to  the  positions  and  the  expanse  of  the  objects  seen. 

If  the  noi'mal  eye  is  so  directed  as  to  receive  the  most  distinct  percep- 
tion of  a  given  object  or  portion  of  an  object,  the  eye  must  be  so  adjusted 
that  a  straight  line  drawn  from  the  point  of  regard  will  pass  through  the 
nodal  point  of  the  eye  to  the  macula  or  fovea  centralis  retinae. 

The  extent  of  an  object  in  the  field  of  vision  or  the  distance  or  direc- 
tion of  any  other  object  with  reference  to  the  first  in  any  other  part  of  the 
plane  of  the  field  of  vision  is  determined  by  reference  to  the  relative  dis- 
tance and  position  of  a  second  retinal  impression  from  this  given  point  or 
by  the  estimation  of  the  muscular  sensations  which  arise  or  which  would  arise 
from  changing  the  adjustment  from  the  first  point  of  regard  to  the  second. 

The  straight  line  drawn  from  the  point  of  regard  through  the  nodal 
point  to  the  macula  is  known  as  the  visual  line,  which  nearly,  although 
not  preci-sely,  corresponds  with  the  axis  of  the  eye.  The  angle  made  by 
the  intersection  of  the  visual  line  and  of  the  axis  of  the  eye  is  known  as 
the  angle  a. 

If  the  rays  of  light  from  an  object  are  concentrated  at  any  one  point 
of  the  retina,  the  object  is  seen  singly  with  that  eye ;  but  if  the  rays  are  so 
divided  as  to  fall  upon  more  than  one  point,  an  image  of  the  same  object 
may  be  recognized  as  having  the  appearance  of  more  than  one  object. 

When  two  images  of  the  same  object  are  seen  by  the  same  eye  the 
phenomenon  is  known  as  monocular  diplopia.  In  eyes  not  abnormally 
affected  or  not  very  irregular  in  refractive  character  monocular  diplopia 
can  be  induced  only  by  artificial  means,  but  in  certain  diseased  conditions 
of  the  media  in  which  dispersion  of  the  rays  of  light  results,  and  in  certain 
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refractive  anomalies,  multiple  images  may  be  the  cause  of  much  annoyance. 
Monocular  diplopia  sometimes  also  follows  a  surgically  induced  change  in 
the  relative  adjustments  of  the  two  eyes. 

It  is,  for  experimental  purposes,  easy  to  induce  the  second  image  in  a 
single  eye  by  artificial  means.  If  one  holds  a  prism  or  a  convex  spherical 
lens  before  the  eye  in  such  a  manner  that  the  edge  interce]5ts  a  part  of  the 
rays  from  the  object  which  enter  through  the  pupil  while  other  rays  from 
the  object  pass  directly  through  the  pupil,  the  prism  or  spherical  lens  will 
divert  the  rays  passing  through  it  so  that  an  im]Dression  of  the  image  will 
be  made  on  the  retina  at  a  point  removed  from  the  imjjression  made  by  the 
rays  passing  directly,  and  the  object  will  be  attributed  to  two  positions ; 
that  is,  monocular  diplopia  will  be  induced. 

In  the  adjoining  figure  (Fig.  1)  the  edge  of  the  prism  is  brought  from 
below  so  as  to  be  at  the  height  of  the  centre  of  the  pupil.  The  rays  of 
light  which  pass  through  the  upper  portion  of  the  pupil  from  A  pass 

Fig.  1. 

B 


A 


Diagram  illustrating  monocular  diplopia. 


directly,  with  the  usual  refraction,  to  the  macula  at  a,  while  those  which 
enter  the  lower  half  of  the  pupil  have  been  directed  downward  in  their 
course,  and  the  impression  is  made  at  b.  The  object  as  perceived  at  the 
point  a  will  appear  at  A,  while  the  same  object  as  perceived  at  b,  the  lower 
point  in  the  retina,  will  appear  above  the  first  image  at  B. 

From  this  experiment  with  a  single  eye  it  will  be  easy  to  understand 
that  if  the  images  which  are  represented  upon  the  two  retinaj  ai*e  not 
represented  upon  corresponding  points  of  these  retinae,  the  object  will  ap- 
pear to  the  two  eyes  as  being  seen  in  two  places.  For  example,  if,  the 
head  being  in  the  primary  position,  in  one  eye  the  image  is  formed  at  the 
macula  or  point  a,  as  in  the  figure,  and  in  the  other  eye  it  is  formed  at  a 
point  corresponding  to  b,  then  the  apparent  position  of  the  images  will  be 
exactly  in  the  same  relation  as  when  they  were  seen  by  one  eye  at  A  and  B, 
and  therefore  there  will  be  double  vision  resulting  from  the  two  eyes,  or 
binocular  diplopia. 

In  the  normal  arrangement  of  the  eyes  there  is  always  an  effort,  by 
means  of  muscular  adjustments  of  the  axes  of  the  two  eyes,  to  bring  them 
into  such  relations  that  the  image  of  the  "point  of  regard"  will  fall  upon 
exactly  corresponding  parts  of  the  two  retinre.    When  this  adjustment  is 
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accomplished  the  two  eyes  see  as  one  and  a  single  perception  is  presented 
to  the  mind.  Although  the  two  eyes  in  ordiuary  vision  act  as  one,  they 
are  bv  no  means  restricted  to  a  single  sensation.  The  impressions  may  be 
made  at  points  of  the  retinte  which  are  not  at  all  identical  in  the  two 
eyes,  but  in  order  to  convey  the 
impression  of  single  vision  they 
must  be  corresponding  points. 

The  manner  in  which  the 
impressions  are  made  upon  cor- 
responding points  is  illustrated 


Fig.  2. 


in  Fig.  2. 


Corresponding  points. 


If  the  point  A  makes  im- 
pressions at  the  points  a,  a  of 
the  two  retinae,  and  if  B  makes 
impressions  at  b,  b,  then  a  and  a 
are  corresponding  points  and  6 
and  6  are  corresponding  points. 

The  visual  angle  is  that  angle 
which  is  formed  at  the  nodal 
point  by  the  crossing  of  lines 
drawn  from  different  points  in 
the  "  field  of  regard," — that  is, 
from  different  points  of  an  object 
or  from  different  objects.  The 
spatial  points  of  the  retina  affected  by  the  extension  of  these  lines  back- 
ward. (Fig.  3)  convey  to  the  mind  by  their  relative  positions  the  idea  of 
the  relative  positions  of  these  different  points  of  regard. 

This  mental  achievement  is  in  reality  an  interpretation,  either  before 
the  act  or  the  result  of  it,  of  sensations  excited  by  the  muscular  effort  which 
is,  or  which  would  be,  re- 
quired to  move  the  eye  so 
that  the  point  a'  should 
be  brought  to  occupy  the- 
position  of  the  point  A'. 

When  we  consider  the 
minute  distances  between 
the  retinal  spaces  which 
are  to  be  measured  by 
muscular  sensation,  and 
Avhen  we  further  consider 
the  fact  that  this  wonder- 
fully accurate  estimation 
of  muscular  energy  must  be  directed  to  the  two  eyes  in  infinitely  varying 
positions,  the  marvellous  delicacy  of  the  sense  of  the  small  ribbon  muscles 
which  move  the  eyes  becomes  a  subject  of  great  practical  importance.  It 


Fig.  3. 


The  visual  angle.— The  extremities  of  the  object  Aa,  at 
the  distance  A,  are  projected  on  the  retina  at  A'a',  while  the  ex- 
tremities of  the  larger  object  Bb,  at  the  distance  B,  by  forming 
the  same  angle  at  the  nodal  point, 'are  projected  at  points  of  the 
retina  equally  separated  with  those  of  Aa. 
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is  apparent  that  if  at  eveiy  instant  of  the  constantly  changing  adjustments 
of  the  eyes  daring  all  the.  hours  of  wakefulness  this  unity  of  adjustment 
and  this  perfect  judgment  of  energy  are  unceasingly  exercised,  it  cannot  re- 
quire a  gross  malassociation  of  these  most  accurate  of  all  muscles  to  cause 
disturbance.  As  a  matter  of  fact,  very  slight  faults  of  relative  tensions 
may  result  in  extremely  important  disturbances  of  nervous  energy  when 
the  adjustments  demanded  are  minute  and  continuous.^ 

The  associated  movements  of  the  two  eyes,  achieved  by  the  combined 
action  of  the  various  eye-muscles,  imply  a  nicety  of  balance  and  a  quick 
response  to  nervous  impulse  not  found  in  other  parts  of  the  organism. 

It  is  impossible  to  foi"m  an  estimate  of  the  force  which  under  the  in- 
fluence of  the  will  may  be  exercised  in  bringing  about  the  adjustments 
required  of  the  two  eyes. 

By  reason  of  a  less  favorable  arrangement  of  the  muscles  one  person 
may  be  obliged  to  exercise  greater  force  under  the  direction  of  the  will  than 
another  person  in  whom  the  arrangements  are  more  favorable,  and  the  dis- 
advantageous construction  in  the  case  of  the  first  does  not  by  any  means 
imply  weakness  of  any  muscle  or  pair  of  muscles.  Indeed,  in  many,  if 
not  in  most,  cases  of  the  conditions  which  have  often  been  styled  "  weak- 
ness" of  certain  muscles,  all  the  muscles  within  the  orbit  are  strong,  often 
much  stronger  than  they  would  be  in  a  condition  of  perfect  equilibrium. 
Especially  is  this  true  of  muscles  to  which  the  expression  "weak"  is 
most  commonly  applied.  This  statement  can  be  easily  verified  by  the 
tropometer. 

Reactions  through  the  medium  of  the  nervous  centres  resulting  from 
anomalies  in  the  moving  apparatus  of  the  eyes  may  be  of  greater  or  less 
account,  and  may  assume  a  variety  of  forms,  depending  upon  the  phys- 
ical force  at  the  command  of  the  individual,  his  environments,  and  the 
circumstances  to  which  he  may  be  subjected.  And  it  happens  that  an 
anomalous  condition  of  the  eye-muscles  which  may  induce  little  apparent 
nervous  reaction  in  one  person  may  be  the  cause  of  important  disturbances 
in  another. 

In  all  examinations  relating  to  the  equilibrium  of  the  eye-muscles  the 
fact  that  the  element  of  voluntary  effort  on  the  part  of  the  person  examified 
can  rarely  be  eliminated  is  not  to  be  underrated. 

We  cannot  measure  the  comparative  difference  of  effort  in  all  ocular 
adjustments  in  different  individuals  directly.  We  may,  however,  take  ad- 
vantage of  the  double  images  which  may  exist,  or  which  may  be  artificially 
induced,  to  make  an  approximate  estimate  of  the  extent  and  character  of 
the  hinderances  to  perfectly  free  associated  movements. 

As  a  result  of  such  an  examination,  we  may  find  cither  that  there  is 
an  apparently  correct  muscular  arrangement  or  that  cci-faiin  muscular  dis- 
abilities exist. 


'  Stevens,  Light  in  its  Relation  to  Disease,  New  York  Medical  Journal,  June,  1877. 
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In  the  cases  in  which  there  is  apparently  the  best  musculai-  equilibrium 
 that  is,  the  condition  in  which  parallelism  of  the  visual  lines  is  main- 
tained with  the  minimum  of  nervous  effort — the  condition  is  known  as 
Orthophoria. 

The  disabilities  of  less  favorable  muscular  conditions  may  be  arranged 
in  three  classes. 

In  the  first  there  exists  the  power  to  bring  the  two  eyes  into  such 
relative  positions  that  single  vision  is  habitually  maintained ;  but  the  ten- 
dency is  for  the  visual  lines  not  to  fall  upon  the  same  point  of  regai'd,  and 
it  is  through  an  effort  of  the  will,  conscious  or  unconscious,  that  they  do 
not  follow  the  tendency  and  thereby  induce  double  vision. 

The  conditions  of  tendencies  unfavorable  to  adjustments  of  the  two  eyes 
in  perfect  accord,  but  which  tendencies  are  successfully  resisted,  are  known 
under  the  general  term  of  Heterophoria. 

In  cases  in  which  the  disability  is  still  greater  and  the  visual  lines  are 
actually  not  directed  to  the  same  point  of  regard,  there  is  habitual  diplopia, 
which,  howevei*,  is  not  always  conscious  diplopia.  Such  cases  in  which  the 
visual  lines  do  not  fall  upon  the  same  point  of  regard  are  included  under 
the  general  term  of  Heterotropia  or  Strabismus. 

The  various  conditions  of  equilibrium  or  variation  from  it  may,  then,  be 
arranged  in  the  four  general  classes  :  ^ 

1.  Orthophoria  {^p06<;^  right;  fopf'-,  a  tending),  a  tending  of  the  visual 
lines  in  parallelism. 

2.,  Heterophoria  (irepoq^  different),  a  tending  of  the  visual  lines  in  some 
other  direction,  but  with  ability  to  adjust  them  habitually  for  single  vision. 

3.  Heterotropia  (rpo-6(;^  a  turning),  a  deviation  of  the  visual  lines  from 
parallelism  in  such  manner  that  they  cannot  habitually  be  united  at  the 
same  point  of  fixation. 

4.  Anotropia,  Katotropia ;  or  Anophoria,  Katophoria.  Variations 
from  equilibrium  which  may  or  may  not  be  consistent  with  parallelism 
of  the  visual  lines,  but  in  which  with  the  least  innervation  of  the  eye- 
muscles  the  visual  lines  of  both  eyes  would  fall  below  (katotropia)  or  rise 
above  (anotropia)  the  most  favorable  plane  for  the  minimum  effort.  Thus 
with  ano-  or  katotropia  there  may  be  associated  heterophoria  or  heterotropia. 

Class  I. — Orthophoria,  or  the  condition  of  equilibrium,  recognizing  in 
this  connection  the  question  of  anotropia  or  katotropia,  is,  then,  the  ideal 
form  of  adjustment,  and  is  subject  to  no  divisions. 

Class  II. — The  second  group  of  conditions,  heterophoria,  may  be 
divided  into  the  following  specific  conditions  : 

1.  Esophoria,  a  tending  of  the  visual  lines  inward. 


'  Stevens,  Archives  d'Ophtalmologie,  November,  1886 ;  New  York  Medical  Journal, 
December  4,  1886. 
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2.  Exophona,  a  tending  of  the  visual  lines  out\A'ard. 

3.  Hijpcrphona  (right  or  left),  a  tending  of  tlie  visual  line  of  one  eye 
(right  or  left)  in  a  direction  above  its  fellow,  constituting,  as  the  case 
may  be,  right  or  left  hypei'phoria. 

The  term  docs  not  imply  that  the  line  to  Avhich  it  is  referred  is  too 
high,  but  that  it  tends  higher  than  the  other,  without  indicating  which 
may  be  at  fault.^ 

The  compound  tendencies  are — 

1.  Hyperesophoria  (right  or  left),  a  tendency  of  one  visual  line  above 
the  other,  with  a  tendency  also  of  the  lines  inward. 

2.  Hyperexophoria  (right  or  left),  a  tendency  for  one  visual  line  to  rise 
above  the  other,  with  a  tendency  also  outward. 

Class  III. — The  class  Heterotropia,  in  which,  when  the  visual  line  of 
one  eye  is  fixed  upon  a  given  point  within  the  ordinary  field  of  regard,  that 
of  the  other  is  directed  to  some  other  point,  may  be  divided  into  two  sub- 
classes.   They  are — 

(a)  Deviations  consistent  with  a  physiological  state  of  the  muscles  and 
nerves,  as  in  the  ordinary  concomitant  squint. 

(6)  Deviations  resulting  from  pathological  conditions,  as,  for  example, 
deviations  from  paralysis  or  from  mechanical  causes. 

The  specific  divisions  of  the  sub-class  a  are — 

1.  Esotropia,  a  deviation  of  the  visual  lines  inward. 

2.  Exotropia,  a  deviation  of  the  visual  lines  outward. 

3.  Hypertropia  (right  or  left),  a  deviation  of  one  visual  line  above  the 
other. 

4.  Hyperesotropia  and  Hyperexotropia  axe  the  compound,  deviations. 
These  are  the  conditions  usually  found  in  concomitant  squint.    A  large 

proportion  of  the  subjects  of  heterotropia  are  unconscious  of  seeing  double, 
for,  while  the  physical  jihenomenon  of  diplopia  exists,  there  is  a  mental 
suppression  of  the  consciousness  of  the  anomaly. 

In  heterotropia  one  eye  is,  in  a  large  jiroportiou  of  cases,  selected  by  the 
subject  of  the  defect  for  habitual  fixation,  while  the  other  is  2)ermitted  to 
deviate.  This  choice  is  usually  made  with  regard  to  the  comparative  fitness 
of  the  eyes  for  easy  vision,  or  with  reference  to  the  comparative  ease  of 
adjustment  with  respect  to  the  depression  of  the  angle  of  regard.  For 
example,  if  one  eye  is  nearly  emmetropic  while  the  other  is  highly  astig- 
matic, the  emmetropic  eye  is  commonly  used  in  fixation.  Also  if  the  visual 
line  of  one  eye  deviates  considerably  above  the  otiier,  it  is  commonly  more 
difficult  to  adjust  the  eye  whose  visual  line  is  highest  to  objects  below  the 
horizontal  plane,  and  consequently  this  eye  is  the  one  often  permitted  to 
deviate,  and  it  frequently  turns  not  only  up,  but  in  or  out. 


'  Hence  there  can  be  no  possible  reason  for  the  introduction  in  this  relation  of  any  other 
term  to  show  that  one  is  lower  than  the  other. 
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For  somewhat  similar  reasons  alternating  strabismus  occurs  ;  but  in  this 
case  the  refractive  conditions  are  usually  less  unequal,  and  the  muscular 
tensions,  although  unfavorable,  are  more  uniform. 

In  heterotropia  of  the  sub-class  a  the  various  motor  muscles  are  supposed 
to  be  in  a  physiological  condition,  or  nearly  so,  although  in  old  and  extreme 
cases  some  of  the  muscles  of  the  habitually  deviating  eye  lose  their  physi- 
ological characteristics  in  some  measure. 

If,  in  the  cases  where  the  muscles  retain  their  physiological  functions,  the 
eye  habitually  fixed  is  covered  or  rendered  less  serviceable  in  seeing  than 
the  other,  then  the  usually  squinting  eye  assumes  the  function  of  fixation, 
while  the  usually  fixing  eye  deviates. 

In  heterotropia  of  this  sub-class  the  rotations  of  the  two  eyes  in  various 
directions  (except  in  the  old  and  extreme  cases  above  referred  to)  are  nearly 
equal.  Hence  it  is  unnecessary  to  regard  the  anomaly  as  confined  to  one 
eye,  even  if  one  is  habitually  deviating.  The  practice  (almost  universal)  of 
regarding  one  eye  only  as  the  squinting  eye  results  in  infinite  mischief  in 
the  surgical  treatment  of  strabismus. 

Class  IV. — This  class  includes — 

1.  Anotropia,  Anophoria,  a  deviation  or  a  tendency  to  deviate,  on  the 
part  of  both  visual  lines,  above  the  most  favorable  plane  for  passive 
adjustment. 

2.  Katotroina,  Katophoria,  a  corresponding  deviation  or  tendency  to 
deviation  of  both  visual  lines  below  the  most  favorable  plane  for  passive 
adjustment. 

In  the  most  marked  conditions  of  anotropia  or  katotropia,  if  either  eye 
is  in  fixation  the  visual  line  of  the  other  rises  above  the  plane  of  fixation 
(anotropia)  or  sinks  below  that  plane  (katotropia),  and  if  the  second  eye  is 
made  to  fix,  the  visual  line  of  the  former  fixing  eye  will  rise  or  fall  in  the 
same  direction  as  did  the  free  eye  which  is  now  in  fixation.^ 

In  the  large  majority  of  cases  these  deviations  cannot  be  thus  perceived, 
and  the  conditions  can  be  known  only  by  the  comparative  upward  and  down- 
ward rotations  of  the  eyes,  which  can  be  best  determined  by  the  tropometer. 
These  lesser  deviating  tendencies  are  classified  as  anophoria  and  katophoria. 

The  methods  for  determining  the  existence  and  character  of  the  defects 
included  in  these  great  classes  of  anomalies  must  differ  to  a  greater  or  less 
extent  for  eacii  class.  The  methods  for  each  will  therefore  be  considered 
separately. 

CLASS  II. — HETEROPHORIA. 

As  single  vision  is  in  these  cases  of  heterophoria  the  rule,  and  as  the 
voluntary,  although  unconscious,  effort  serves  to  maintain  the  just  relations 
between  the  lines  of  vision,  the  existence  and  form  of  heterophoria  can  best 
be  ascertained  by  inducing  double  vision. 


»  Stevens,  Trans.  Internat.  Ophthal.  Congress,  1884  ;  Annales  d'Oculistique,  June,  1895. 
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If  prisms  of  certain  strength  are  employed,  diplopia  may  be  induced ; 
and  on  the  theory  that,  single  vision  being  impossible,  the  voluntary  effort 
to  adjust  the  eyes  will  be  withdrawn,  it  is  assumed  that  the  visual  lines  will 
take  the  direction  which  would  be  given  by  the  minimum  nervous  impulse 
acting  upon  the  eye-muscles. 

This  assumption  is  true  only  in  a  measu  re,  and  is  often  without  founda- 
tion in  fact,  as  it  is  frequently  impracticable  for  the  individual  to  permit  the 
eye-muscles  to  become  entirely  passive. 

Notwithstanding  the  imperfection  of  this  theory,  we  possess  no  method 
of  investigation  in  heterophoria  so  available  as  the  artificial  induction  of 
diplopia. 

Allied  to  this,  but  less  uniform  and  therefore  less  useful,  is  the  method 
of  inducing  contrasting  images  in  the  two  eyes. 

The  simplest  method  of  inducing  double  images  is  by  the  use  of  a  prism. 
The  principle  governing  the  use  of  prisms  for  determining  heterophoria,  but 
not  the  definite  method,  is  as  follows  : 

If  a  prism  of  certain  strength  is  held  before  one  eye  with  its  base 
directly  up  or  down,  double  images  will  result;  and  on  the  theory  of  the 
jiassivity  of  the  eye-muscles  under  such  circumstances,  if  there  exists  no 
tendency  of  the  visual  lines  to  drift  inward  or  outward,  the  images  will  be 
in  an  exact  vertical  line,  provided  that  the  object  of  regard  is  removed  to  a 
suitable  distance  from  the  eyes.  This  distance  should  be  at  least  twenty 
feet.  No  just  appreciation  of  the  viuscular  balance  can  be  arrived  at  while 
the  accommodation  is  considerably  exercised  or  while  convergence  is  required} 

If  in  such  suitably  conducted  experiment  the  images  deviate  from  a  ver- 
tical line,  heterophoria  is  assumed,  and  its  manifest  extent  is  measured  by  a 
prism,  placed  with  its  base  out  or  in,  which  will  bring  the  images  to  a  ver- 
tical line.  If  in  this  experiment  the  image  seen  by  the  right  eye  should 
drift  to  the  right  side  (homouymously),  esophoria  would  be  indicated  ;  if  to 
the  left  (heteronymously),  exophoria  would  be  shown. 

Let  us  suppose,  the  head  being  in  the  primary  position,  that  a  prism 
of  8°  is  placed  before  the  right  eye  with  its  base  directly  down,  and  that 
diplopia  is  thereby  induced.  The  image  seen  by  the  right  eye  will  in  this 
case  be  above,  that  seen  by  the  left  below.  If  now  the  upper  image  (that 
of  the  right  eye)  appears  to  the  right  of  the  other,  we  have  an  indication  of 
esophoria.  Taking  a  weak  prism  from  the  trial  case,  we  may  find  whether 
it  is  sufficient,  when  it  is  placed  with  its  base  out  before  the  other  eye  or 
before  the  vertical  prism,  to  bring  the  two  images  to  the  same  vertical  line. 
If  too  weak,  a  sti-onger  one  may  be  used  ;  or  if  the  correction  is  overdone,  a 
weaker  one  may  be  tried.  The  prism  which  neither  leaves  the  upper  image 
still  to  the  right  nor  carries  it  to  the  left  is  the  measure  of  the  manifest 
esophoria.    On  the  contrary,  had  the  upper  image  (that  of  the  right  eye  in 


"Stevens,  Archives  d'Ophtalmologie,  1886;  Anomiilies  of  the  Ocular  Muscles, 
Archives  of  Ophthulmology,  1887,  No.  2,  p.  150. 
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this  experiment)  appeared  at  the  left  of  the  other,  the  prism  which,  with  its 
base  in,  should  bring  the  images  to  the  vertical  line  would  measure  the 
manifest  exophoria. 

In  like  manner,  if  a  prism  of  sufficient  strength,  with  its  base  directly 
inward,  should  be  placed  before  one  of  the  eyes,  diplopia  would  again  be 
induced,  and  the  images  on  the  respective  sides  would  belong  each  to  the 
eye  of  the  same  side ;  that  is  to  say,  in  this  instance  homonymous  diplopia 
will  have  been  induced. 

If  there  is  perfect  equilibrium  of  the  vertically  acting  muscles,  the 
double  images  Avill  be  in  the  same  horizontal  plane,  neither  image  being 
higher  than  the  other.  In  case,  however,  the  right  image  should  appear 
below  the  other,  a  tending  of  the  right  visual  line  to  rise  above  its  fellow 
(right  hyperphoria)  is  indicated  ;  while  should  the  right  image  appear  above, 
left  hyperphoria,  or  a  tending  of  the  left  visual  line  to  rise  above,  is  indi- 
cated. In  either  case  a  prism  that,  with  its  base  up  or  down,  serves  to  make 
the  images  perfectly  horizontal  measures  the  right  or  left  hyperphoria. 


Fig.  4. 


Stevens's  phorometer  with  rotating  slide. 


The  method  of  determining  the  manifest  heterophoria  by  the  use  of  a 
prism  held  in  the  hand  as  just  described  or  placed  in  a  trial  frame,  although 
the  simplest  and  most  convenient  of  any,  is  subject  to  manifest  and  im- 
portant disadvantages.  It  is  not  easy  for  one  to  know  when  the  head  of 
the  examined  person  is  exactly  in  what  is  known  as  the  primary  position, 
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nor  can  one  always  judge  correctly  regarding  the  position  of  a  prism  held 
in  the  Jiand  or  placed  in  a  frame.  A  most  important  disadvantage,  how- 
ever, is  the  tendency  on  the  part  of  the  eyes  to  neutralize  the  correcting 
prism  by  making  adjustments  when  the  principal  prism  or  the  correcting 
prism  is  held  near  the  eyes.^ 

In  order  to  avoid  these  sources  of  error  the  phoromder  was  devised.* 
By  its  means  tests  giving  the  most  reliable  information  which  we  are  at 
present  able  to  obtain  in  the  determination  of  heterophoria  are  secured. 

The  improved  phorometer  has  a  standard  and  an  adjustable  arm  fur- 
nished with  a  spirit-level,  and  a  slide  which  contains  two  cells,  in  each  of 
which  rotates  a  disk,  each  disk  carrying  a  prism  of  5°.  Each  disk  is  fur- 
nished with  a  border  of  cogs,  A  small  geai'-Avheel  placed  between  the  two 
disks  communicates  the  movement  from  one  disk  to  the  other. 


Fig.  5. 


Rotating  slide  of  phorometer.    (The  outerscale  liere  shmva  is  no  longer  in  use.) 

Around  the  outer  jjart  of  the  border  of  each  cell  is  a  narrow  raised  band, 
on  which  is  marked  a  scale  of  degrees,  increasing  from  the  centre  each  way 
from  0°  to  8°,  the  numbers  representing  the  refracting  power  of  prisms  in 
diopters,  the  method  of  notation  which  will  be  used  in  this  article.' 

The  scale  represents  a  greater  degree  of  accuracy  and  uniformity  than 
the  prisms  found  in  the  trial  cases  in  common  use. 

The  phorometer,  when  in  use,  should  always  be  somewhat  removed  in 
front  of  the  eyes.  A  distance  of  from  four  to  six  inches  permits  of  much 
freedom  in  respect  to  the  position  of  the  head,  while  this  distance  also  pre- 
vents in  large  measure,  and  in  most  cases  entirely,  the  adjustments  for 
neutralizing  the  corrections  wliich  may  be  made  whentlie  testing  instrument 
is  held  near  the  eyes. 

'  These  disadvantages  have  been  discussed  somewhat  at  length  by  the  author  in  the 
Ophthalmic  Record  of  .January,  1892. 
2  Medical  Record,  May  5,  1888. 

»  The  value  of  a  prism  of  1°,  as  used,  will  be  equal  to  a  refniction  of  one  diopter,  but 
the  sign  of  the  degree  as  formerly  used  will  be  maintained. 
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Directions  for  ttsing  the  Phorometer  loith  Rotating  Prisms. — The  pho- 
rometer  should  be  so  placed  that  the  side  of  the  slide  on  which  the  scales  of 
degrees  are  seen  should  be  from  the  patient.  The  side  marked  RH  and 
LH  will  then  be  before  the  patient's  riglit  eye,  and  that  marked  ES,  EX 
before  the  left  eye.  The  arm  of  the  instrument  is  to  be  brought  to  a  perfect 
level,  as  indicated  by  the  spirit-level.  To  determine  hyperphoria,  the  instru- 
ment being  adjusted  to  the  height  of  the  patient's  eyes,  and  at  least  four 
inches  in  front  of  them,  bring  the  lever  of  the  prism  slide  to  the  vertical 
position.  The  pointer  will  then  be  at  0°.  The  patient,  looking  through 
the  two  glasses  at  an  object  (a  lighted  candle)  placed  at  a  distance  of  twenty 
feet  directly  in  front,  sees  double  images  of  the  object.^  Should  one  of  the 
images  appear  higher  than  the  other,  the  prisms  are  caused  to  rotate  until 
the  images  are  brought  to  the  same  horizontal  plane.  By  making  the 
rotation  slowly  it  will  in  many  instances  be  carried  farther  than  when  the 
correction  is  quickly  made.  The  pointer  then  indicates  the  form  and  degree 
of  manifest  hyperphoria. 

To  examine  for  esophoria  and  exophoria,  bring  the  lever  to  a  horizontal 
position,  and  then  make  adjustments  until  the  images  are  in  an  exact  ver- 
tical line. 

Instruments  of  less  bulk,  which  can  be  carried  about  easily,  in  addition 
to  the  square  prism  which  may  be  held  in  the  hand,  are  sometimes 
useful. 

Rod  Test  for  Heterophoria? — This  consists  of  a  disk  of  the  size  of  trial 
lenses,  which  holds  in  the  centre  a  glass  rod.  The  effect  of  this  transparent 
cylinder  is  to  cause  an  apparent  elongation  of 
the  image  of  a  flame  into  a  thin  line  of  light 
quite  dissimilar  to  the  flame  itself,  as  seen  at 
the  same  time  with  the  other  eye,  the  theory 
being  that  there  is  a  less  peremptory  desire  to 
unite  the  two  images,  whose  relative  position 
thus  approximately  indicates  the  condition  of 
equilibrium  of  the  two  eyes.  The  line  is 
always  at  right  angles  to  the  axis  of  the  rod,  so 
that  to  produce  a  vertical  line,  with  which  to 
test  horizontal  deviations,  the  rod  is  placed 
horizontally,  and  to  produce  a  horizontal  line,  to  test  vertical  deviations,  it 
is  placed  vertically. 

With  this  instrument  correcting  prisms  from  the  trial  case  may  be  used 
as  in  employing  a  simple  diplopia  test  with  a  strong  prism. 

Stevens's  Stenopseic  Lens. — The  purpose  is  also  to  present  contrasting 
images  to  the  two  eyes. 

'  Should  it  happen  that  the  prisms  are  not  sufficiently  strong  to  cause  diplopia,  a  sup- 
plemental prism  can  bo  slipped  behind  the  slide,  with  its  base  in,  taking  care  that  its  axis 
is  placed  and  remains  horizontal. 

'  E.  H.  Maddox,  Ophthalmic  Eeview,  May,  1890. 
Vol.  II.— 12 
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FiQ.  7. 


With  the  lens  the  image  of  the  candle- flame  twenty  feet  distant,  seen 

through  the  stenopaiic  opening,  is  a 
large  and  perfectly  defined  disk  of 
diffused  light. 

If  a  convex  lens  is  covered,  except 
at  the  optical  centre,  where  a  small 
opening  acts  as  a  stenopaeic  window, 
the  small  opening  serves  the  double 
purpose  of  preventing  an  adjustment 
of  the  lens  as  a  prism,  and  of  cutting 
off  the  halo  in  such  a  manner  as  to 
give  the  impression  of  an  exact  disk 
of  light  bordered  by  a  frame.  A  disk 
of  the  size  of  the  lenses  of  the  trial 
case,  perforated  by  an  opening  of  the 
required  diameter  and  supplied  with 
a  perfectly  centred  lens  of  1 3  D  focus, 
is  a  convenient  form.  It  may  be  used 
with  a  handle  (Fig.  7  B),  enabling  the 
patient  to  hold  it  in  his  own  hand,  or 
it  can  be  placed  in  the  trial  frame. 

In  orthophoria  the  untransformed 
image  should  be  found  exactly  in  the 
centre  of  the  disk.  In  heterophoria  it  will  tend  towards  or  beyond  the 
border.  If  the  flame  sinks  below  or  rises  above  the  centre,  while  at  the 
same  time  it  deviates  laterally,  we  thereby  discover  by  a  single  compre- 
hensive view  all  the  elements  of  a  compound  deviating  tendency,  so  far,  at 


stenopaeic  lens  and  handle. 


Tig.  8. 


Position  of  candle  flame  in 
orthophoria. 


Relative  position  of  candle  flame  in 
heterophoria. 


least,  as  that  tendency  is  manifest.  (Fig.  8.)  In  this  important  respect  the 
stenopicic  lens  pi-esents  a  featiu-e  both  unique  and  of  much  significance. 

The  disadvantages  of  this  instrument  are  those  common  to  every  instru- 
ment held  close  to  the  eye  when  in  use  in  these  examinations. 

The  theory  that  with  such  contrasting  images  the  desire  to  make  adjust- 
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ments  with  respect  to  the  maculte  is  suppressed  has  little  foundation  in  fact. 
All  such  tests  must  be  provisional  and  auxiliary,  and  it  cannot  be  said  that 
any  of  the  class  of  instruments  designed  to  be  held  near  the  eye  possesses 
any  marked  advantage  over  the  ordinary  prism,  while  the  prism  has  the 
advantage  of  more  rapid  use.  There  are  other  important  elements  of  error 
in  the  use  of  all  of  this  class  of  instruments  for  inducing  contrasting  images, 
which  need  not  be  discussed  here.  With  these  instruments  rudely  approxi- 
mate results  only  may  be  reached.  For  determinations  in  which  operations 
are  to  follow  it  is  safer  to  trust  to  the  phorometer. 

If  with  the  phorometer  we  could  assume  that  the  condition  of  all  the 
directing  muscles  is  in  such  a  state  of  passivity  as  to  permit  of  a  registering 
of  the  absolute  heterophoria,  no  further  examination  in  this  respect  would 
be  required.  The  practical  fact  is  that  the  heterophoria  manifest  is  often 
less  than  the  absolute.  We  should  therefore  avail  ourselves  of  all  the 
means  of  arriving  at  a  knowledge  of  the  actual  dynamic  condition  of  the 
eye-muscles.  We  require  also  confirming  tests  in  diflferent  ways,  inasmuch 
as  we  may  be  misled  by  any  single  test. 

The  eifort  to  unite,  by  the  exertion  of  the  force  of  the  muscles  rotating 
the  eyes  outward,  images  which  have  been  separated  by  a  prism  with  its 
base  in,  is  known  as  Abduction}  The  effort  to  overcome  diplopia  caused 
by  a  prism  with  its  base  out,  by  exertion  of  the  muscles  which  rotate  the 
eyes  in,  is  known  as  Adduction.^  The  ability  to  overcome  a  prism  with  its 
base  down  before  one  eye  is  known  as  Sursumduction.^ 

A  prism  with  its  base  down  befoi*e  one  eye  is  equivalent  in  its  action 
to  a  prism  with  its  base  up  before  the  other  eye. 

The  ability  to  unite  images  by  overcoming  the  effect  of  a  prism  with  its 
base  down  before  the  rigtit  eye  or  its  base  up  before  the  left  eye  is  known 
as  Right  Sursumduction.  A  corresponding  ability  when  the  prism  is  placed 
with  its  base  down  before  the  left  eye  or  up  before  the  right  eye  is  Left 
Sursumduction. 

The  standard  of  abduction  (uniting  with  a  prism  with  its  base  to  the 
nose)  adopted  by  myself  many  years  ago  is  8°  (prism) 

A  prism  of  that  grade  should  be  overcome,  and  images  of  an  object 
situated  at  not  less  than  twenty  feet  distant  should  blend.^  Many  years  of 
close  observation  have  confirmed  the  correctness  of  this  standard. 

The  ability  to  blend  images  of  an  object  at  a  similar  distance  when 
prisms  with  the  bases  out  are  used  (adduction)  should  be  about  50°  (prism), 
but  this  ability  may  be  so  greatly  modified  by  practice  that  an  exact  standard 
of  adduction  is  not  to  be  expected.    Yet,  should  the  adducting  ability  fail 


*  Von  Graefe,  Archiv  fiir  Ophthalmologie,  Bd.  viii.,  2. 
^  Von  Graefe,  op.  cit. 

^  Stevens,  Archives  d'Ophtalmologie,  November,  1886. 

*  Op.  cit. 

*  If  adduction  is  tested  at  a  point  removed  less  than  twenty  feet,  the  abduction  should 
be  greater  :  e.g.,  suppose  at  fifteen  feet,  the  abduction  should  be  about  10". 
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to  reach  50°  after  a  reasonable  amount  of  practice,  it  is  likely  to  be 
deficient. 

The  sursumduction  ability  is  in  the  majority  of  cases  about  2°  (prism), 
but  frequently  in  myopia  of  high  grade  and  in  some  exceptional  conditions 
in  which  myopia  does  not  exist  the  sursumduction,  both  right  aud  left,  may 
reach  9°,  or  even  more. 

Applying  these  principles  to  an  actual  examination  of  the  eyes,  then, 
we  learn,  first,  the  record  of  the  phororaeter.  We  next  apply  the  test  for 
abduction,  placing  a  prism  of  4°  or  5°  with  its  base  nasalward  before  one 
eye,  while  the  examined  person  looks  at  a  bright  point, — e.g.,  the  flame  of 
a  candle  twenty  feet  distant.  If  the  images  continue  united,  we  may  u.se  a 
stronger  prism,  (The  simple  prism  taken  from  the  trial  case  is  in  every 
way  the  most  convenient  and  satisfactory  means  of  testing  abduction.)  If 
the  images  separate,  we  require  the  person  examined  to  use  strenuous  effort 
to  cause  them  to  unite.  If  this  is  accomplished,  we  interpose  a  stronger 
prism,  or  use,  in  addition  to  the  one  already  placed,  a  weak  one  before  the 
other  eye.  Thus,  step  by  step,  we  advance  to  the  highest  prism  that  cau  be 
overcome,  which  marks  the  abduction. 

Then  in  similar  manner  the  sursumduction  may  be  tested ;  but  between 
testing  in  one  and  the  other  direction  for  sursumduction  some  minutes  must 
elapse. 

Last  of  all  the  adduction  may  be  tried. 

Let  us  suppose  that  the  phorometer  has  registered  esophoria  and  exopho- 
ria  and  hyperphoria  0°,  and  that  by  abduction  a  prism  of  8°  is  overcome  by 
some  effort ;  also  that  sursumduction  right  and  left  are  equal.  These  are 
ideal  tests,  and  indicate  no  manifest  heterojjhoria.  In  the  majority  of  such 
cases  practical  orthophoria  may  be  thought  to  exist.  Nevertheless,  even 
these  tests  do  not  prove  the  absence  of  latent  heterophoria,  and  even  with 
such  favorable  tests  an  adjustment  above  oi'  below  the  most  favorable  i)lane 
may  exist  for  both  eyes. 

Let  us  next  suppose  the  phorometer  to  indicate  esophoria  3°,  hyper- 
phoria 0°,  abduction  5°,  and  sursumduction  right  and  left  each  2°.  We 
may  without  hesitation  assume  that  there  is  a  simple  manifest  tendency  of 
the  visual  lines  inward,  and  we  may  at  once  hand  to  the  patient  spectacles 
of  1°  prism,  base  out,  for  each  eye  for  temporary  use.  This  is  1°  less  than 
the  manifest  esophoria,  as  it  should  be  in  nearly  every  instance. 

Let  us  make  a  third  supposition.  We  have  esophoria  0°,  exophoria  0°, 
hyperphoria  0°,  with  abduction  not  exceeding  5°.  This  restricted  abduc- 
tion may  indicate  esophoria  which  by  virtue  of  a  sufficient  effort  the  patient 
renders  latent,  or  it  may  represent  the  existence  of  a  moderate  element  of 
hyperphoria,  but  more  frequently  it  indicates  a  tendency  on  the  part  of  the 
visual  lines  of  both  eyes  to  rise  above  the  most  favorable  plane  (anophoria), 
or  to  fall  below  it.  It  is  best  to  wait  before  applying  a  temporary  prism 
until  a  second  or  third  examination.  Then,  if  the  tests  continue  as  before, 
and  there  is  no  symmetrical  excess  in  the  rotations  up  or  down,  we  may  use 
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a  prism  of  1°,  permitting  the  patient  to  use  it  a  clay  or  two  continuously. 
If  we  have  to  deal  with  simple  csophoria,  we  are  likely  to  find  that  the 
tension  of  the  muscles  has  somewhat  relaxed,  and  that  esophoria  in  excess 
of  the  glass  will  be  sliown  by  the  phorometer. 

On  the  other  hand,  should  the  abduction  be  in  excess,  while  no  exo- 
phoria  is  manifest,  we  may  again  suspect  either  hyperphoria  or  a  tendency 
of  both  visual  lines  above  or  below  the  best  plane.  "We  may,  with  equal 
care,  use  a  weak  prism  with  its  base  in,  when,  if  exophoria  beyond  the  prism 
becomes  manifest,  we  may  follow  as  closely  as,  in  our  judgment,  the  case 
may  demand. 

We  have  greater  difficulty  when  by  the  phorometer  we  find  exophoria 
with  abduction  considerably  below  the  standard,  or  esophoria  with  excessive 
abduction.  In  general,  we  shall  find  the  existence  of  anophoria  or  kato- 
phoria  by  the  tropometer,  or  in  the  absence  of  these  we  may  assume  the 
existence  of  latent  hyperphoria,  and  perseverance  should  be  observed  in  the 
efforts  to  render  it  manifest.  Corrections  of  esophoria  or  exophoria  by 
operative  means  should  not  in  this  class  of  cases  be  attempted  before  all  the 
tests  are  brought  into  harmonious  relations. 

It  should  not  be  forgotten  that  the  manifest  heterophoria  is  usually  only 
a  portion  of  the  absolute  heterophoria,^  and  that,  in  order  to  reveal  more 
approximately  the  absolute  defect,  repeated  examinations  should  be  made 
and  approximate  means  for  relaxing  the  tensions  of  the  muscles  should  be 
employed.  The  use  of  temporary  prisms  was  adopted  by  me  and  suggested 
to  the  profession  several  years  ago,  and  the  rule  then  announced,  that  such 
prisms  should  be  of  less  grade  than  a  nominal  correction  of  the  known 
defect,  in  order  that  an  apparent  anomaly  be  not  induced  by  the  correcting 
glasses,  should  be  carefully  observed. 

These  temporary  prisms,  which  should  follow  but  should  not  lead  the 
anomaly,  may  be  increased  in  strength  from  time  to  time,  as  the  case  may 
require.  For  example,  should  a  patient  manifesting  2°  esophoria  use  a 
prism  of  1°  for  a  day  or  two,  a  larger  record  of  the  anomaly  is  likely  to  be 
made,  and  the  patient  may  safely  use  a  prism  of  1°  for  each  eye,  and  thus 
an  advance  by  careful  increase  of  the  correcting  glasses  may  be  made.  But 
if  this  method  is  practised  while  an  important  condition  of  anophoria  or 
katophoria  is  present,  the  resulting  esophoria  or  exophoria  may  be  the  mani- 
festation of  the  vertical  tension  only. 

In  the  temporaiy  correction  of  hyperphoria  the  same  general  principles 
apply. 

Nothing  has  been  said  thus  far  of  testing  at  near  points,  because  tests 
of  the  state  of  the  ocular  muscles  made  at  near  points  have  no  direct  value.^ 
It  may,  however,  in  certain  cases  be  found  advantageous  to  ascertain  the 
action  at  the  reading  distance  as  a  collateral  test. 

In  the  best  condition  of  equilibrium  there  will  generally  appear  exo- 


>  Stevens,  Archives  d'Ophtalmologie,  1886. 


'  Op.  cit. 
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phoi'ia  in  accommodation  4°  or  5°,  and  this  should  be  taken  into  account 
in  adjustments  for  glasses  for  reading ;  for  if  the  exophoria  in  accommo- 
dation as  shown  by  a  prism  is  abolished,  the  patient  is  given  a  practical 
esophoria. 

This  important  point  in  adjusting  reading  glasses  often  demands  careful 
attention.  By  pursuing  the  following  very  simple  method,  the  comfort  to 
be  obtained  from  glasses  designed  for  use  only  at  near  points  may  be 
materially  increased. 

The  proper  glasses  having  been  selected,  place  them  in  one  of  the  adjust- 
able trial  frames  in  common  use,  with  the  optical  centres  at  the  height  of 
the  pupil.  Then  adjust  the  phorometer  for  exophoria  6°,  and  bring  the 
slide  within  one  or  two  inches  of  the  eyes  of  the  patient.  Hold  a  card,  on 
which  is  a  single  dot,  or  through  which  is  made  a  small  opening,  in  front  of 
the  instrument  and  at  the  distance  of  ordinary  reading.  Now,  by  means  of 
the  screw  of  tiie  adjustable  trial  frame,  bring  the  two  images  of  the  dot  or 
other  mark  to  a  vertical  line.  Measure  the  distance  between  the  optical 
centres,  which  is  the  distance  at  which  the  optical  centres  of  the  permanent 
glasses  should  stand.  Some  cases  require  the  adjustment  to  be  for  rather 
more  than  5°. 

The  poiver  of  convergence  should  also  be  observed,  but  by  itself,  as  a 
separate  phenomenon,  it  gives  us  little  important  information.  Indeed, 
insufficiency  of  convergence  is  not  infrequently  associated  with  a  tendency 
of  the  visual  lines  inward  amounting  to  actual  squint.' 

As  a  good  converging  ability  may  be  absent,  even  if  there  is  marked 
deviation  of  the  visual  lines  inward,  so  there  may  be  excessive  converging 
power  when  exophoria  of  a  high  degi-ee  is  manifest. 

The  fact  of  a  deficient  converging  power  associated  with  esophoria  is 
indicative  of  anomalous  tensions  in  the  vei-tically  acting  muscles,  in  the 
form  either  of  hyperphoria  or  of  an  unfavorable  tendency  of  both  visual  lines 
to  rise  above  or  fall  below  the  horizontal  plane  of  the  primary  position. 
This  absence  of  converging  power  should  warn  the  surgeon  against  the 
assumption  that  he  is  dealing  with  a  simple  case  of  esophoria.  Similar 
caution  should  be  observed  in  cases  of  excessive  convergence  associated  witli 
a  high  degree  of  exophoria. 

Observation  of  the  movement  of  an  eye  as  it  passes  from  exclusion  to 
fixation  may  also  alford  information  of  importance.  This  method  of  obser- 
vation is  a  useful  one,  which  will  not  be  discussed  in  this  place.  It  will  be 
described  later. 

CLASS  III. — HETEROTROPIA. 

Turning  from  those  conditions  of  the  eye-muscles  in  wliich  binocular 
vision  is  not  only  possible  but  habitual,  to  those  cases  not  pathological  (sub- 
class a)  in  which  diplopia  (conscious  or  unconscious)  is  the  liabitual  and  single 
vision  the  exceptional  condition,  even  if  the  latter  is  ever  possible,  we  find 


»  Stevens,  Archives  of  Ophthalmology,  1889,  p.  887. 
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occasion  to  vary  our  tests.  In  a  large  proportion  of  the  cases  of  this  class 
we  are  forced  to  accept,  tentatively,  tor  certain  classes  of  tests  rude  approxi- 
mations to  the  truth.  Too  little  attention  to  such  examinations  as  can  be 
made  in  heterotropia  leads  to  unfortunate  results  in  the  operative  treatment. 
No  really  valuable  success  in  the  attempt  to  establish  binocular  vision  in 
cases  of  squint,  by  operation  or  otherwise,  can  be  attained  without  an 
acquaintance  with  the  details  of  the  relative  tensions  of  the  various  eye- 
muscles.^  To  this  end  a  knowledge  of  the  relative  positions  of  the  images 
of  the  two  eyes  is  essential.^ 

The  determination  of  these  positions  is  rarely  easy,  and  is  often  ex- 
tremely difficult.  In  many  cases  of  strabismus  the  patient  is  at  first  un- 
convinced of  the  fact  of  his  diplopia,  and  in  such  cases  the  patience  and 
skill  of  the  surgeon  are  put  to  the  test. 

In  arraiiffins:  the  discussion  of  the  means  of  determining  the  character 
and  extent  of  heterotropia,  the  cases  may  be  conveniently  grouped  according 
to  the  comparative  ease  with  which  the  examination  may  be  made. 

In  physiological  heterotropia  of  slight  extent,  and  in  cases  in  which 
double  images  are  recognized  without  much  difficulty,  we  may  proceed  in 
much  the  same  way  as  in  heterophoria.  In  many  cases  it  becomes  necessary 
to  give  to  the  images  of  the  two  eyes  contrasting  colors,  which  is  best  done 
by  placing  a  red  glass  before  one  eye,  usually  the  best  seeing  eye.  If  the 
patient  with  this  contrast  recognizes  the  two  images  {e.g.,  the  flame  of  a 
candle  at  twenty  feet),  we  may  learn  their  relative  positions. 

,1.  If  they  are  not  in  the  same  horizontal  plane,  we  employ  prisms 
from  the  trial  case  to  bring  them  to  such  a  plane,  placing  the  prism  or  prisms 
with  the  bases  up  or  down,  as  may  be  required,  to  effect  this  purpose.  If 
the  image  seen  by  the  left  eye  is  higher  than  that  seen  by  the  right,  there  is 
right  hypertropia  measured  by  the  prism  that  brings  the  images  to  the  same 
level.    In  left  hypertropia  the  right  eye  image  appears  above. 

2.  If  the  images  are  seen  separated  in  the  lateral  direction,  we  learn 
whether  the  images  are  homonymous  (esotropia)  or  heteronymous  (exo- 
tropia),  and  in  either  case  we  ascertain  the  strength  of  the  prism  required 
to  bring  them  together,  or,  if  they  are  not  in  the  same  horizontal  plane,  to 
the  same  vertical  line.  In  many  cases  of  low  degree  of  heterotropia  the 
phorometer  (with,  perhaps,  the  aid  of  a  colored  glass)  will  best  serve  in 
making  the  determinations. 

In  the  trials  above  described,  the  prisms  which  served  to  unite  images 
and  thus  correct  the  heterotropia  do  not  necessarily  indicate  the  absolute 
tensions  which  induce  the  deviations.  Indeed,  they  may  come  far  short  of 
it.  The  phorometric  measurement  will,  however,  most  neai'ly  approximate 
to  the  actual  condition. 

1  Stevens,  Archives  of  Ophthalmology,  1889. 

'  It  cannot  be  too  strongly  impressed  upon  the  mind  of  the  student  of  this  subject  that 
measuring  squint  by  so-called  strabometers  must  be  abandoned  by  one  who  proposoe  to 
operate  for  squint  with  the  view  to  ultimate  good  binocular  vision. 
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In  a  second  group  of  cases  greater  difficulties  are  encountered.  The 
image  of  one  eye  has  been  so  long  mentally  suppressed  that  the  patient 
rejects  the  idea  of  diplopia.  The  difficulty  is  in  some  measure  removed  if 
the  examination  is  conducted  in  a  room  dark  except  for  the  light  of  a  candle 
at  the  farther  side  from  the  patient.  By  repeated  cliangings  of  the  i-elative 
positions  of  the  two  images,  such  as  may  be  induced  by  placing  a  strong 
prism  in  various  directions,  at  the  same  time  instructing  the  patient  when 
and  how  to  direct  attention  in  the  search  for  the  second  image,  success  may 
crown  the  effiDrts,  perhaps,  after  many  days.  •  The  patient  may  in  certain 
cases  be  aided  in  his  search  if  an  assumed  partial  correction  by  prisms  of 
pretty  high  grade  is  permitted  to  remain  in  the  trial  frames  while  the  changes 
are  made  by  a  free  prism. 

An  approximate  estimate  of  the  deviations  and  their  directions  may  be 
made  by  the  examination  of  the  deviations  in  exclusion. 

In  the  examination  of  the  deviations  in  exclusion  we  find  two  elements, 
— the  first  being  the  movement  which  can  be  observed  by  the  examiner  as 
the  patient  brings  one  or  other  eye  from  exclusion  to  fixation,  the  other 
the  lesser  movement,  which  the  examiner  cannot  perceive,  but  which  may 
be  recognized  by  the  patient  in  the  slight  apparent  movement  of  the  object 
looked  at  as  the  small  screen  (e.g.,  a  small  visiting-card)  is  passed  from 
in  front  of  one  eye  to  in  front  of  the  other.  This  little  movement  of  the 
object  as  observed  by  the  patient  has  been  called  by  Dr.  Alexander  Duane 
the  parallax  test.  The  examiner  should  observe  the  movement  of  the  eye 
as  it  changes  from  exclusion  to  fixation,  and  neutralize  the  movement  with 
prisms  so  long  as  it  can  be  observed  by  himself  The  observation  of  the 
patient  is  then  brought  to  bear,  and  stronger  prisms  are,  if  necessary,  used 
until  the  patient  can  detect  no  further  movement  in  the  original  direction. 
A  movement  in  the  opposite  direction  indicates  an  over-correction. 

The  extent  of  movement  ascertained  by  the  observation  of  the  examiner 
and  by  that  of  the  one  examined  may  be  recorded  uuder  the  term  Deviation 
in  Exclusion. 

In  a  great  proportion  of  cases  of  heterotropia  this  deviation  is  com- 
pound, and  the  diffisrent  elements  of  the  deviation  should  be  carefully 
estimated. 

It  not  infrequently  occurs  that  each  of  the  eyes  may  be  seen  to  deviate 
up  behind  the  screen  while  the  other  is  in  fixation  (anotropia),  or  down  in 
like  circumstances  (katotropia).  In  such  cases  a  prism  before  a  single  eye 
does  not  neutralize  the  movements,  but  symmetrical  prisms  before  both  eyes 
may  do  so. 

The  positions  of  the  double  images  in  cases  of  considerable  deviation 
are  sometimes  misleading.  It  may  happen  that  crossed  diplopia  is  observed 
while  there  is  marked  convergent  squint,  and  homonymous  dii>lopia  when 
the  eyes  as  evidently  turn  outward.  In  such  cases  great  caution  should  be 
observed  in  respect  to  operative  correction,  for,  although  it  may  not  be  easy 
to  demonstrate,  there  is  presumably  a  vertical  deviation  as  well  as  a  lateral 
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one.^  Indeed,  such  a  vertical  deviation  should  always,  when  incongruities 
of  this  kind  present  themselves,  be  assumed  to  exist. 

It  may  therefore  be  advisable  that  operative  corrections  be  made  for 
much  less  than  the  apparent  deviation,  thus  bringing  the  visual  lines  into 
closer  relations,  when  the  actual  deviations  can  be  better  studied  before  pro- 
ceeding to  the  final  corrections.  If,  however,  there  is  an  important  defect 
in  the  rotations  in  the  lateral  or  in  the  vertical  direction,  as  shown  by  the 
tropometer,  such  defect  should  receive  the  first  attention. 

A  third  group  within  this  class  presents  still  greater  difficulties.  In  the 
cases  of  this  group  one  eye  has  become  so  completely  amblyopic  that  the 
patient  either  fails  to  recognize  the  existence  of  such  an  object  as  a  candle- 
flame  by  the  use  of  that  eye,  or  if,  after  some  seax'ch,  he  is  able  to  discover 
it,  it  is  located  far  to  one  side  of  the  field  of  regard,  and  he  is  absolutely 
unable  to  locate  the  position  of  the  object  in  space.  Here,  again,  partial 
operative  correction  may  be  made  of  the  apparent  strabismus,  careful 
tropometric  measurements  being  taken  into  consideration,  and  then  time 
allowed  for  the  patient  to  learn  to  recognize  the  true  position  of  the 
object.  In  most  instances,  if  reasonable  attention  has  been  given  to  the 
indications  of  the  tropometer  in  making  these  tentative  corrections,  a  few 
months  serve  to  enable  him  to  do  this,  but  in  exceptional  cases  the  ability 
to  locate  by  the  amblyopic  eye  remains  wanting  after  many  months. 

CLASS  IV. — ANOTROPIA,  KATOTROPIA. 

E'rom  what  has  already  been  said,  it  will  appear  that  many  cases  of 
esotropia  and  exotropia,  esophoria  and  exophoria,  depend  upon  the  unfavor- 
able tensions  of  the  vertically  acting  muscles,  and  the  rotations  of  the  eyes 
in  the  vertical  directions  should  be  studied  in  interpreting  the  deviations 
and  tendencies  in  or  out. 

The  eyes  should  rotate  upward  at  least  33°  (of  arc)  and  downward  at 
least  50°.  (In  old  age  these  rotations  are  lessened.)  The  nasal  and 
temporal  rotations  should  be  each  from  48°  to  53°.  An  excess  of  33° 
upward  or  of  50°  downward  should  be  regarded  as  anomalous.  If  in  a 
case  of  converging  or  of  diverging  strabismus  the  temporal  and  nasal 
rotations  do  not  greatly  vary  from  the  normal,  care  should  be  observed 
in  regard  to  operations  on  the  interni  or  externi,  inasmuch  as  extreme 
cases  of  squint  often  arise  largely,  or  even  entirely,  from  vertical  tensions. 

The  tropometer  is  designed  to  measure  the  rotations  of  the  eye  in  all 
directions.^  It  consists  of  a  telescope  in  which  an  aerial  image  of  the  cornea 
is  formed  near  the  eye-piece.  A  scale,  graduated  to  measure  the  rotations 
of  the  eye  in  all  directions,  is  placed  at  the  point  where  the  image  is 
formed. 

The  scale  of  the  tropometer  is  represented  in  Fig.  10.    After  placing 


^  Stevens,  Archives  of  Ophthalmology,  1889,  p.  329. 
'  Annales  d'Oculistique,  July,  1895. 
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the  head  iu  the  rest  in  sucii  a  way  that  the  two  selected  points — the  glabella 
and  the  commissure  of  the  upper  lip— are  exactly  vertical,  the  instrument  is 
to  be  so  adjusted  that  the  border  of  the  cornea  is  exactly  in  contact  with  the 


Pig.  9. 


The  tropometer. 
FiQ.  10. 


Tropometer  scale  as  seen  magnified  by  the  ocular. 

line  a  or  b,  while  the  observed  eye  looks  directly  at  a  spot  at  the  centre  of 
the  object-glass.  The  person  examined  is  then  directed  to  rotate  the  eye  in 
the  given  direction  to  the  greatest  possible  extent,  while  the  head  is  kept 
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strictly  immovable.  The  rotation  of  the  eye,  as  indicated  by  the  change  of 
position  of  the  border  of  the  cornea,  is  shown  at  c. 

EXAMINATIONS  OF  PARALYSIS  OF  THE  OCULAR  MUSCLES. 
(Heterotropia,  sub-class  b.) 

The  diagnosis  of  paralysis  and  the  determination  of  the  muscle  specially 
affected  may  be  made  by  observation  of  (a)  the  rotating  ability  in  various 
directions,  and  of  {b)  the  diplopia  which  usually  results  when  the  eyes  are 
turned  in  certain  directions. 

Double  vision  is  the  phenomenon  which  generally  calls  attention  to  the 
existence  of  paralysis,  and  it  is  through  the  peculiarities  in  the  manifestation 
of  this  phenomenon  that  the  most  valuable  data  for  the  localization  of  the 
affection  are  obtained. 

In  a  small  proportion  of  cases,  notably  those  which,  originating  in 
infancy,  have  been  of  long  standing,  double  images  are  mentally  suppressed. 
In  the  great  majority  of  cases,  however,  the  double  images,  the  false  pro- 
jection, and  the  frequently  accompanying  vertigo,  all  of  sudden  accession, 
compel  a  recognition  of  the  anomalous  condition. 

The  fact  of  the  existence  of  paralysis  of  one  or  more  muscles  having 
been  ascertained,  we  may  in  many  instances,  by  a  careful  examination  of  the 
rotations  of  each  eye,  by  general  inspection,  and  by  tropometric  measure- 
ments, determine  not  only  to  which  eye  the  affected  muscle  belongs,  but  the 
muscle  or  muscles  which  are  at  fault.  For  example,  should  it  be  found 
that  double  vision  in  the  horizontal  plane  on  looking  to  one  side  has  been 
developed  (binocular  vision  having  previously  existed),  and  that  the  tem- 
poral rotation  of  the  right  eye  is  much  restricted  while  that  of  the  left  is 
free,  we  may  assume  that  the  external  rectus  muscle  of  the  eye  with  the 
restricted  rotation  is  the  affected  one. 

It  is  not  always  so  easy  to  determine  the  restrictions  of  rotation,  espe- 
cially when  the  paralysis  is  quite  incomplete,  or  when  the  oblique  muscles 
are  the  seat  of  the  affection. 

In  examining  the  rotation  the  examiner  may  hold  an  object — for  example, 
a  pencil — before  the  eyes  of  the  patient,  and  direct  him  to  follow  with  his 
eyes  all  its  movements  while  the  head  remains  immovable.  Still  better, 
he  may  arrive  at  correct  results  by  the  use  of  the  tropometer.  If  there 
is  marked  restriction  in  either  of  the  lateral  or  of  the  vertical  movements, 
the  observer  carefully  compares  the  rotation  in  this  respect  with  that  of  the 
opposite  eye  and  with  what  should  be  the  normal  extent  of  the  movement 
in  question. 

In  marked  paralysis  of  any  single  rectus  muscle  this  examination  is 
sufficient  to  enable  the  examiner  to  locate  the  affected  muscle. 

In  more  obscure  cases  the  determination  of  the  disabled  muscle  is  made 
by  the  relative  positions  of  and  the  variation  of  the  distances  between  the 
double  images  as  the  gaze  is  directed  towards  diffei'cnt  points. 

The  image  lying  farthest  in  the  direction  in  which  the  separation  is 
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greatest  always  belongs  to  the  affected  eye.  The  farther  the  gaze  is  turned  in 
the  direction  of  the  affected  muscle  the  farther  apart  the  images  will  appear. 

Let  us,  for  example,  suppose  a  paralysis  of  the  internal  rectus  of  the 
right  eye.  If  the  gaze  is  turned  towards  the  right,  there  will  be  no  diplopia ; 
but  if  directed  towards  the  left,  towards  the  affected  muscle,  diplopia  at  once 
occurs,  and  increases  in  proportion  to  the  extent  of  the  turning.  In  this 
case  the  right-eye  image  passes  to  the  left,  while  the  lefl>eye  image  is  seen 
at  the  right.  Bearing  in  mind  these  two  rules,— first,  the  rotation  is  restricted 
in  the  direction  of  the  affected  muscle,  and,  second,  diplopia  increases  in  the 
direction  of  the  action  of  that  muscle, — we  can  without  difficulty,  by  means 
of  the  following  scheme,  locate  the  paralyzed  or  paretic  muscle  in  cases  of 
affection  of  a  single  muscle. 

GENERAL  SCHEME  OP  DIPLOPIA  IN  PARALYSIS  OF  THE  OCULAR  MUSCLES.^ 

Diplopia  caused  by  lateral  rotations  in  the  median  plane. 

Images  homonymous,  paralysis  of  the  externus  of  the  eye  towards  which 
the  rotations  cause  the  greatest  separation  of  the  images. 

Images  crossed,  paralysis  of  the  internus  of  the  eye  towards  which  the 
rotations  cause  the  least  separation. 

Diplopia  induced  by  vertical  rotations  above  the  median  plane. 
The  higher  image  belongs  to  the  affected  eye. 
Images  homonymous,  paralysis  of  the  inferior  oblique  of  that  eye. 
Images  crossed,  paralysis  of  the  superior  rectus  of  that  eye. 

Diplopia  induced  by  vertical  rotations  below  the  median  plane. 
The  lower  image  belongs  to  the  affected  eye. 
Images  homonymous,  paralysis  of  the  superior  oblique. 
Images  crossed,  paralysis  of  the  inferior  rectus. 

Coexisting  exophoria  of  sufficient  degree  may  cause  the  images  in  paral- 
ysis of  the  obliques  to  become  crossed ;  and  esophoria,  in  like  manner, 
may  cause  the  images  in  paralysis  of  the  superior  and  inferior  recti  to 
become  homonymous.  In  such  case  diagnosis  may  be  aided  by  the  tilting 
of  the  images.  If  the  tilting  of  the  upper  end  of  one  image  inward  in- 
creases with  the  rotation  above  or  below  the  median  plane,  paralysis  of 
the  rectus  muscle  is  suggested.  If  the  tilting  of  the  upper  end  outward 
increases  with  the  rotation  above  or  below  the  median  plane,  paralysis  of 
one  of  the  obliques  is  suggested. 

Examinations  of  the  extent  of  diplopia  in  paralysis  may  be  roughly 
estimated  by  the  perimeter.  Those  described  in  some  of  the  text-books 
scarcely  serve  to  indicate  the  rotations  of  the  visual  lines.  A  method 
described  by  the  author^  is  more  satisfactory,  but  even  this  gives  only  a 
vague  idea  of  the  real  condition. 


*  Stevens,  Ophthalmic  Kecord,  July,  1894. 

'  Proceedings  of  the  International  Mediool  Congress,  Washington,  1887. 
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Fig.  1. 


GENERAL  PART. 
By  the  field  of  vision  we  understand  that  part  of  space  which  is 
simultaneously  perceptible  to  an  eye  daring  sustained  central  fixation. 
That  angle  which  two  visual  lines  drawn  to  the  terminal  points  of  an 
observed  object  form  together  is  known  as  the  visual  angle.  If  all  the 
cones  lying  along  the  periphery  of  the  retina  {ab  and  cd,  Fig.  1)  be  drawn 
outward  into  space,  they  will  embrace  a  cone  (Fig.  1) 
whose  apex  lies  in  the  nodal  point  of  the  eye.  The 
base  of  this  cone,  g'g'  or  h'h',  represents  a  field  of 
vision  projected  either  upon  a  flat  surface,  gg,  or 
upon  a  hollow  sphere,  hh.  The  fixation-point  F 
lies  in  the  visual  field  at  the  point  Avhere  the 
base  of  the  cone  is  cut  by  its  axis.  If  the  dis- 
tance along  the  visual  axis  mk  be  increased,  the 
base  of  the  cone,  and,  consequently,  the  visual 
field,  will  increase  in  equal  extent  until  at  an 
infinite  distance  it  will  become  infinitely  large. 
Clinically  it  is  best  to  obtain  the  field  of  vision 
upon  a  graduated  blackboard  placed  at  a  fixed  distance  from  the  eye,  or 
upon  a  graduated  hollow  sphere  known  as  a  perimeter.  Along  the  separate 
meridians  of  the  blackboard  gg  or  the  hollow  sphere  hh  a  white  or  colored 
object  of  a  fixed  area  is  to  be  moved  towards  the  fixation-point  F,  which 
lies  in  the  centre  of  the  graduations,  and  the  points  at  which  the  object 
is  first  perceived  in  the  periphery  of  the  meridian  are  then  to  be  noted. 
The  results  are  entered  upon  a  diagram  (Fig.  2)  representing  the  various 
graduations. 

In  order  to  be  able  to  draw  proper  conclusions  for  the  comparison 
between  fields  of  vision  found  in  pathological  conditions,  it  is  necessary  to 
establish  an  average  form  and  extent  of  a  normal  field  of  vision  in  the 
healthy  emmetropic  eye.    Since  in  the  cortex,  in  the  region  of  the  calca- 
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riue  fissure  upon  each  hemisphere,  the  stimuli  conveyed  from  the  retina 
become  transformed  into  their  physical  correlative,  light-perception,  and 
since  certain  areas  of  these  cortical  sight-centres,  as  well  as  certain  groups 
of  fibres  of  the  conductive  appai-atus,  stand  in  functional  relations  to  cer- 
tain parts  of  the  retina,  it  follows  that  all  lesions  which  affect  the  long 
path  from  the  retina  to  the  ganglion-cells  of  the  cortex,  the  fibres  of  con- 
duction, the  primary  centres,  and  the  cortical  centres  of  vision  cause  a 
deficiency  of  the  sensation  in  those  parts  of  the  field  of  vision  which  stand 
in  direct  anatomical  connection  with  the  diseased  portions  of  the  apparatus. 
Again,  as  the  measurement  of  the  visual  field  and  the  registration  of  the 
obtained  results  in  fixed  diagrams  have  made  it  possible  to  represent 
graphically  the  intensity  and  extent  of  existing  visual  disturbances  and 
to  compare  these  pictures  with  one  another,  it  can  be  proved  that  certain 
defects  in  the  field  of  vision  correspond  with  certain  disease- processes. 
Moreover,  a  more  precise  diagnosis  has  been  rendered  possible  by  this 
method  in  lesions  of  those  parts  of  the  optic  tract  in  which  the  ophthalmo- 
scope cannot  aflPord  any  assistance.  Perimetry  has  obtained  a  still  greater 
diagnostic  importance,  since  careful  study  of  the  results  of  microscopical 
examination,  with  exact  sketches  of  the  field  of  vision,  has  widened  our 
knowledge  about  the  partial  course  of  the  fibres  in  the  optic  ti'acts,  and 
seems  about  to  fix  the  distinguishing  symptoms  under  which  neuritis, 
primary  atrophy,  and  purely  functional  disturbances  make  their  appear- 
ance in  the  visual  field,  as  well  as  with  regard  to  their  prognosis  and 
treatrnent. 

In  every  case,  however,  the  method  is  of  diagnostic  value  only  when 
central  visual  acuity,  light-sense,  and  the  ophthalmoscopic  appearances 
have  been  determined. 

As  visual  acuity  is  greatest  in  the  fovea  centralis,  and  as  in  the 
normal  eye  the  ball  is  placed  in  such  a  way  that  the  image  of  an  object 
is  projected  upon  the  macula  lutea,  it  seems  natural  that  this  point  should 
be  considered  as  the  centre  of  the  field  of  vision.  The  measurements  of 
the  field  of  vision  in  normal  eyes  have  proved  that  the  limits  of  the 
visual  field  are  not  situated  at  the  same  distance  from  this  point  of  fixa- 
tion in  every  meridian,  but  that  the  boundaries  represent  a  rather  irregu- 
larly shaped  horizontal  oval.  (See  Fig.  2.)  This  form  depends  chiefly 
upon  the  extension  of  the  anterior  parts  of  the  retina,  the  retina  extending 
farther  forward  on  the  nasal  side  than  on  the  temporal,  and  therefore,  upon 
account  of  reversed  projection,  the  field  of  vision  must  have  a  greater 
extent  outward.    (See  Fig,  2.) 

Still  another  series  of  circumstances  influence  the  normal  extent  of 
the  field  of  vision.  Foremost  are  the  bones  which  surround  the  edge  of 
the  socket,  and  the  soft  parts  which  cover  them ;  the  bridge  of  the  nose, 
which  limits  the  extent  of  the  visual  field  inward ;  the  tip  of  the  nose, 
which  contracts  it  inward  and  downward ;  and  the  cheek,  moustache,  and 
lips,  which  limit  it  downward.    The  width  of  the  lid-opening,  the  narrow- 
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ness  of  the  pupil,  and  the  imsition  of  the  pupil  plane  also  lessen  it.  In 
the  binocular  field  of  vision  a  part  of  these  limiting  factors  is  missing. 

The  wider  the  pupil  the  greater  becomes  the  extent  of  the  field,  because 
rays  of  light  can  then  strike  the  more  anterior  parts  of  the  retina.  If,  for 
example,  as  during  accommodation,  the  plane  of  the  pupil  advances,  or  if 
the  depth  of  the  anterior  chamber  is  diminished,  as  in  hypermetropia, 
visual  lines  placed  througli  the  margin  of  the  pupil  and  the  nodal  point 
will  be  able  to  reach  farther  forward  than  when  the  anterior  chamber  is 
deeper,  as  in  myopia.  The  field  of  vision  is  also  diminished  by  the 
longer  optic  axis  of  myopia,  because  the  peripheral  parts  of  the  retina 
then  lie  at  a  greater  distance  from  the  plane  of  the  pupil.  The  contrary  is 
the  case  in  the  shorter  optic  axis  of  hypermetropia. 

A  part  of  these  factors  may  be  easily  removed  by  raising  the  lids  and 
eyebrows,  by  turning  the  head  in  the  direction  of  the  nose,  and  by  throw- 
ing the  head  slightly  backward.  The  disturbing  elements  of  myopia  may 
be  avoided  by  the  use  of  concave  glasses,  and  lack  of  accommodation 
overcome  by  corresponding  convex  glasses. 

There  are  three  methods  of  obtaining  the  field  of  vision.  The  easiest, 
but  the  most  primitive,  is  to  determine  the  field  by  the  hand.  The  second 
is  to  obtain  it  by  a  graduated  blackboard.  The  third,  which  is  the  best 
and  most  scientific,  is  to  employ  the  perimeter. 

In  the  first,  the  patient  is  placed  with  his  back  towards  a  window,  at 
about  one  to  two  feet  from  the  examiner,  who  brings  his  own  eyes  to  the 
same  height  as  the  patient's.  When  the  right  field  is  to  be  examined,  the 
patient  is  to  be  directed  to  look  constantly  with  his  right  eye  into  the 
examiner's  left.  He  is  then  to  be  asked  whether  he  perceives  the  diiferent 
movements  of  the  examiner's  hands  by  indirect  vision.  At  the  same 
time  the  examiner  controls  the  fixation  of  the  patient's  eye  with  his  own 
eye.  To  render  the  examination  more  precise,  white  and  colored  squares 
of  i^aper  of  a  fixed  size  may  be  employed  instead  of  the  hand.  This  x'ough 
method  of  examination  may  in  many  cases  give  distinct  hints  whether 
there  are  defects  in  certain  directions,  or  whether  there  is  concentric  con- 
traction. Ill  defined  scotoraata  and  small  defects  remain  undiscovered  by 
this  procedure,  and  it  is  impossible  accurately  to  represent  them  ujjon  a 
diagram. 

In  some  forms  of  hemianopsia  in  patients  who  are  in  a  semi-conscious 
state,  in  individuals  with  sensory  aphasia,  and  in  ea.ses  of  weakness  of 
mind,  as  paralytics  and  certain  apoplectics  who  cannot  be  examined  by  the 
perimeter,  we  may  make  use  of  the  so-called  winking  reflex  for  the  deter- 
mination of  the  defective  part  of  the  visual  field.  To  do  this  a  light  is 
to  be  approached  from  one  side  into  the  field  of  vision,  but  not  so  near  as 
to  permit  any  heat-reflex,  and  notice  taken  whether  there  is  any  reflex 
closure  of  the  lids.  In  the  first  tyjie  of  cases  the  half  of  the  field  of 
vision  within  which  this  reflex  is  wanting  corresponds  to  the  opposite 
or  functioning  part  of  the  retina.    Since  in  somnolent  patients  the  eyes 
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generally  remain  at  rest,  it  is  not  necessary  in  such  instances  to  provide 
for  fixation.  For  this  method  the  wire  of  an  electric  battery  which  can 
be  suddenly  brought  to  a  glow  in  a  dimly  lighted  apartment  is  the  best 
form  of  apparatus  for  the  procedure.  In  order  to  obtain  proper  fixation 
iu  children  or  some  adults  with  sensory  aphasia,  an  assistant  can  hold  a 
brilliant  object  one-half  a  metre's  distance  in  front  of  the  eye.  By  this 
means  the  attention  of  the  patient  is  caught.  A  peripheral  light  is  then 
moved  from  different  directions  towards  the  object  of  fixation,  and  obser- 
vation made  as  to  when  the  attention  of  the  patient  is  diverted  from  the 
fixation-light  to  the  second  light.  By  frequently  repeated  examinations 
of  this  kind  a  clear  idea  about  the  existence  of  defects  can  be  obtained. 
All  noise  must  be  avoided,  and  it  is  a  good  plan  to  have  a  dark  cloth  held 
before  the  patient. 

Large  squares  of  white  and  colored  paper  can  also  be  used  to  advantage. 
To  test  the  field  of  vision  in  an  individual  with  ripe  cataract  the  following 
procedure  may  be  tried.  In  a  dark  room  is  placed  a  lamp  behind  and  to 
one  side  of  the  patient.  He  is  then  told  to  look  straight  forward.  The 
reflection  of  a  flame  is  thrown  from  an  ophthalmoscope  into  the  eye  from 
different  directions.  If  the  field  of  vision  is  good,  the  patient  can  state 
exactly  from  what  point  the  light  has  been  thrown  into  his  eye,  thus 
proving  roughly  that  light-projection  is  unhindered.  During  this  test, 
however,  the  reflexes  produced  by  the  opacity  of  the  refractive  media  form 
an  impediment,  and  it  is  often  difficult  for  the  unintelligent  to  differentiate 
between  the  vague  general  impression  of  light  and  the  real  situation  of 
the  flame. 

The  second  plan  is  to  employ  a  graduated  blackboard.  This  method 
was  introduced  by  von  Graefe,'  and  considerably  improved  by  de  Wecker.^ 
The  patient  is  placed  at  a  definite  distance  from  a  blackboard,  upon  the 
centre  of  which  he  is  made  to  fix.  The  surface  of  the  board  is  divided 
into  meridians  and  concentric  circles.  A  piece  of  chalk  is  advanced  along 
the  different  meridians  towards  the  centre  of  the  board  (fixation-point),  and 
the  places  marked  upon  which  the  object  first  becomes  visible.  On  the 
board  constructed  by  de  Wecker  the  chalk  is  replaced  by  white  ivory  balls 
which  can  be  moved  along  the  different  meridians. 

This  method  suffers  from  the  fault  that  the  various  parts  of  the  retina 
are  measured  at  different  distances.^  In  Fig.  '3,  DG  represents  the  surface 
of  the  blackboard  and  F  the  point  of  fixation.  Here  the  distance  of  the 
macula  lutea  (/),  which  is  directed  to  F,  is  equal  to  fF.  The  point  c,  which 
is  at  a  distance  of  forty  degrees  from  the  macula  (/),  is  at  a  distance  cc 
from  the  retina.  The  point  d,  lying  at  eighty  degrees  from  the  macula, 
is  at  a  much  greater  distance,  dD. 

'  Archiv  fiir  Ophthalmologic,  ii.  2. 

^  Klinische  Monatsbliitter  fiir  Augenheilkunde,  1867,  S.  275. 

'  Curl  Moser,  Das  Perimeter  und  seine  Anwendung.  Inaugural  Dissertation,  Breslau, 
1869. 
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Accorcliug  to  von  Helmlioltz,'  the  deviatiou  produced  by  the  cornea  and 
anterior  chamber  is  so  great  for  the  outermost  rays  tliat  rays  of  light  are 
still  perceived  which  fall  upon  the  cornea  perpendicularly  to  the  optic  axis. 
Hence,  as  the  normal  field  of  vision  extends  outward  ninety  degrees  or  even 


Fio.  3. 


Fig.  4. 


more,  it  is  impossible  to  determine  its  extreme  limits  on  the  blackboard,  for 
the  reason  that  rays  situated  there  would  lie  at  infinity.  Another  fault  is 
that  the  weaker  peripheral  parts  of  the  retina  are  measured  from  the 
greatest  distance.  The  greater  the  distance  from  the  eye  the  smaller  the 
retinal  image  must  be,  and  the  less  bright  the  examined  object  becomes. 
Therefore,  as  the  same  object  is  used  for  examining  the  various  parts  of  the 
field  of  vision,  different  standards  of  light  and  size  should  be  used.  Thus, 
in  Fig.  3  the  point  c  might  be  compared  with  c',  but  c  cannot  be  compared 
with  D. 

If  the  object  employed  is  intended  to  appear  to  every  point  of  the 
retina  under  the  same  size  and  brightness,  this  can  be  accomplished  only 
by  moving  the  object  (of  a  definite  size)  on  the  meridians  of  the  inner  sur- 
face of  a  hollow  sphere.  On  this  principle 
is  based  the  perimeter  that  was  introduced 
by  Forster.  As  shown  in  Fig.  4,  its  es- 
sential part  consists  of  a  half-ring  b 
of  three  hundred  and  twelve  millimetres 
(equalling  twelve  Paris  inches)  radius, 
which  is  divided  on  its  blackened  inner 
surface  into  degrees  h  and  h'.  At  its  cen- 
tre r  it  is  fastened  to  a  vertical  column 
a  by  means  of  a  rod  which  passes 
through  the  top  of  the  column,  thus 
allowing  the  arc  to  be  turned  so  as  to  de- 
scribe the  figure  of  a  hollow  sphere.  The 
arc  of  the  instrument  is  made  sufficiently 
large  to  exceed  the  extent  of  the  greatest  field  of  vision. 

As  the  nodal  point  of  the  examined  eye  must  lie  in  the  centre  of  the 
hollow  sphere,  the  shorter  column  o  with  a  movable  chin-holder  d  is  placed 
opposite  the  column  a.  By  moving  the  chin-holder  d  until  the  patient's 
eye  lies  just  over  the  ivory  ledge  /,  the  nodal  point  of  the  eye  is  brought 
almost  to  the  centre  of  the  hollow  sphere.     Starting  from  the  fixation- 


Foreter's  perimeter. 
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point,  which  lies  opposite  the  eye,  at  the  pole  of  the  arc  as  zero,  the  arc 
is  divided  into  ninety  degrees  towards  each  side  ;  upon  the  small  upper 
and  lowei-  surfaces  g,  g'  of  tlie  arc  the  numbers  of  the  separate  concentric 
circles  can  be  read  off.  By  turning  the  arc  upon  its  axis  it  can  be  placed 
in  every  meridian  of  the  field  of  vision,  and  the  position  of  the  meridian 
last  taken  can  be  I'ead  by  means  of  the  meridian  hand  I,  which  moves  in 
the  same  direction  as  the  ring  6  over  a  graduated  disk  m. 

By  this  means  the  eye  is  placed  in  such  a  manner  tliat  it  lies  just  over 
the  ledge  /,  while  the  other  eye  is  covered  with  a  shade.  The  patient  is 
then  directed  to  fix.  A  comfortable  seat  and  an  unconstrained  position  of 
the  head  are  of  great  importance  in  securing  the  long  attention  which  is 
required.  Both  conditions  are  best  brought  about  by  seating  the  patient  on 
a  revolving  chair  and  placing  the  perimeter  upon  an  adjustable  table-top. 
With  the  aid  of  the  movable  chin-holder,  the  revolving  stool,  and  the 
perimeter-table,  children  as  well  as  the  largest  adults  can  be  seated  prop- 
erly. A  good  plan  is  to  place  the  perimeter  between  two  windows,  with 
the  concave  side  of  the  arc  turned  towards  the  incoming  daylight. 

On  the  opposite  side  the  instrument  is  surrounded  by  a  high  partition, 
covered  with  unglazed  black  cloth,  in  order  to  prevent  the  patient's  atten- 
tion from  being  diverted  by  brilliant  objects  and  thus  influencing  the  light- 
sensibility  of  the  retina.  All  visible  surfaces  of  the  instrument  and  the 
table-top  are  painted  dull  black.  The  examiner  should  be  dressed  in  a  long, 
dull-black  coat,  and  his  right  hand  covered  by  a  black  glove.  The  exam- 
ination-object is  moved  by  means  of  the  sliding  apparatus  originally  placed 
on  FSrster's  instrument,  from  the  periphery  of  the  arc  towards  the  centre. 
The  number  of  the  concentric  circle  upon  which  the  object  is  first  recognized 
is  read  and  noted  upon  a  diagram  that  is  graduated  in  a  way  as  if  one  were 
to  gaze  at  his  own  field  of  vision.  (Fig.  2.)  During  the  examination  of 
the  upward  limits  of  the  field  it  is  necessary  to  elevate  the  upper  lid  with 
a  finger,  and  if  the  forehead  and  eyebrow  project  much,  it  is  well  to  raise 
the  chin-holder  in  order  to  tilt  back  these  structures.  It  is  absolutely 
necessary  to  move  the  object  to  and  fro  when  examining  the  peripheral 
parts  of  the  field  of  vision,  because  during  strict  and  constant  central  fixa- 
tion a  resting  object  disappears  much  too  fast,  in  consequence  of  simulta- 
neous light-induction.  (Hering.) 

To  mark  the  limit  for  a  white  object  it  suffices  to  note  the  places  where 
the  patient  gets  the  sensation  of  the  appearance  of  a  light  spot.  For  the 
determination  of  the  peripheral  limits  of  colored  objects  the  sensation  of 
color  must  be  present.  Instead  of  Forster's  slide,  which  makes  a  sound, 
and  by  it  informs  the  patient  of  the  approach  of  the  test-object,  dull-black 
rods,  fifty  centimetres  long,  to  the  end  of  which  the  object  is  fastened,  can 
be  substituted. 

The  test-objects  generally  employed  are  white  and  colored  squares  of 
five  millimetres  each.  The  colored  objects  are  made  of  so-called  Heidel- 
berg flower-paper.    For  the  examination  of  high  grades  of  amblyopia, 
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white  and  colored  squares  of  ten,  twenty,  and  more  centimetres'  side- 
length  are  often  necessary  for  emi)loyinent.  Likewise,  squares  of  one  or 
two  millimetres'  side-length  for  the  discovery  of  small  central  defects  in 
the  field  of  vision  are  of  value. 

The  fixation-point  must  neither  be  too  large,  because  then  the  eye  moves 
to  and  fro,  nor  too  small,  since  the  fixation  of  a  very  small  object  is  more 
fatiguing,  and  because  during  constant  fixation  it  disappears  rapidly,  in 
consequence  of  simultaneous  light-induction.  The  manner  of  sketching 
the  field  of  vision  as  shown  in  Fig.  2  is,  properly  speaking,  not  exact. 
Such  a  diagram  is  neither  the  projection  of  a  hollow  sphere  upon  a  plane 
nor  an  expansion  on  a  plane,  yet  it  is  well  adapted  for  sketching  the  limits 
of  the  field.  It  is  true  that  the  defects  become  somewhat  distorted  in  form, 
since  they  are  more  diminished  in  the  meridional  than  in  the  equatorial 
direction  (the  projection  of  a  hollow  sphere  upon  a  plane  spreads  much 
more  in  the  meridional  direction) ;  but,  as  this  mistake  remains  the  same  for 
all  examinations,  it  may  be  disregarded.  A  correct  representation  of  the 
field  of  vision  is  possible  only  upon  a  hollow  sphere. 

NORMAL  FIELD  OF  VISION. 

The  extent  of  the  normal  field  depends  upon  individual  difference :  this 
explains  why  most  observers  have  obtained  such  different  values  for  it. 

It  is  necessary  to  distinguish  between  an  absolute  and  a  relative  limit, 
because  each  retinal  periphery  when  the  organ  is  at  rest  has  a  zone  of 
perceptive  elements  that  are  acted  upon  by  feeble  light.  The  width  of  this 
zone  is  calculated  from  the  considerable  expansion  brought  about  by  the 
action  of  strychnine,  which  increases  the  susceptibility  of  the  entire  retina 
and  at  the  same  time  moves  the  plane  of  the  pupil  forward  so  that  a  great 
number  of  peripheral  cones  which  were  acted  on  by  too  feeble  light  now 
receive  more  dispersed  rays,  this  addition  being  sufficient  to  produce  a 
sensation  of  light  and  thus  increase  the  field  of  vision.  This  assumption 
of  the  limit  of  the  field  agrees  with  the  experience  that  it  becomes  wider 
by  repeated  examinations,  and  likewise  that  a  greater  field  of  vision 
is  obtained  if  the  trial-object  is  moved  from  the  centre  to  the  periphery 
than  if  it  is  moved  fi-om  the  periphery  to  the  centre.'  The  assumption  is 
further  substantiated  by  the  fact  that  the  field  of  vision  is  made  larger  and 
rounder  through  the  use  of  strychnine  (von  Hijjpel)  and  by  using  very 
bright  objects.  (Schweigger.) 

The  limit  indicated  in  Forster's  diagram  (Fig.  2)  may  be  taken  as  the 
minimum  size  of  the  normal  eye  for  a  five-millimetre-squarc  white  object. 
The  normal  field  has  its  largest  area  in  the  horizontal  meridian,  and  the 
smallest  ones  in  the  vertical  and  lower  inner  meridians. 

From  the  fixation-point  the  acutenessof  vision  rapidly  diminishes.  Tlie 
curves  of  equal  eccentricity,  called  isopters  by  Hirschberg,  were  determined 

■  Lievin,  Uebor  die  Grosso  und  Begrenzung  der  normalen  Gesichtsfelder.  Inaugural 
Dissertation,  Konigsberg,  1877. 
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by  him  by  means  of  the  large  test-letters  of  Snellen.  The  more  nearly 
physiologically  correct,  and  for  perimetric  diagnosis  the  more  useful,  is  the 
method  of  Groenouw,  who  determined  the  isopters  by  means  of  the  points 
of  most  acute  vision.^  The  term  acuteness  of  vision  is  applied  to  two  differ- 
ent functions  of  the  retina :  (1)  the  ability  to  distinguish  a  small  point  from 
its  environment,  termed  acuteness  of  vision  for  points ;  (2)  the  ability  to 
differentiate  two  or  more  objects,  termed  acuteness  of  vision  for  form. 
Aubert  calls  the  smallest  perceptible  point  the  "physiological  point." 
Groenouw  has  determined  the  isopters  for  points  of  different  diameters 
from  a  series  of  emmetropic  eyes,  and,  according  to  him,  an  isopter  is  the 
line  that  connects  those  points  on  the  retina  at  which  the  physiological 
point  has  the  same  size.  The  separate  isopters  are  obtained  by  deter- 
mining the  limiting  point  on  each  meridian  of  the  field  of  vision,  where 
a  black  point  of  a  determined  size,  when  moved  from  the  periphery  to  the 
centre,  just  begins  to  become  visible.  These  limiting  points  are  connected 
with  one  another  by  isopters  which  run  almost  parallel  to  the  limits  of  the 
field  of  vision.  If  the  physiological  point  just  doubles  from  one  isopter 
to  another,  they  maintain  among  themselves  very  regular  intervals.  The 
examination  of  these  points  is  of  advantage  in  improving  our  sketches  of 
the  field  of  vision  from  the  diagnostic  stand-point. 

The  method  is  as  follows.  A  white  card  six  degrees  wide,  with  a  black 
spot  in  its  centre,  is  moved  on  Forster's  perimeter  from  the  periphery 
towards  the  point  of  fixation  until  the  spot  just  becomes  visible.  The 
height  of  the  card  is  made  to  correspond  to  the  Avidth  of  the  perimeter, 
which  is  thirty  millimetres  wide.  On  the  middle  of  its  front  surface  is  a 
black  spot  of  a  definite  size.  On  the  reverse  side  a  strip  of  card-board  is 
fastened  in  such  a  manner  that  it  nowhere  overlaps  the  card.  This  card  is 
suspended  from  the  arc  of  the  perimeter,  and  is  so  arranged  that  it  can  be 
moved  along  the  arc.  The  spots  used  are  of  a  diameter  of  one-fourth,  one- 
half,  one,  two,  and  four  millimetres  each,  and,  as  they  are  exactly  in  the 
middle  of  the  card,  they  must  be  three  degrees  distant  from  its  border. 
This  fact  must  be  borne  in  mind  when  the  registration  of  concentric  circles 
is  read. 

The  macular  region  may  be  alone  diseased  and  show  field-defects  of 
different  forms,  extent,  and  intensity.  Such  defects  are  termed  central  sco- 
tomata.  If  all  light-sensibility  of  the  retina  is  lost  in  a  central  scotoma, 
the  eye  no  longer  has  a  central  fixation-point.  In  such  a  case  the  nearest 
physiologically  best  formed  point  in  the  vicinity  must  be  taken  for  a  fixa- 
tion-point. If  the  diseased  eye  has  not  acquired  a  squinting  position,  and 
if  the  other  one  is  normal,  the  perimeter  is  placed  in  front  of  the  eccen- 
trically fixed  eye  in  the  usual  manner,  and  the  normal  eye  is  left  uncovered. 
The  patient  is  then  asked  to  fix  his  gaze  on  the  spot  on  the  perimeter.  It 
will  be  then  found  that  the  diseased  eye,  through  the  sympathetic  influence 


'  Ueber  die  Sehschiirfe  der  Nctzhautperipherie,  Wiesbaden,  1892. 
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of  the  normal  eye,  takes  the  proper  position.  The  sound  eye  can  be  then 
covered,  and  the  examination  continued  as  long  as  a  proper  position  is 
maintained.  By  repeatedly  removing  the  cover,  and  so  regaining  the  proper 
position,  a  field  of  vision  which  exactly  answers  the  physiological  require- 
ments can  be  obtained  during  the  intervals.  In  a  case  where  both  eyes  are 
eccentrically  fixed,  tlie  patient  can  be  asked  to  place  his  index  finger  on  the 
fixation-point,  and  told  to  gaze  at  the  spot  where  the  tip  of  his  index-finger 
touches.  When  all  light-sensation  has  disappeared  within  such  a  central 
defect,  it  is  spoken  of  as  an  absolute  central  scotoma.  If  the  defect  shows 
itself  for  one  or  all  colors,  and  no  defect  is  proved  for  the  smallest  white 
objects,  it  is  known  as  a  relative  central  .scotoma.  The  terms  indistinct 
and  inaccurate  central  scotoma  are  used  to  signify  that  condition  in  which, 
although  the  color-impression  prevails  in  the  centre  of  the  field  of  vision,  its 
tint  undergoes  a  modification. 

Fig.  5.1 


Left  field. 


Besides  this  classification  of  absolute  central  scotomata,  relative  cen- 
tral scotomata,  and  indistinct  central  scotomata,  central  defects  of  field  of 
vision  may  be  divided  after  Forster's  method  into  positive  and  negative 
central  scotomata.  In  positive  central  scotomata  the  patient  perceives  a 
dark  spot  in  the  field  in  place  of  the  fixation-point.  Negative  central 
scotomata  are  not  recognized  as  scotomata,  the  jjatient  perceiving  a  blurred 
and  indistinct  image.  Central  scotomata  are  also  divided,  according  to 
their  position  in  relation  to  the  point  of  fixation,  into  pericentral  scotomata. 
where  the  fixation-point  lies  in  the  centre  of  the  scotoma,  and  paracentral 


'  In  this,  as  well  us  in  all  following  figures,  the  absolute  defects  are  sketched  double 
their  natural  size.  The  relative  defects  are  sketched  natural  size;  — sisrnifios  the  boun- 
daries for  blue;  . . .  signifies  the  boundaries  for  red.    In  order  to  simply  the  figures  the 

boundaries  for  green  have  been  omitted ;  is  the  limit  for  white  in  functional  nervous 

disturbance  of  sight. 
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scotomata,  where  the  field  lies  on  the  edge  of  the  scotoma.  ( Vide  Fig.  5.) 
It  is  of  great  importauce  to  observe  whether  these  central  scotomata  ap- 
pear on  one  or  both  sides,  and  if  they  are  observed  simultaneously  in  both 
eyes.  Among  the  bilateral  paracentral  scotomata  the  temporal  hemianopic 
and  the  homonymous  hemianopic  types  play  an  important  role,  because 
the  point  of  fixation  remains  intact.  The  first  groups  of  central  scotomata 
lie  in  the  temporal  half  of  the  field  of  each  eye  outward  from  the  fixation- 
point.  The  bilateral  central  scotomata  may  be  either  on  the  right  or  the 
left  side  of  each  eye,  but  are  always  on  the  same  side  of  the  point  of  fixa- 
tion. A  peculiar  form  is  the  central  scotoma  of  fatigue,  which  is  observed 
only  in  functionally  nervous  conditions. 

Central  scotomata  may  be  produced  by  chorio-retinal  changes  in  the 
macular  region,  and  then  they  are  mostly  positive  ;  or  they  may  be  produced 
by  a  disease  of  the  papillo-macular  bunch,  of  fibres  of  the  optic  nerve,  a,nd 
then  they  are  negative  in  character. 

An  affection  of  the  papillo-macular  bunch  of  fibres  in  the  chiasm  pro- 
duces a  double-sided  temporal  hemianopic  scotoma.  An  isolated  lesion 
of  the  papillo-macular  fibres  of  a  tract  of  the  optic  radiations  and  of  the 
macular  cortical  field  produces  an  homonymous  hemianopic  paracentral 
scotoma.  The  hemianopic  paracentral  scotoma  also  belongs  to  the  negative 
group.  Even  if  colored  objects,  on  account  of  their  feebler  brightness,  form 
a  much  more  sensitive  test  for  existing  disturbances  in  the  field  of  vision 
than  white  ones,  yet  they  do  not  suffice  if  it  is  desired  to  determine  the  real 
extent  of  a  central  scotoma.  The  reason  for  this  is  that  it  is  difficult  to  fix 
the  exact  limits  of  such  scotomata,  because  the  absolute  types  are  generally 
surrounded  by  a  zone  of  diminished  sensibility,  in  which,  for  instance,  a  red 
square  appears  as  dark  red  or  brown  through  all  varying  shades  from  red 
to  black.  Again,  the  determination  of  colors  depends  upon  a  certain  arbi- 
trariness of  the  examiner  and  the  patient,  because  it  is  placed  at  the  option 
of  both  of  them  to  decide  which  tint  they  still  regard  as  red.  To  obviate 
this,  the  acuteness  of  vision  for  points  is  employed  as  a  still  more  precise  test. 
Especially  is  this  so  if  in  a  case  of  diminished  central  acuteness  of  vision 
no  central  scotoma  is  found  for  the  smallest  colored  objects,  or  if  in  a  case 
with  autopsy  the  field -defects  can  be  compai*ed  with  the  microscopical  prepa- 
rations of  the  cross-section  of  the  optic  nerve.  In  this  latter  instance  it  is 
of  importance  to  know  where  the  function  was  missing  in  the  field  of  vision, 
in  order  to  determine  the  position  of  certain  bunches  of  optic-nerve  fibres. 

The  determination  of  the  exact  boundaries  of  a  relative  central  scotoma 
always  oflPers  some  difficulties,  even  to  the  experienced  observer  :  still,  it 
is  easier  for  the  patient  to  state  if  he  sees  a  black  point  than  to  determine 
exactly  the  tint  to  which  a  color-object  has  turned. 

In  spite  of  the  disturbing  elements  of  the  black  points,  it  will  be  found 
that  there  is  hardly  any  transition  zone  between  the  absolute  defect  of 
the  field  of  vision  and  the  healthy  area.  However,  the  existence  of  a 
zone  of  diminished  sensibility  can  be  proved  by  using  points  of  different 
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sizes,  finding  for  a  large  spot  a  central  defect  of  less  extent  than  for  a 
smaller  spot.  A  spot  of  one  millimetre  diameter  is  an  extremely  delicate 
test  for  a  central  scotoma,  mucli  more  so  than  a  red  square  of  nine  milli- 
metres on  a  black  background.  The  determination  of  jwint  acutcness  of 
vision  is  of  the  greatest  prognostic  importance,  because  the  field  sketched 
with  black  points  gives  in  advance  the  form  it  will  assume  when  disease 
has  progressed.  A  centraJ  absolute  scotoma  may  completely  disappear,  or 
it  may  change  in  the  course  of  the  treatment  into  a  paracentral  one  and 
then  remain  stationary. 

On  the  other  hand,  a  paracentral  scotoma,  if  it  is  not  hemianopic,  may 
change  into  a  central  one  and  increase  in  size.  Again,  a  central  scotoma, 
after  having  attained  a  certain  size,  may  remain  stationary  without  the 
periphery  of  the  field  being  altered  in  any  particular.  This  also  applies  to 
hemianopic  scotomata,  but  with  the  modification  that  either  the  extension 
or  the  contraction  of  the  scotomata  remains  limited  to  the  half  of  the  field 
in  which  the  scotomata  are  found. 

An  important  place  in  the  field  of  vision  is  the  blind  or  Mariotte's 
spot.  Its  position  and  extent  correspond  with  the  situation  and  size  of  the 
optic  disk.  This  area  is  termed  the  "  blind  spot"  because  in  this  situation 
the  fibres  of  the  optic  nerve  cannot  be  affected  directly,  and  hence  the 
patient  receives  no  light-sensation  at  this  point.  Its  form  is,  according  to 
von  Helmholtz,^  that  of  an  irregular  ellipse  with  short  projections  repre- 
senting the  beginnings  and  endings  of  the  retinal  arteries  and  veins. 

As  the  point  of  entrance  of  the  optic  nerve  lies  somewhat  inward  and 
upward  from  the  fovea  centralis,  the  blind  spot  is  found  somewhat  outward 
and  downward.  Usually  it  is  situated  between  the  tenth  and  twentieth 
concentric  circles  on  the  perimeter.  Landolt  ^  and  Dobrowolsky  ^  have  de- 
termined the  distance  between  the  optic  disk  and  the  macula  lutea.  In 
emmetropia  they  say  it  is  3.915  millimeti'es.  In  hypermetropia  it  is  some- 
what gi'eater,  but  in  eyes  of  a  moderate  degree  of  myopia  it  is  slightly  less ; 
in  pronounced  myopic  eyes  it  is  much  greater. 

The  area  of  the  blind  spot  is  determined  by  means  of  the  point  method 
of  examination.  During  such  a  procedure  the  peculiar  fact  which  agrees 
with  the  discovery  of  Bjerrum  can  be  noted,  that  the  defect  for  a  small 
spot  (0.5  millimetre  in  diameter)  extends  one  degree  farther  than  for  a 
larger  one,  showing  that  the  absolute  defect  is  surrounded  by  a  circular 
relative  one. 

Under  certain  pathological  conditions,  when  the  perceptive  elements 
of  the  retina  in  the  vicinity  of  the  optic  disk  become  pressed  upon  or 
undergo  atrophic  changes,  there  is  an  enlargement  of  the  blind  spot:  for 
example,  in  choked  disk  and  peri])apillary  chorio-retinitis.  The  same 
result  occurs  congenitally  when  medullary  fibres  of  the  optic  nerve  run 

>  Physiologische  Optik,  ii.  Aufl.,  S.  258. 

'  Centralbliitt  fiir  die  Mcdicinischen  Wissenschaften,  xlv.,  1871. 
'  Klinischo  Monatsblivtter  fur  Augenheilkunde,  1871,  S.  487. 
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for  a  greater  or  less  distance  into  the  retina.  In  congenital  coloboma, 
which  always  lies  downward,  the  blind  spot  shows  an  upward  enlargement. 
It  may  be  enlarged  by  the  formation  of  new  connective-tissue  bands  on  the 
optic  papilla. 

Fio.  6. 


o 

Right  field. 


That  part  of  the  field  which  lies  between  the  fifteenth  and  forty-fifth 
concentric  circles  is  termed  the  intermediate  zone.  This  zone  also  shows 
peculiar  pathological  defects.   A  peculiar  manifestation  is  the  so-called  ring 


FiQ.  7. 


Left  field. 


scotoma,— i.e.,  a  defect  which  surrounds  the  healthy  macular  part  like  a 
nng.  This  circular  defect  is  of  a  gradually  increasing  breadth,  and  is 
partly  or  wholly  surrounded  by  the  remaining  healthy  peripheral  part  of 
the  field  of  vision.    (See  Fig.  5.) 
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Sometimes  the  remaining  macular  part  is  surrounded  by  a  semicircle  (as 
in  Fig.  6).  The  scotoma  begins  with  one  or  several  so-called  zonular 
insular  defects  (at  least  in  cases  of  chorio-retinitis  luetica)  (Fig.  7),  which 
in  advancing  press  against  one  another  until  the  ring  scotoma  is  formed. 


Fig.  8. 


Left  field. 


Sometimes  during  the  development  of  ring  scotomata  semilunar  forms 
which  reach — in  one  part,  at  least — the  periphery  of  the  field  can  be  seen. 
(See  Fig.  8.)    In  retinitis  pigmentosa,  in  which  ring  scotomata  are  some- 


FiG.  9. 


Left  field. 

times  found,  the  periphery  and  the  macular  part  alone  remain.  In  such 
cases  the  color-field  is  contracted,  existing  only  in  those  portions  which  are 
connected  with  the  fixation-point. 
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In  syphilitic  chorioiditis  the  closed-ring  scotoraata  change  during  treat- 
ment into  zonular  defects,  which  gradually  disappear.  They  are  occa- 
sionally observed  in  multiple  sclerosis  of  the  optic  nerve  resulting  from 
various  forms  of  iuflammation.  A  small  ring-scotoma  of  this  character 
has  been  observed  and  sketched  by  Uhtholf.'  In  certain  forms  of  optic- 
nerve  atrophy,  absolute  central  scotomata  commencing  near  a  peripherally 
concentrically  contracted  field,  so  that  only  the  intermediate  zone  of  the 
field  of  vision  remains,  are  found.  (See  Fig.  9.)  Within  this  retained 
region  color-perception  is  limited  to  islands  of  blue.  By  eccentric  growth 
of  the  central  scotomata  and  by  the  increasing  concentric  contraction  of 
the  field,  the  remaiuiug  zone  is  divided  into  two  parts,  one  lying  inward 
and  the  other  outwai'd.  Finally,  these  remaining  parts  gradually  disap- 
pear, and  blindness  ensues.    These  defects  are  nearly  always  bilateral. 

If  a  niunber  of  small  and  large  insular  scotomata  lie  dispersed  over 

Fig.  10. 


Right  field. 

the  field  of  vision,  we  term  the  condition  a  cribriform  field  of  vision,  or 
visus  reticulatus.  These  small  scotomata  usually  ocour  in  the  interme- 
diate part  of  the  field,  and  near  them  vast  peripheral  zonular  defects  are 
often  found.  (See  Fig.  10.)  This  cribriform  field  is  frequently  seen  in 
grave  cases  of  chorioiditis  disseminata  where  the  chorioidal  disease  has  in- 
vaded the  layer  of  rods  and  cones  and  caused  them  to  undergo  atrojjhy. 
We  see  how  the  upper  and  lower  damaged  borders  of  the  field  for  blue 
(Fig.  10)  indicate  the  gravity  of  the  lowered  visual  power. 

That  portion  of  the  field  of  vision  which  lies  outside  of  the  forty-fifth 
concentric  circle  is  called  the  periplieral  zone.  Peripheral  insular  defects 
disturb  the  vision  but  slightly,  especially  if  they  lie  far  from  the  point  of 
fixation,  and  become  manifest  only  when  the  field  is  examined. 


*  Archiv  fiir  Psychiatrie,  xxi. 
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Greatly  contracted  fields  cause  the  patients  to  feel  as  if  they  were 
looking  through  a  tube.  They  are  therefore  compelled  to  turn  their  eyes 
in  all  directions  in  order  to  orient  themselves,  and  even  then  they  find  it 
necessary  to  make  use  of  their  memories.  Defects  in  the  inferior  portion 
of  the  fields  cause  the  patients  to  stumble  over  objects  whilst  looking 
straight  ahead.  This  peculiarity  of  the  eyes,  with  the  tapping  gait,  in  these 
two  types  of  cases,  gives  a  characteristic  appearance  of  helplessness. 

The  degree  of  acuteness  of  vision  of  the  periphery  of  the  retina  is  quite 
small.  It  is  not  constructed  for  perceiving  distinct  forms,  but  only  to  call 
attention  to  points  and  surfaces  as  contrasted  with  their  surroundings,  the 
real  conditions  of  which  are  perceived  by  directing  the  eyes  to  such  points 
and  surfaces,  this  being  assisted  by  the  increased  sensibility  of  the  periphery 
for  moving  objects.  The  faculty  of  the  periphery  of  the  retina  for  per- 
ceiving forms  is  never  made  use  of  in  physiological  conditions,  and  is 
therefore  so  slightly  developed  that  exact  examinations  appear  uncertain ; 
but  this  uncertainty  is  neutralized  by  the  fact  that  a  certain  amount  of 
physiological  perfection  may  at  times  be  obtained,  especially  if  central  sight 
is  lost. 

The  peripheral  zone  generally  begins  where  the  perception  of  a  five- 
millimetre-square  blue  object  ceases. 

An  image  projected  from  the  periphery  of  the  retina  of  a  centrally  fixing 
eye  is  very  dim,  because  the  cone  of  rays  falling  laterally  into  the  pupil  is 
smaller  than  the  cone  that  comes  from  the  point  of  fixation. 

Forster  '  states  that  the  rays  of  the  sun  may  fall  into  the  eyes  for  sev- 
eral seconds  at  an  angle  of  forty-five  degrees  to  the  visual  axis  without 
producing  or  leaving  any  vivid  impressions.  Besides,  the  greater  the  angle 
at  which  the  light  falls  upon  the  eye  the  greater  will  be  the  loss  to  the 
lateral  parts  of  the  retina  by  reflection  from  the  cornea  and  the  lens.  From 
the  fixed  relation  between  the  amount  of  light-  and  coloi-perception  it  fol- 
lows that  the  farther  we  pass  from  the  centre  of  vision  the  less  light  will 
fall  upon  the  retina  and  the  less  perfectly  will  any  colored  test-objects  be 
recognized.  Finally,  there  is  a  stage  at  which  all  colors  give  the  sensation 
of  their  having  been  mixed  with  black  and  white.  This  is  the  reason  why 
test-objects  of  all  colors,  while  passing  from  the  periphery  to  the  point 
of  fixation,  appear  in  other  shades  and  tints  before  being  properly  recog- 
nized. These  transitions  from  the  light  to  the  saturated  impression  of  the 
color  take  place  gradually,  so  that  a  certain  arbitrariness  cannot  be  avoided 
in  determining  the  values  on  the  perimeter  for  the  limits  of  different  colors, 
and  hence  no  agreement  has  been  reached  in  regard  to  the  boundaries  for 
color-fields.  Yellow  has  the  greatest  extent,  then  blue ;  red  and  green 
have  the  smallest  extent.  From  the  fact  that  individuals  with  normal 
eyes  are  differently  endowed  for  the  perception  of  color,  it  follows  that 
color-fields  cannot  be  the  same  in  different  subjects  under  equal  conditions. 


'  Hemernlopia,  Brcsluu,  1857,  S.  80. 
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Women  have  a  more  pronounced  faculty  for  distinguishing  color,  and 
consequently  have  a  larger  color-field.  The  result  of  the  examination 
of  color-fields  depends  upon  the  following  conditions,  under  which  every 
examination  is  made:  (1)  the  saturation  of  the  color;  (2)  the  size  of  the 
object —i.e.,  the  magnitude  of  the  visual  angle ;  (3)  the  illumination  of  the 
object ;  and  (4)  the  background  (because  of  simultaneous  contrast). 

Although  we  find  a  rather  broad  and  ajjparently  color-blind  zone  be- 
tween the  limit  of  the  field  for  white  aud  the  peripheral  limit  for  a  blue 
of  twenty-five  square  millimetres,  still  the  periphery  of  the  retina  in  its 
normal  condition  is  said  not  to  be  color-blind.  Bonders  and  Landolt^  have 
shown  that  the  sensibility  of  the  peripheral  zone  of  the  retina  for  colors 
would  be  the  same  as  that  of  the  centre  if  the  intensity  of  the  light  were 
proportionally  increased. 

We  must  use  clean  colored  objects,  and  only  with  the  strongest  daylight. 
The  colors  must  be  kept  in  a  dark  place,  as  the  pigments  are  changed  by 
the  action  of  light. 

Aubert  has  shown  that  when  the  eye  is  centrally  fixed,  the  peripheral 
zone  of  the  retina  becomes  fatigued  more  quickly  by  color-sensations  than 
the  central  regions ;  and,  further,  that  the  peripheral  zone  of  the  retina  is 
more  easily  fatigued  by  a  colored  object  than  by  a  white  one  fixed  on  the 
periphery  of  the  perimeter.  For  this  reason,  and  because  of  the  great^er 
sensibility  of  the  retina  for  moving  colored  objects,  it  is  advisable  to  make 
trembling  movements  with  the  test-object  during  the  determination  of  pe- 
ripheral boundaries. 

In  order  to  have  uniformity  of  pigments  in  perimetric  examinations,  it 
has  been  agreed  upon  to  use  the  so-called  Heidelberg  flower-paper.  If  it 
is  desired  to  compare  the  extent  of  the  color-field  with  the  limits  for  white, 
the  same-sized  objects  must  be  used.  Strong  diffuse  daylight  should  always 
be  employed. 

As  the  quantitative  sensibility  for  colors  is  greater  in  the  adapted  than 
in  the  non-adapted  eye  (Aubert),  the  organ  must  repose  before  the  ex- 
amination of  the  colored  fields  of  vision.  The  relation  of  the  limits  of 
color  to  the  limit  of  the  field  of  vision  for  white  is  of  the  greatest  impor- 
tance, inasmuch  as  the  limit  of  vision  for  colors  recedes  from  the  limit  of 
the  field  of  vision  for  white  in  the  order  blue,  red,  and  green,  under  the 
following  conditions :  in  all  atrophic  conditions  of  the  optic  nerve  and  of 
the  chiasm,  and  in  all  morbid  processes  resulting  in  pressure  upon  the 
visual  fibres  in  the  optic  tract  and  the  cerebrum. 

The  distance  between  the  limit  for  blue  and  that  for  white  becomins: 
greater,  the  size  of  all  color-fields  becomes  smaller.  The  relation  of  the 
color-limits  can  be  compared  with  the  extreme  limit  of  the  field  of  vision 
for  white  only  when  the  latter  has  been  determined  mth  an  object  of  the 


'  Ophthalmological  Congress  of  Heidelberg,  1873  ;  Kliaische  Monatsbliitter  fiir  Au- 
genheilkunde,  1873. 


206 


PERIMETRY  AKD  ITS  CLINICAL  VALUE. 


darkest  gray,  which  in  full  daylight  is  still  distinguished  as  "  bright"  until 
the  limit  of  the  normal  visual  field  is  reached. 

The  limits  of  the  field  of  vision  of  a  normal  eye  will  still  be  found 
normal  for  a  white  test-object  of  five  millimetres  even  in  a  darkened  room. 
Hence  it  is  of  no  consequence,  in  the  case  of  a  normal  eye,  whether  the 
boundaries  for  white  be  determined  in  such  a  room,  or  in  full  daylight 
with  a  gray  object  which  is  in  brightness  equal  to  the  white  object  usal  in 
that  dim  light. 

In  regard  to  color-limits,  the  normal  eye  furnishes  quite  diflFerent  re- 
sults. If  they  are  determiued  by  the  subdued  light  in  which  the  field  for 
white  still  proves  normal,  the  color-field  will  be  found  to  have  undergone 
a  marked  degree  of  concentric  contraction.  But  by  using  a  gray  test-object 
in  strong  daylight,  the  several  fields  of  vision  for  color  are  obtained  with 
their  i-espective  normal  limits. 

Landolt^  has  proved  that  small  blue  objects  in  subdued  light  are  per- 
ceived by  the  normal  eye  more  distinctly  in  the  peripheral  zone  than  in  the 
central  one,  whereas  red  objects  are  perceived  more  distinctly  in  the  central 
zone, — i.e.,  the  reverse  of  the  arrangement  that  is  found  when  the  tests  are 
made  during  strong  daylight. 

The  relation  between  the  color  and  white  limits  is  of  diagnostic  im- 
portance. If  the  sensibility  of  the  retina,  or,  what  is  the  same  thing,  the 
conducting  ability  of  the  optic  cross-section,  be  assumed  to  be  equally 
diminished  until  the  white  test-object  in  full  daylight  just  reaches  the  limit 
of  the  normal  field  of  vision,  the  color-limits  will  prove  to  be  more  con- 
centrically contracted.  This  is  accounted  for  by  the  fact  that  the  sensi- 
bility of  the  eye  for  colored  test-objects  is  much  less  than  that  for  the  same- 
sized  white  test-objects.  In  cases  in  which  the  color-limits  are  contracted 
and  central  acuteness  of  vision  is  diminished,  even  though  a  normal  or  a 
slightly  contracted  limit  for  white  exists,  the  condition  is  a  pathological 
one  in  which  progressive  atrophy  of  the  ojjtic  nerve  may  exist. 

There  are  three  different  pathological  states  in  which  the  determination 
of  the  field  of  vision  in  full  daylight  shows  normal  or  almost  normal  limits 
for  white  and  a  great  reduction  in  its  limits  for  colors :  (1)  idiopathic 
hemeralopia  ;  (2)  the  early  stage  of  progressive  atrophy  of  the  optic  nerve ; 
(3)  the  purely  functional  nervous  disturbances  of  vision. 

In  hemeralopia  the  field  for  white  is  increasingly  contracted  by  the 
gradual  diminution  of  light.  Color-limits  contracted  in  daylight  are 
perceived  only  at  the  point  of  fixation,  and  soon  vanish  as  darkness  is 
increased.  Fig.  11  shows  the  field  of  vision  of  the  left  eye  of  a  twenty- 
year-old  man  suffering  from  idiopathic  hemeralopia.  The  examination 
was  made  by  daylight.  The  right  eye  exhibited  an  analogous  condition. 
Central  visual  acuteness  in  full  daylight  equalled  In  the  sketch  a  slight 
concentric  contraction  for  white  and  a  considerable  one  for  color  can  be 


'  Grnefe  und  Saomisch,  Handbuch  der  gosammten  Augcnhcilkundc,  ii.  S.  585. 
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noticed.  When  the  light  was  diminished  in  this  case,  ray  own  visual  acute- 
ness  still  equalling  f ,  all  color  had  disappeared  from  his  field  of  vision,  and 
his  field  for  white  (obtained  with  a  five-millimetres  square  of  color)  became 
contracted  to  almost  the  size  of  the  red  field  shown  in  Fig.  U.'  The 
ophthalmoscopic  appearances  were  negative.  This  patient  could  not  perceive 
large  objects  indirectly  in  a  slightly  darkened  room,  and  his  orientation  was 
diminished. 

In  symptomatic  hemeralopia  the  field  of  vision  is  contracted  in  dimin- 
ished light  in  its  whole  extent  or  in  single  zones  according  to  the  extent 


Fig.  11. 
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Left  field. 


of  the  disturbed  portion  of  the  retina.  Zonular  defects  and  ring  scotoma 
can  be  demonstrated  by  either  gray  test-objects  in  daylight  or  white  test- 
objects  in  a  diminished  light.  Figs.  5  and  6  are  sketched  from  fields  taken 
in  this  manner. 

According  to  Bjerrum,^  certain  chorio-retinitic  processes  have  proved 
to  be  hemeralopic  in  type ;  for  example,  retinitis  pigmentosa,  chorio-retinitis 
syphilitica,  and  chorioiditis  disseminata.  The  following  conditions  also 
give  hemeralopic  fields :  high-grade  myopia,  senile  eyes,  and  glaucoma  that 
has  developed  from  chorioiditic  conditions.  Forster^  has  found  more  or 
less  extensive  central  scotomata  in  symptomatic  hemeralopia  caused  by 
dazzling  light,  especially  if  the  macular  region  is  affected.  The  hemeralopia 
is  explained  by  the  tardy  recovery  of  the  retina  in  a  dark  room, — i.e.,  by 
the  slow  reproduction  of  the  substance  of  the  nervous  retinal  elements 

'  The  mode  of  expressing  the  color  by  the  character  of  the  line  used  is  that  which 
has  been  agreed  upon  by  all  scientific  observers,  thus  avoiding  the  constant  repetition  of 
initial  letters  or  words  denominating  the  color  used. 

'  Archiv  fiir  Ophthalmologie,  xxx.  2. 

'  Loco  citato. 
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which  are  decomposed  by  the  action  of  light.  Mention  must  be  made 
here  of  the  condition  known  as  the  uon-adai)ted  eye  (adaptation  as  un- 
derstood by  Aubert).  Treitel '  has  proved  experimentally  that  the  non- 
adapted  eye,  after  looking  for  tliree  minutes  upon  a  snow-covered  surface 
and  then  entering  a  darkened  room,  could  for  some  time  perceive  objects 
only  indirectly,  everytliing  centrally  jjlaced  appearing  black.  The  external 
limit  of  the  non-adapted  eye,  when  using  a  white  (twenty  millimetres  square) 
color,  was  found  to  diminish  according  to  the  degree  of  darkness,  the  limit 
being  contracted  to  the  point  of  fixation  when  the  darkness  was  marked. 
The  external  limit  of  the  adapted  (recovered)  eye  remains  unchanged,  even 
under  a  marked  degree  of  darkness,  this  result  being  in  contrast  with  that 
for  the  color-fields,  which  are  more  or  less  contracted  according  to  the 
degree  of  darkness.'' 

Treitel  ^  is  convinced  that  when  a  non-adapted  eye  is  examined  in  day- 
light with  a  gray  test-object  so  that  the  field  just  shows  normal  limits,  it 
will  be  contracted  when  the  examination  is  made  with  the  same  object  in  a 
waning  light.  Landolt*  has  stated  that  during  recovery  the  first  tint  to 
be  perceived  properly  is  green,  followed  by  yellow,  red,  and  blue. 

In  pure  {i.e.,  not  hemeralojjic)  amblyopia,  Treitel  could  not  find  any 
further  contraction  of  the  limits  of  the  visual  field  when  the  illumination 
was  diminished.  In  regard  to  the  central  visual  acuteness,  Bjerrum  has 
found  (confirmed  by  Treitel)  that  with  diminished  illumination  the  lessen- 
ing of  the  field  in  amblyopic  eyes  which  are  not  hemeralo^iic  is  much  less 
in  comparison  with  normal  eyes  than  when  they  are  examined  by  daylight. 

Concentric  contraction  of  the  field  of  vision  for  white,  with  a  reduction 
of  the  color-area,  is  pathognomonic  of  disturbance  resulting  from  neurosis. 
Here  can  be  found,  as  proved  on  Foi'ster's  photometer,  a  slow  adajjtation 
as  compared  with  the  normal  eye. 

The  normal  eye  perceives  the  lines  on  Forster's  diagram  through  an 
opening  of  the  diaphragm  of  two  millimetres  square  after  one  and  a  half 
or  two  minutes'  exposure,  while  in  the  diseased  condition  this  result  can 
be  obtained  only  after  ten  or  fifteen  minutes'  time,  according  to  the  gravity 
of  the  case  and  the  high  degree  of  contraction  of  the  field,  as  sometimes 
seen  in  hysterical  women,  in  whose  cases  a  half-hour  may  elapse  before  it 
can  be  accomplished. 

In  contrast  to  hemeralopics,  patients  suffering  from  purely  functional 
nervous  disturbances  of  sight  are  nyctalopic.  If  such  patients  are  examined 
after  adaptation  (as  Aubert  understands  the  term)  has  taken  place,  tlie  field 
of  vision  will  be  found  to  be  either  normal  or  considerably  enlarged. 

The  pathological  appearances  of  the  fields  of  vision  of  such  patients  are 
also  explained  by  the  slowness  of  the  recovering  processes  of  the  retina  in 

1  Archiv  fiir  Ophthalmologie,  xxxiii.  2,  97. 

'  Wolf  berg,  Arcliiv  fiir  Ophthalmologie,  xxxi.  1,  and  xxxiii.  1. 

'  Archiv  fiir  Ophthalmologie,  xxxi.  1,  xxxiv.  3,  and  xxxvii.  2. 

*  Aubert,  Graefe  und  Saemisch,  Handbuch  der  gesammten  Augenhcilkunde,  ii.  535. 
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darkness ;  either  because  the  blood  of  such  patients  furnishes  a  much  less 
useful  material  for  the  rapid  recovery  of  the  visual  substance  that  has 
been  decomposed  by  the  action  of  light  than  in  normal  eyes,  or  because 
the  slow  recovery  of  the  decomposed  substance  depends  upon  centrifugally 
conducting  nerves  in  the  optic  tract. 

In  regard  to  the  varieties  of  defects  of  the  peripheral  zone  of  the  visual 
field,  three  forms  can  be  distinguished :  (1)  General  equally  concentric 
contraction.  (2)  General  concentric  contraction  Avith  sector-like  defects. 
(3)  Peripheral  zonular,  or  sector-like,  or  plane-like  defects  extending  from 
a  certain  point  on  the  periphery  more  or  less  closely  to  the  point  of  fixa- 
tion, while  the  remaining  portion  appears  almost,  if  not  quite,  normal. 

If  the  defect  is  absolute,  all  light-sensation  disappears  out  of  the  area. 
To  determine  the  limits  of  such  defect  it  is  necessary  to  employ  intensely 
bright  objects.  Moreover,  all  the  surrounding  or  neighboring  scotomata 
show  areas  which  are  in  direct  proportion  to  the  size  of  the  object  used.  In 
all  this  work  the  size  and  brilliancy  of  the  object  employed  should  be  noted. 

The  relation  of  the  defects  of  the  field  of  vision  to  the  vertical  meridian 
makes  the  position  of  the  field  very  important.  The  vertical  meridian 
divides  the  eye  into  a  smaller  nasal  and  a  larger  temporal  portion.  The 
proportion  of  the  latter  to  the  former  is  from  two-thirds  to  one-third. 

The  course  of  the  optic  nerves  is  so  arranged  that  those  parts  of  the 
retina  of  each  eye,  rs  to  fs  and  to  fd,  which  lie  on  the  left  side  of  the 
fovea  centralis  fs  and  fd  (Fig.  1 2) 
are  connected  with  the  left  optic 
centre  of  perception  Low  in  the  left 
hemisphere,  so  that  the  nerve-fibres 
of  the  nasal  part  of  the  retina,  rd 
to  fd,  of  the  right  eye  run  to  the 
optic  tract  of  the  left  side,  Ts,  as 
a  crossed  fasciculus  throug-h  the 
chiasm.  The  temporal  part  of 
the  left  retina,  rs  to  fs,  of  the  left 
eye,  how^ever,  sends  nerves  as  a  lat- 
eral or  uncrossed  fasciculus  into 
the  optic  tract  of  the  same  side,  Ts. 
Consequently  the  temporal  portions 
of  the  retina  of  each  eye  are  con- 
nected with  the  optic  centre  of  their 
respective  side,  and  the  nasal  por- 
tions with  the  optic  centre  of  the 
opposite  hemisphere.  If  the  right  visual  centre  Row,  or  the  corresponding 
nerve-tract,  Tr,  is  destroyed,  those  parts  of  the  retina,  fs  to  rs  and  fd  to  rd, 
which  lie  on  the  right  side  of  the  two  foveas /s  and  fd  will  have  their  func- 
tion destroyed,  while  the  related  parts  of  the  fields  of  vision  will  become 
defective. 
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As  that  part  of  the  retina  lying  nasally  from  the  fovea  centralis  is 
almost  twice  as  large  as  that  lying  temporally,  so  the  surface  of  the  tem- 
poral portion  of  the  visual  field  is  almost  twice  as  large  as  the  nasal  sur- 
face of  the  same.  The  dividing  line  of  the  two  parts  of  the  field  lies  nearly 
always  in  the  vertical  meridian,  or  at  least  runs  quite  near  it.  As  the  fibres 
coming  from  tlie  nasal  parts  of  the  retina  cross  one  another  in  the  chiasm, 
and  as  the  fibres  coming  from  the  temporal  parts  of  the  retina  do  not  cross 
before  uniting  with  the  optic  fibres  coming  from  the  nasal  part  of  the  op- 
posite retina,  so  morbid  processes  which  meet  the  chiasm  in  the  direction 
fr  jr  (Fig.  12)  or  the  tracts  Ts,  Tr,  or  farther  back,  must  produce  field  defects 
which  lie  at  corresponding  places  laterally  from  the  vertical  meridian.  If 
the  chiasm  is  destroyed  in  the  position  fr  or  /;•  (Fig.  12),  a  bitemporal 
defect  in  the  field  of  vision  occurs,  showing  functional  interruption  of  the 
nasal  sides  of  the  two  retinse. 

As  it  often  happens  that  bedridden  patients  must  be  examined  while 
lying  down,  the  author  has  constructed  an  apparatus  which  he  terms  a 
bed-penmeter.    (Fig.  13.)    A  wooden  board  (a),  the  breadth  of  which  is 


Fig.  13. 


Wilbrand'B  bed-perimeter. 


equal  to  the  length  of  the  perimeter,  and  the  length  of  which  equals  the 
width  of  the  bed,  is  made  so  that  it  can  be  raised  or  lowered  like  a  reading- 
desk.  A  second  board  (6),  which  can  be  placed  at  any  degree  of  inclination 
upon  two  perforated  irons  (c),  is  supported  by  putting  a  little  iron  pin  (r/) 
into  a  series  of  holes.  Upon  the  board  b  is  placed  the  perimeter.  The  board 
b  is  connected  with  the  board  a,  on  the  side  turned  towards  the  patient,  by 
means  of  two  hinges,  which  arc  placed  near  the  corners.  Both  boards  be- 
tween the  hinges  are  hollowed  out  so  as  to  fit  the  regions  of  the  chest  and 
abdomen.  The  perimeter  itself  is  supported  below  by  a  clamp  (/),  which 
is  fixed  vertically  to  b.  The  board  a  is  supported  by  four  wooden  screws 
[g),  which  are  fastened  by  pairs  to  a  rather  narrow  board  (A)  resting  hori- 
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zontally  on  the  lateral  bed-boards.  On  the  board  h,  near  the  outer  end,  is 
placed  a  clamp  (/;),  so  as  to  prevent  the  whole  apparatus  from  moving  side- 
ways. A  head-rest  is  so  arranged  that  the  chin  of  the  patient  can  be  brought 
into  a  comfortable  position  on  the  chiu-rest  of  the  instrument.^ 

The  Binocular  Field  of  Vision. — As  patients  nearly  always  judge  their 
visual  defects  binocularly,  we  must  also  consider  the  binocular  field  of 
vision.  Inasmuch  as  under  normal  conditions  of  the  eye-muscles  the  lines 
of  sight  of  both  eyes  cross  each  other  at  F  (Fig.  14),  the  vertical  meridian 
running  through  F  is  common  to  both.  The  nasal  portion  of  the  field 
0  —  RD  —  V  of  the  right  eye  takes  its  place  in  the  temporal  part  of 
the  field  of  vision  0  —  RS — u  of  the  left  eye ;  the  field  of  the  right  eye 
alone  being  0  —  R'D  —  v  —  RD  —  0.  The  nasal  portion  of  the  field 
of  the  left  eye,  whose  monocular  part  is  represented  by  0 — R8 — v  — 
R'S —  0,  is  likewise  analogous.  Both  nasal  parts  of  the  field  meet  in  the 
vertical  meridian,  and  to  a  certain  extent  they  form  a  smaller  field  of  the 
size  0  —  RD  —  V  —  R'S —  0.  To  this  the  binocular  field  of  vision  adds 
the  temporal  portions  of  the  fields  of  both  eyes.  If  the  optic  chiasm 
(Fig.  12)  is  destroyed  in  the  direction  fr  fr,  then  both  temporal  parts  of 
the  visual  field  will  be  missing,  and  (Fig.  14)  consist  of  the  two  remaining 


Fig.  14. 


Binocular  fields  of  vision. 

nasal  portions  alone.  Fig.  12  shows  that  all  that  lies  in  the  binocular 
field  of  vision  on  the  left  side  from  F  and  the  vertical  meridian  respec- 
tively is  perceived  by  the  right  optic  centre,  and  all  that  lies  on  the  right 
side  from  F  is  seen  by  the  left  optic  centre. 

Through  experiments,  especially  those  of  v.  Gudden,  it  has  been  deter- 
mined that  the  uncrossed  fibres  of  the  optic  nerves  (Fig.  12,  j?)  increase  in 
tliickness  with  the  size  of  the  binocular  field  of  vision.  In  the  lower  verte- 
brates a  total  crossing  of  the  optic  nerves  takes  place,  because  their  eyes  are 

'  This  apparatus  can  be  obtained  from  John  Plambeck,  of  Hamburg,  Germany. 
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placed  so  far  to  tlie  sides  of  the  head  that  au  object  cannot  be  seen  simulta- 
neously with  the  two  organs.  In  higher  mammals — for  example,  the  dog 
— the  eyes  are  moved  farther  to  the  front,  and  consequently  objects  lying 
straight  in  front  and  near  the  prolongation  of  the  median  line  of  the  body 
are  seen  by  both  eyes  at  the  same  time,  so  that  in  this  animal  a  small  bin- 
ocular field  of  vision  is  formed.  Here  the  fovea  centralis  lies  entirely  in 
the  nasal  portion  of  the  retina.  In  the  human  species  both  eyes  lie  in 
the  frontal  plane,  so  that  the  binocular  visual  fields  fall  upon  one  another 
and  in  consequence  have  a  common  fixation-point. 

In  the  binocular  field  of  vision  Mariotte's  spot  cannot  be  determined 
experimentally,  lying  as  it  does  on  the  right  and  left  sides  of  the  field  in  each 
temporal  portion.  Moreover,  in  the  common  field  of  vision  the  correspond- 
ing parts  of  the  nasal  halves  adjust  the  light-sensation  for  their  resjjective 
places.  The  monocular  defects  lying  in  the  region  of  the  common  field 
(0  —  RD  —  V  —  R'S — 0,  Fig.  14)  may  therefore  disappear  in  the  bin- 
ocular field  of  vision,  provided  that  those  parts  which  cover  one  another 
remain  normal  in  each  eye. 

In  disturbances  of  the  binocular  fixation  the  extent  of  the  binocular 
field  of  vision  undergoes  certain  modifications. 

If  the  binocular  field  of  vision  of  a  squinting  person  be  measured,  its 
lateral  extent  will  not  corresjiond  with  the  size  of  the  temporal  parts  of  the 
fields  of  both  eyes,  this  being  dependent  upon  the  relation  of  the  eyes  to 
each  other.  In  pronounced  cases  of  convergent  strabismus  the  field  of 
the  squinting  eye  will  lie  (if  the  resulting  position  be  considered)  almost 
entirely  in  the  field  of  the  non-converging  eye. 

In  Fig.  15,  which  represents  convergent  strabismus  with  a  squinting 
right  eye,  the  limit  of  the  binocular  field  of  vision,  which  should,  in  nor- 
mal binocular  fixation,  lie  towards  the  right  in  PA,  lies  in  R'D  just  as 
long  as  the  right  eye  (r.d  —  rd)  is  squinting  inward.  The  image  of  the 
fixed  object  Fs  falling  on  the  part  of  the  right  retina  y  lies  inward  fi"om 
the  fovea  fd.  That  part  of  the  cortical  visual  centre  which  belongs  to  the 
region  y  of  the  retina  gradually  acquires  the  habit  of  suppressing  the  per- 
ceived images  (regional  exclusion)  in  the  interest  of  simi^le  binocular  sight, 
because,  through  divei'gence  of  the  eye,  it  becomes  necessary  to  divert  the 
attention  from  the  image  of  the  squinting  eye  and  direct  it  upon  that  of  the 
fixing  one.  However,  as  the  exclusion  of  images  by  the  squinting  eye  is 
practised  only  to  avoid  double  vision,  the  habit  is  applied  to  such  objects 
alone  as  project  their  images  into  both  eyes, — that  is  to  say,  to  those  images 
which  are  in  the  common  part  of  the  field  of  vision.  If  the  object  advances 
into  that  part  of  the  temporal  half  of  the  field  of  the  squinting  eye  where 
it  can  no  longer  be  seen  by  the  other  eye  (Fig.  15,  x —  R'D),  then  the  image 
is  no  longer  suppressed  in  the  squinting  eye.  The  extent  of  the  binocular 
field  of  vision  in  moderate  degrees  of  convergent  strabismus  is  practically 
somewhat  less  than  that  of  the  non-squinting  eye.  That  part  of  the  retina 
in  which  no  suppression  of  the  image  takes  place  remains  in  constant  prac- 
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tice,  and  in  consequence  retains  a  fair  visual  power,  while  other  portions  of 
the  retina  gradually  lessen  their  sensibility. 


Fio.  15. 


Visual  field  in  convergent  strabismus. 


It  can  be  easily  seen  from  Fig.  16  that  the  binocular  field  of  vision  in- 
creases in  divergent  strabismus.  The  exclusion  of  the  images  of  the  squint- 
ing eye  in  the  region  of  the  common  field  of  vision  must  be  regarded  as  a 
process  occurring  outside  of  the  sphere  of  pure  sensory  activity. 

In  monocular  squint  a  congenital  amblyopia,  in  which  the  visual  acute- 
ness  is  reduced  to  the  ability  to  see  to  count  fingers,  is  often  found.  In 
this  form  the  ophthalmoscopic  appearances  are  normal,  and  color-sensibility 
for  small  objects  is  retained.    Usually,  without  any  trace  of  a  central  sco- 


FiG.  16. 


Visual  field  in  divergent  strabismus. 


toma,  the  visual  acuteness  of  the  fovea  centralis  is  so  slightly  different  from 
the  peri  macular  region  that  the  eyes  oscillate  in  order  to  find  a  suitable 
retinal  spot  for  a  fixation-point.  From  this  circumstance  the  conclusion  is 
arrived  at  that  under  such  conditions  the  physiologically  favored  macula 
lutea  from  birth  equals  or  approaches  in  functional  value  that  of  the  sur- 
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rounding  retinal  zones.  This  supposition  is  further  substantiated  by  the 
fact  that,  like  the  peripheral  retinal  regions  of  the  normal  eye,  during  con- 
tinued fixation,  the  images  rapidly  become  confused  and  disappear.  On 
account  of  these  facts  it  can  readily  be  understood  that  under  such  circum- 
stances perimetry  must  be  difficult. 

A  definite  criterion  for  amblyopia  exanopsia  is  not  yet  possessed.  A 
differential  diagnosis  can  be  arrived  at  only  by  exclusion.  Groenouw  has 
been  able  to  prove,  by  means  of  observations  upon  the  acuteness  of  vision 
i'ov  points,  that  in  one  case  the  amblyopia  was  caused  by  a  defect  of  the 
visual  centre,  and  has  shown  that  peripheral  sight  was  normal.  In  his 
case  the  isopter  in  the  immediate  neighborhood  of  the  point  of  fixation 
(the  isopter  found  for  an  object  point  of  a  quarter  of  a  millimetre)  ex- 
tended in  the  sound  eye  nearly  half  a  degree  farther  towards  the  periphery 
than  ill  the  amblyopic  eye. 

Cases  of  congenital  amblyopia  in  which  the  fixation  is  normal  must 
have  their  fields  of  vision  studied  with  diminished  illumination  in  order  to 
make  a  differential  diagnosis  between  them  and  a  coexistent  hemeralopia. 
In  congenital  amblyopia  the  functional  disturbance  always  affects  the 
macula  lutea  and  the  temporal  portion  of  the  retina  in  preference  to  the 
nasal  part  of  the  retina,  which  functions  wholly  or  incompletely. 

As  a  rule,  the  non-suppressed  monocular  part  of  the  field  of  the 
squinting  eye  is  not  projected  in  the  direction  of  the  outer  world,  which 
it  should  be  in  accordance  with  the  law  of  identity.  That  is  to  say,  it  is 
not  projected  in  a  direction  which  is  in  opjiosition  to  the  diverging  eye, 
but  directly  joins  the  field  of  vision  of  the  other  eye.  This  is  probably 
explained  by  the  experience  through  which  the  squinting  subject  finally 
acquires  an  idea  of  the  divergence  of  the  eye,  and  by  which  he  is  taught 
to  correct  the  deviation  by  a  changed  projection. 

SPECIAL  PART. 

In  order  better  to  understand  the  significance  of  the  visual  fields  in 
the  diagnosis  of  distui'bances  in  the  visual  apparatus,  it  seems  best  to  make 
the  following  divisions :  1,  the  orbital  portions  (consisting  of  retina,  optic 
papilla,  and  chorioid) ;  2,  the  optic  nerves ;  3,  the  optic  chiasms ;  4,  the 
optic  tracts  ;  5,  the  primary  optic  centres ;  6,  the  intra-cerebral  tracts  lead- 
ing to  the  cortical  centres ;  and,  7,  the  visual  centres  in  the  cortex  of  the 
brain. 

I. 

THE  VISUAL  FIELD  IN  DISEASES  OF  THE  RETINA  AND  CHORIOID. 

As  the  outer  layers  of  the  retina  are  chiefly  nourished  from  the  chorioidal 
capillaries,  we  often  find  a  pathological  change  in  the  outer  layere  of  the 
retina  as  a  consequence  of  disease  of  the  chorioid.  It  is  also  found  that  in 
diseased  conditions  of  the  chorioid  the  contiguous  imtches  of  the  outer  layer 
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of  the  retina  iu  contact  become  involved,  presenting  differences  from  dis- 
eases of  the  inner  layers  of  the  retina.  Although  in  diseases  of  the  inner 
retinal  layers  (changes  in  the  retinal  vessels,  hemorrhages,  oedema,  sclerosis 
of  the  nerve-fibres,  fatty  degeneration,  etc.)  we  usually  find  only  a  certain 
degree  of  amblyopia,  without  any  characteristic  defect  of  the  visual  field, 
yet  in  affections  of  the  outer  layers  of  the  retina  scotomata  soon  appear 
in  patches  where  the  nourishment  of  the  delicate  structures  is  altered  by 
the  disease-processes.  At  their  commencement  these  patches  can,  as  a  rule, 
be  demonstrated  only  by  perimetry  with  diminished  light. 

In  order  to  make  as  clear  as  possible  the  general  symptomatology  of 
diseases  of  the  optic  disk  and  inner  layers  of  the  retina  (the  nerve-fibre 
layers  of  the  retina)  in  contradistinction  to  that  of  the  outer  retinal  layers 
(epithelial  nerve-layers),  as  well  as  the  chorioid  (as  affected  in  chorioido- 
retinitis),  the  author  has  compiled  the  following  table : 

TABLE  I. 

GENEKAL  SYMPTOMATOLOGY. 

Diseases  of  the  optic  nerve,  optic  papilla,  Diseases  of  the  outer  layers  of  the  retina 
and  innermost  layers  of  the  retina.  and  of  the  chorioid  (retino-chorioiditis). 

Perception  of  Light. 

Dark  ohjects  on  a  white  ground  picked  out     Torpor  retinae, 
as  well  or  almost  as  well  as  with  healthy 
eyes. 

Field  of  Vision  hy  Diminished  Light. 

The  eye  acts  as  a  sound  one,  and  shows  the  By  diminished  light  the  field  of  vision 
same  faults  as  hy  ordinary  daylight  il-  shows  either  concentric  diminutions, 
lumination.  zonular  defects,   or  central  scotomata, 

while  in  these  cases  hy  full  daylight  no 
defects  can  be  found,  or  by  diminished 
light  the  small  defects  that  are  obtained 
by  full  daylight  will  appear  increased 
and  more  intense. 

Form  of  the  Defects  of  the  Field  of  Vision. 

Mostly  concentric  limitation  with  sector-     Large  irregular   defects  with   zones  and 
shaped  re-entering  angles.    The  field  of        islands  (visus  reticulatus).    Circular  sco- 
color-perception  is  diminished  as  com-  tomata. 
pared  with  that  for  perception  of  white. 
Central  scotomata  with  diminution  of  the 
field  of  vision  on  one  side  are  present. 

Nature  of  the  Scotomata. 

Central  and  peripheral  negative  scotomata     Central  and  peripheral  scotomata  are  posi- 
which  are  not  recognizable,  but  in  which        tive,  being  recognized  as  dark  spots, 
objects  are  not  ordinarily  recognized. 

Central  Visual  Acuteness. 


Usually  better  by  diminished  illumination  ;     Usually  diminished  by  diminished  illumi- 
nyctalopia  exists.  nation  ;  hemeralopia  exists. 
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TABLE  1.— {Continued.) 
Perception  of  Color. 

Typical  disappearance  of  color  from  the  In  ordinary  daylight,  concentrically  limited 
visual  field  :  green  goes  first,  then  red,  field  boundaries.  In  clear,  full  daylight 
and  lastly  blue.  Zones  of  dulled  percep-  the  colors  appear  in  the  diseased  areas 
tion  to  color  (color-blindness)  to  abso-  just  as  they  do  by  diminished  light  to  the 
lute  loss  of  power  of  perception  of  color.  normal  eye.  In  the  disturbed  portion  of 
In  partial  optic  atrophy  the  fields  of  the  field,  green  appears  bluish,  yellow 
white-  and  color-perception  approximate  appears  reddish,  and  violet  appears  as 
towards  the  point  of  disease.  gray. 

Meiamorphopsia  (Retinal). 
Not  present.  Common. 

CONGENITAL  ANOMALIES. 

MeduUated  Nerve-Fibres. — Here  there  is  an  irregular  enlargement  of  the 
blind  spot,  the  expansion  corresponding  to  the  direction  of  the  extent  of  the 
anomaly.  In  some  cases  where  the  medullation  is  not  opaque  it  is  not 
possible  to  demonstrate  any  increase  in  the  blind  spot. 

Retinal  and  Chorioidal  Colobomata. — The  exact  size  of  colobomata  of 
the  retinal  tunic  can  be  established  only  by  the  perimeter.  It  is  in  this  not 
sufficient  simply  to  discover  the  presence  of  a  defect  in  the  field  of  vision 
by  means  of  the  white  examining  object,  for  there  might  be  a  relative  defect 
due  to  a  congenital  disease  of  the  chorioid,  with  participation  of  the  corre- 
sponding portion  of  the  retina,  because  it  is  absolutely  necessary  that  in  the 
retinal  colobomata  no  perception  of  the  most  intense  light  exists. 

For  this  reason  Lindsay  Johnson  ^  has'  had  a  small  electric  lamp  con- 
structed, so  that  by  means  of  a  lens  all  the  rays  are  made  parallel.  This 
can  be  used  as  an  examining  object  in  the  sliding  apparatus  of  Forster's 
perimeter.  By  this  means  the  deficiency  of  each  and  every  perception  of 
light  over  the  region  of  the  coloboma  may  be  obtained,  and  thus  the  actual 
size  of  the  defect  demonstrated  by  the  perimeter.  Retinal  colobomata  situ- 
ated below  the  papilla  cause  corresponding  defects  in  the  upper  part  of  the 
field  of  vision.  Such  defects  may  extend  into  the  field  towards  the  blind 
spot.  (Fig.  17.)  The  field-defect  often  does  not  correspond  in  size  with 
the  chorioidal  colobomata  as  seeuAvith  the  ophthalmoscope.  The  reason  for 
this  is  that  the  portions  of  the  retina  lying  near  or  in  contact  with  the  colo- 
boma of  the  chorioid  are  only  more  or  less  disturbed  in  their  development. 
In  consequence  it  is  the  retinal  defect  alone  that  corresponds  to  the  visual 
defect,  as  demonstrated  by  the  perimetrical  examination  made  in  a  partly 
darkened  room  with  a  Lindsay  Johnson  lamji. 

The  same  thing  occurs  in  the  so-called  extra-papillary  colobomata 
which  Lindsay  Johnson  considers  to  be  cau.sed  by  atrophy  of  congenital 
ntevi  of  the  chorioid.  In  these  cases,  as  well  a.s  those  of  the  true  macular 
colobomata,  which,  according  to  the  experience  of  this  author,  occur  ocea- 

'  Archiv  fiir  Augcnheilkundc,  xxi. 
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sionally,  the  extent  of  the  scotoma  corresponds  to  the  size  and  the  shape  of 
the  coloboma  in  but  slight  measure,  as  shown  by  the  ophthalmoscope.  Fur- 
ther, the  scotoma ta  as  observed  with  the  electric  lamp  are  smaller  than  those 
that  are  determined  with  white  paper  disks.  In  one  case  no  scotoma  could 
be  made  out  during  the  examination  with  the  white  paper  disk.  This 
was  because  the  portion  of  the  field  of  vision  which  held  the  scotoma  was 
limited  to  the  innermost  bounds  of  the  scotoma.  Only  after  examination 
with  the  electric  lamp  was  it  possible  to  make  the  scotoma  appear. 

Fig.  17. 


Left  field. 


Congenital  conus  on  the  inner  lower  margin  of  the  optic  disk,  caused 
by  actual  absence  or  imperfect  development  of  the  retina,  which,  according 
to  Wollenberg,  is  common  in  the  mentally  diseased,  shows  itself  in  an 
enlargement  of  the  bliud  spot.  According  to  Manz,^  the  position  of  the 
defect  in  the  visual  field  in  such  cases  is  upward.  Sometimes  it  extends  as 
far  as  the  fixation-point. 

Retinal  hemorrhages  do  not  generally  cause  disturbance  in  the  field  of 
vision,  unless  they  occur  at  the  macula.  The  large  cup-shaped,  round,  or 
oval  hemorrhagic  foci  in  the  neighborhood  of  the  macula  lutea,  situated 
between  the  retina  and  the  lamina  vitrea,  cause  positive  central  scotomata. 

In  the  course  of  resolution  of  such  a  hemorrhage  the  defect  grows 
smaller  and  gradually  disappears.  Sometimes  a  minute  area  of  degenera- 
tion remains  in  or  near  the  macula,  and  in  consequence  leaves  a  small 
scotoma.  As  the  blood  is  situated  between  the  arterial  layer  of  the  retina 
and  the  vitreous  humor,  the  rods  and  cones  remain  intact,  and  the  patients 
perceive  the  scotoma  as  red  spots.  Later  everything  appears  yellowish  or 
grayish. 

Small  tongue-shaped  or  roundish  hemorrhages  in  some  cases  cause  the 


'  Graefe  und  Saemisch,  Handbuch  der  gesammten  Augcnheilkunde,  ii.  79. 
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appearance  of  sector-shaped  defects,  especially  if  the  hemorrhages  are  present 
in  large  quantities  in  the  region  of  a  large  vessel. 

In  such  cases  the  field-defect  is  caused  by  a  lessening  in  the  nourish- 
ment of  the  retina  from  interference  with  the  circulation  of  the  blood  in 
the  diseased  vessels,  and  secondarily  by  the  dioptric  disturbance  which  the 
hemorrhage  causes. 

The  author's  experience  leads  him  to  believe  that  those  retinal  hemor- 
rhages which  occur  in  consequence  of  disease  of  the  blood,  such  as  pernicious 
ansemia  and  leukfemia,  cause  less  changes  in  the  field  of  vision  than  patho- 
logical processes  which  attack  the  walls  of  the  blood-vessels,  as,  for  instance, 
atheromatous  degeneration. 

The  field  of  vision  for  white  is  irregularly  diminished,  with  almost 
always  an  irregular  central  scotoma.    Fig.  18  shows  an  absence  of  color- 


FiQ.  18. 


Right  field. 


pei'ception  in  the  lower  part  of  the  field  corresponding  to  the  position  of  the 
most  disturbed  portions  of  the  retina. 

It  is  remarkable  that  these  conditions  often  occur  unilaterally.  Sonie- 
times,  usually  early,  the  clianges  appear  in  but  one  position  of  the  field. 
Analogous  changes  are  caused  by  disease  of  the  retinal  vessels  found  in  late 
forms  of  cerebral  syphilis.  At  the  same  time  foci  of  disease  may  occur  in 
consequence  of  thrombosis  in  the  cerebral  vessels,  so  that  it  may  happen 
that  fields  of  vision  (like  those  seen  in  Fig.  19)  in  which  the  retinal  disease 
has  already  produced  changes  may  become  complicated  by  a  homonymous 
hemianojisia.  The  fields  of  vision  in  Fig.  19  were  taken  from  a  case  of 
cerebral  syphilis,  with  sub.sequent  mania  and  death  fi'om  apo])lcxy. 

In  tho.se  ca.ses  of  albuminuric  retinitis  in  wliich  the  changes  are  marked 
about  the  macula,  and  the  patients  complain  that  everything  seems  to  be 
covered  with  a  greenish  sheen,  it  will  often  be  found  that  when  the  field 
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of  vision  is  examined  witli  small  colored  objects  the  color-perception  over 
isolated  areas  in  the  macular  region  is  weakened.  There  is  an  irregular 
scotoma  for  white  and  colors  only  where  the  changes  are  well  developed 
and  marked  at  the  macula,  or  where  there  are  hemorrhages  into  this  portion 


FiQ.  19. 


of  the  retina.  Sometimes  tlie  peripheral  boundary  of  the  visual  field  is 
irregularly  diminished,  being  at  times  produced  by  an  optic  neuritis. 

Apoplexies  often  occur  which,  when  the  hemorrhage  involves  the  path 
of  optic  conduction,  may  lead  to  homonymous  hemianopsia.  Occasionally 
a  temporal  hemianopsia  may  be  recognized.  It  is  evident  that  the  addition 
of  hemianopsia  to  a  neuritis  or  a  retinal  detachment  increases  the  complica- 
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tions  in  the  field  of  vision.  Such  a  field  of  vision  is  shown  in  Fig.  20. 
In  this  case,  beginning  with  a  normal  field,  an  incomplete  left-sided  homony- 
mous hemianopsia  appeared  (the  cross-hatched  portion).  Later  an  attack  of 
neuro-retinitis  occurred  in  both  eyes.  During  the  course  of  this  the  single- 
lined  portion  of  the  field  lost  all  visual  power,  leaving  only  the  small  hori- 
zontal oval  area  active. 

In  that  rare  form  of  disease  described  by  von  Graefe*  as  central  relapsing 
syphilitic  retinitis  there  is  a  characteristic  disturbance  of  vision, — a  series 
of  sudden  onsets  of  a  central  darkening  of  vision,  with  the  later  develop- 
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ment  of  an  irregularly  central  permanent  scotoma,  which  may  extend  as 
a  sector-shaped  area  to  the  field  periphery.  Ring  scotomata  (see  Fig.  5) 
have  also  been  observed. 

In  retinitis  proliferans^  the  condition  of  the  visual  capacity  is  some- 
times surprisingly  good,  when  considered  in  contrast  with  the  great 
changes  shown  by  the  ophthalmoscope,  as  Leber  ^  has  recorded  in  one 
case.  The  field  of  vision  was  peculiar :  it  exhibited  regularly  arranged 
indentations  extending  from  the  periphery.  Later,  in  one  eye  almost 
the  whole  field  of  vision  was  lost  by  the  extension  of  the  process  in- 
ward towards  the  centre.  At  last  only  two  small  islands,  situated  at  the 
periphery,  remained. 

In  a  case  observed  by  the  author  at  a  comparatively  early  stage,  in 
which  the  thickening  had  spread  only  a  short  way  into  the  retina,  there 
■was  an  irregular  scotoma  which  connected  with  the  blind  spot. 

In  embolism  of  the  central  artery  of  the  retina  the  plugging  of  the  artery 


'  Archiv  fiir  Ophthalmologie,  xii.  2,  211. 
'Manz,  Archiv  fiir  Ophthalmologie,  xxii.  3,  229. 

'  Graefe  und  Saemisch,  Handbuch  der  gesummten  Augenhcilkunde,  v.  668. 
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produces  sudden  and  complete  blindness  of  the  affected  eye,  and  only  in 
those  rare  cases  in  which  the  lumen  of  the  vessel  is  not  completely  oc- 
cluded does  a  larger  or  smaller  portion  of  the  field  of  vision  recover  where 
there  is  a  plugging  of  the  small  branches  of  the  artery. 

At  the  commencement  there  is  a  darkening  of  the  whole  field  of  vision. 
This  is  soon  followed  by  a  clearing  of  the  field  until  only  that  portion 
from  which  the  blood-supply  is  completely  cut  off  remains  blind.  This 
portion  is  either  situated  in  the  position  shown  in  Fig.  21,  or  covers  the 

Fig.  21. 


Right  field. 


upper  or  the  lower  half,  according  to  which  division  of  the  artery  is  plugged. 
The  defect  may  decrease  in  size  in  a  few  weeks  as  a  consequence  of  the  re- 
establishment  of  collateral  circulation. 

The  slit-shaped  fields  which  occur  in  embolism  of  the  central  retinal 
artery  are  very  interesting.  They  appear  when  the  twig  which  supplies  the 
macula  springs  from  the  main  artery  in  the  trunk  of  the  optic  nerve.  The 
field  of  vision  of  such  a  case  is  shown  in  Fig.  22.  The  acuteuess  of  vision 
in  this  instance  remained  normal. 

When,  in  perforating  wounds  of  the  sclerotic  and  chorioid,  the  nerve- 
fibre  layers  of  the  retina  are  divided  in  a  circumscribed  region,  the  percep- 
tive power  over  the  retinal  elements  which  are  in  the  involved  region  is  lost. 

The  di.sturbance  of  function  caused  by  the  division  of  the  nerve-fibres 
spreads,  according  to  the  ray-like  distribution  of  these  fibres  in  the  retina, 
as  a  sector-shaped  defect  whose  base  lies  at  the  periphery  of  the  field  and 
whose  apex  coincides  with  that  of  the  foreign  body.  The  loss  of  function 
is  greater  than  the  ophthalmoscopic  diagnosis  would  lead  an  observer  to 
imagine. 

In  the  cases  observed  by  Jacobi '  the  foreign  body  was  situated  below 


Archiv  fiir  Ophthalmologic,  xiv.  1,  138. 
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the  papilla.  The  form  of  the  defect  in  the  field  of  vision,  which  was  very- 
narrow  at  the  central  end,  corresponded  accurately  with  the  bow-shaped 
course  which  the  nerve-fibres  ordinarily  take  in  the  neighborhood  of  the 

Fia.  22. 
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macula.  Larger  wounds  which  perforate  the  sclerotic  and  cause  loss  of 
vitreous  are  usually  followed  by  a  separation  of  the  retina. 

In  Fig.  23  the  double-lined  portion  shows  a  defect  which  was  caused  by 
a  clean-cut  wound  in  the  lower  and  outer  part  of  the  sclerotic.    One  year 


Fig.  23. 


Left  field. 

later  the  retina  was  separated  towards  the  lower  part  and  exhibited  a  defect 
in  the  visual  field,  shown  by  the  single-lined  shading. 

In  ruptures  of  the  chorioid  caused  by  blunt  objects,  the  retina  is  not 
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generally  torn,  but  the  neuro-epithelial  layers  are  often  markedly  altered  by 
stretching  and  hemorrhage.  The  torn  area  is  ordinarily  situated  at  the 
posterior  pole  of  the  eye,  and  in  the  greater  number  of  cases  it  is  found  on 
the  temporal  side  of  the  disk.    Rarely  the  tear  is  horizontal. 

The  field  of  vision  is  disturbed  in  accordance  with  the  position  of  the 
injury.    Central  scotomata  are  observed. 

Fig.  24  shows  a  field  of  vision  from  an  eye  suiferiug  from  rupture  of 
the  chorioid.    The  break  was  caused  by  pressure  of  air  following  an  ex- 

Fio.  24. 
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plosion  of  a  dynamite  cartridge  which  the  patient  was  holding  between  his 
fingers.  The  double-shaded  portion  in  the  figure  shows  the  defect  which 
ultimately  resulted.    It  was  much  larger  at  first  (single-shaded  portion). 

The  acuteness  of  vision  rose  to  ^• 

D 

Fig.  25  shows  the  field  in  a  case  in  which  a  bullet  from  a  revolver 
crossed  from  the  temporal  side  to  the  posterior  and  upper  part  of  the  eye- 
ball. Ophthalmoscopically,  at  this  point  dark  layers  of  pigment  with 
glistening  white  areas  could  be  seen.  At  the  beginning  hemorrhages  were 
present. 

In  contusions  of  the  eye  clouding  of  the  retina,  which  is  obviously  due 
to  oedema,  is  met  with.  (R.  Berlin.^)  This  condition  is  followed  by  a 
moderate  decrease  of  visual  acuteness  with  temporary  concentric  diminution 
of  the  field  of  vision. 

Absolute  central  scotomata  are  known  to  be  caused  by  staring  at  the 
sun  during  eclipses.  These  may  disappear,  become  relative,  or  remain 
permanently  positive. 

In  the  form  of  blindness  resulting  from  bad  nourishment,  scotomata 
appear  when   the  patients   are   examined   in  diminished  illumination. 


1  Klinische  Monatsbliitter  fiir  Augenheilkunde,  xi.  42-78. 
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(Forster.')  Alfred  Graefe  found  exactly  the  opposite  to  this, — that  is,  the 
periphery  of  the  field  of  vision  was  disturbed.  The  measurement  of  the 
field  of  vision  is  of  more  importance  in  ablatio  retinse  than  in  all  other 
diseases  affecting  the  retina,  for  it  definitely  determines  the  degree  of  change 
of  the  function  in  the  involved  portion.  Occasionally  during  the  first  few 
days  the  function  of  the  retina  may  appear  to  be  but  slightly  altered. 
Leber  ^  relates  a  case  in  which  the  whole  lower  half  of  the  retina  was  sep- 

FiQ.  25. 


Right  field. 

arated  and  pushed  forward  like  a  bag,  and  in  spite  of  this  the  field  of 
vision,  even  during  a  slightly  darkened  illumination,  showed  no  sign  of 
diminution.    Central  vision  seemed  to  be  but  slightly  disturbed. 

The  separation  ordinarily  occurs  suddenly.  It  becomes  perceptible  to 
the  patient  by  a  darkening  of  the  field  of  vision,  and  is  usually  described 
as  a  cloud  or  a  curtain  spread  before  a  part  of  the  visual  field.  At  the 
same  time,  on  account  of  the  floating  of  the  still  acting  retina,  a  waving 
of  bodies  seen  in  the  corresponding  field  appears.  Moreover,  by  reason 
of  the  changed  position  of  the  cones,  troublesome  symptoms  of  distorted 
vision  may  ensue. 

In  addition  to  tliese  symptoms,  the  disturbed  area  of  the  field  of  vision 
may  rise  to  the  upper  part  of  the  field,  in  consequence  of  a  sinking  of 
the  fluid  to  the  lower  part  of  the  eyeball.  Thus  those  portions  of  the 
retina  which  were  separated  may  again  come  in  contact  with  the  chorioid 
and  resume  their  function.  Sometimes  such  cases  may  jjresent  a  picture  in 
slight  measure  resembling  bilateral  upward  hemianopsia.  This  is  shown 
in  Fig.  26. 


1  Uebcr  Hemerulopio  und  die  Anwendung  eines  Photometers  iin  Gebiete  der  Ophthal- 
mo-logie,  Broslau,  1857.  v 

'  Graefe  und  Saemisch,  Handbuch  der  gcsammten  Augenheilkunde,  v.  694. 
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If  the  macula  is  separated  with  the  rest,  eccentric  fixation  in  most  cases 
occurs.  In  these  instances  central  fixation  may  be  preserved  for  a  longer 
or  shorter  period  in  spite  of  the  decrease  of  the  central  acuteness  of  vision. 
In  consequence  of  gravitation  of  the  fluid  behind  the  retina,  the  macula 
may  become  reattached  and  central  fixation  be  re-established. 


Fig.  26. 


Left  field. 


As  every  separation  of  the  retina  has  a  tendency  to  increase  in  size,  the 
defect  in  the  field  of  vision  gradually  augments  until  only  a  slight  percep- 
tion of  light  in  the  lower  part  of  the  field  remains.  The  apparent  size  of 
the  separation  as  shown  by  the  ophthalmoscope  is  not  always  represented 
by  a  similarly  sized  defect  in  the  field  of  vision.  In  cases  of  visual  field- 
defect  without  any  demonstrable  elevation  of  the  retina,  the  visual  power 
Vol.  II.— 16 
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may  be  so  much  improved  that  no  eccentric  visual  disturbance  can  be 
shown  in  ordinary  daylight.  In  such  cases  the  field-defect  may  be  demon- 
strated by  means  of  diminished  illumination. 

The  disturbance  of  function  of  the  separated  retina  depends  principally 
on  the  changes  wrought  in  tlie  rod-and-cone  layer  of  the  retiua.  These 
delicate  elements  become  macerated,  producing  torpor  retinae.  In  such  cases 
it  often  happens  that  central  acuteuess  of  vision  is  disturbed  on  cloudy 
days.  In  these  instances,  however,  the  defects  in  the  field  of  vision  are 
better  shown  by  diminished  illumination  than  by  daylight. 

If  the  retina  has  been  separated  only  a  short  time,  and  no  anatomical 
changes  of  its  inner  layer  have  occurred,  this  part  may  regain  its  origi- 
nal power  of  perception  of  light.  It  is  to  this  form  of  torpor  retinae  that 
the  phenomenon  of  a  dark  cloud  or  wall  similar  to  that  seen  in  positive 
scotomata  is  to  be  ascribed.'  The  reason  for  this  is  that  by  daylight  the 
separated  and  sound  poi'tions  of  the  retiua  are  excited  by  almost  equal 
strengths  of  stimulus.  When  less  illumination  is  used  the  stimulus  in  the 
separated  region  is  lowered,  and  hence  the  scotomata  must  appear. 

Retinitis  pigmentosa,  or  pigmentary  degeneration  of  the  retina,  is  the 
only  disease  among  all  the  pathological  conditions  of  the  retina  which 
produces  typical  changes  in  the  field  of  vision. 

At  the  commencement  of  the  disease  the  field  of  vision  by  bright  illumi- 
nation shows  no  change  from  normal,  whereas  by  examination  with  dimin- 
ished light  a  considerable  concentric  decrease  can  be  demonstrated. 

The  disturbance  of  vision  depends  on  the  destruction  of  the  rod-and-cone 
layer  of  the  retina,  which  cannot  be  recognized  with  the  ophthalmoscope. 
In  typical  cases  the  disease  develops  in  the  periphery  and  sj) reads  in  the 
direction  of  the  macula  lutea.  Whilst  at  the  beginning  a  concentric  shrink- 
ing of  the  field  of  vision  can  be  shown  with  diminished  illumination,  in 
full  daylight  the  boundaries  of  the  field  are  normal.  As  the  disease  pro- 
gresses, the  concentric  shrinking  of  the  field  appears  also  in  the  bright 
illumination  of  daylight,  a  sign  that  the  rod-and-cone  layer  is  destroyed. 
If  the  field  be  examined  by  diminished  illumination  at  this  time,  it  will 
be  found  that  the  concentric  shrinking  has  advanced  so  far  that  the  eye 
appears  totally  blind, — a  proof  that  the  torpor  has  spread  over  the  whole 
retina. 

The  diameter  of  the  field  of  vision  with  good  central  acuteness  of  vision 
can  diminish  to  an  area  of  from  seven  to  ten  degrees  in  extent.  Such 
patients  see  as  does  one  looking  through  a  long  tube.  In  this  area,  by 
bright  daylight,  the  color-fields  are  recognized  in  their  usual  order. 

Occasionally  so-called  ring  scotomata  appear.  In  the  peripheral  portion 
vision  is  defective  either  throughout  or  in  isolated  areas.  Sometimes  ring 
scotomata  are  complete.  Again,  they  may  consist  of  half-circles  which 
are  separated  by  fairly  well  reacting  portions  of  the  field.    At  times  the 


•  Forster,  Klinische  Monatsschrift  fiir  Augcnhcilkunde,  ix.  84L 
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remaining  active  part  of  the  centre  of  the  field  is  snrrounded  by  a  half- 
moou-shaped  area  (see  Fig.  27),  giving  the  working  field  of  vision  a  re- 
semblance to  tiie  star  and  crescent  of  Turkey.  These  half-ring  or  zonular 
defects  of  which  the  ring  scotomata  are  formed,  as  well  as  the  ring  scotoma 
itself,  are  often  found  in  chorioido-retinitis  of  syphilitic  type,^  as  well  as  in 
central  relapsing  syphilitic  retinitis  as  described  by  von  Graefe. 

In  the  beginning  of  syphilitic  chorioido-retinitis,  described  by  Forster, 
the  field  of  vision  when  examined  by  bright  daylight  is  either  normal  or 


Fig.  27. 


slightly  diminished  concentrically.  Island-shaped  and  zonular  defects  first 
appear  in  diminished  illumination.  Central  scotomata  are  sometimes  ob- 
served. Schoen  ^  regards  the  mode  of  origin  of  these  annular  scotomata  as 
following  the  arrangement  of  the  vasa  vorticosa.  Upon  account  of  their 
rich  blood-supply,  these  zones  of  vessels  are  specially  prone  to  inflamma- 
tion, taking  at  the  same  time  a  position  coinciding  with  that  of  the  centre 
of  the  ring  scotomata  (30°  to  35°). 

Perlia  ^  has  made  a  careful  collection  of  the  cases  of  annular  scotomata 
from  all  the  writings  on  the  subject.  He  has  found  thirteen  cases  of 
syphilitic  chorioido-retinitis,  two  of  non-syphilitic  chorioido-retinitis,  seven 
of  retinitis  pigmentosa,  and  one  in  which  no  ophthalmoscopic  diagnosis 
was  made.  Thus  no  less  than  56.5  per  cent,  is  referred  to  a  syphilitic 
origin.  Hence  in  every  case  of  ring  scotoma  syphilis  must  be  first  con- 
sidei'ed. 

A  ring  scotoma  disappears  in  the  same  way  as  it  is  formed.  It  is  broken 
into  zonular  defects,  which  become  smaller  and  are  demonstrable  only  by 


*  Forster,  Archiv  fiir  Ophthulmologie,  xx.  1,  32. 

'  Die  Lelire  vom  Gcsichtsfeld. 

»  Centralblatt  fiir  Augenheilkunde,  1886,  S.  41. 
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diminished  ilhimination,  and  at  last  pass  out  of  existence.  In  the  closing 
stages  of  chorioido-retiuitis  island-liUe  spots  of  vision  around  the  large 
central  defects  are  alone  found.  These  areas  are  most  plentiful  in  the 
peripheral  parts  of  the  field,  causing  this  portion  to  ai)pear  retiform  in 
character, — the  so-called  visus  rdiculaius. 

According  to  Nettleship,'  there  is  both  a  chorioiditis  and  a  retinitis 
of  syphilitic  type.  They  are  constantly  found  associated  in  the  chorioidal 
variety.  The  primary  seat  of  inflammation  is  in  the  capillaries.  The  dis- 
turbance seems  to  show  a  greater  tendency  to  spread  along  the  surface  than 
to  involve  the  thickness  of  the  vascular  layer. 

The  principal  change  occurring  in  pure  syphilitic  retinitis  is  a  diffuse 
thickening  of  the  retina  in  all  its  layers.  This  thickening  shows  itself 
most  distinctly  in  the  nerve-fibre  layer,  where  the  cells  appear  heaped  in 
masses. 

The  areolar  and  circumscribed  forms  of  chorioiditis^  disseminata  exhibit 
fields  of  vision  which  are  dependent  upon  the  seat  of  the  disease  and  the 
method  of  extension  through  the  retinal  layers.  Here,  notwithstanding  the 
striking  pictures  which  the  ophthalmoscope  gives,  a  precise  examination  of 
the  whole  field  of  vision  with  a  small  object  can  alone  show  where  and  to 
what  degree  the  rod-and-cone  layer  of  the  retina  is  affected.  In  chorioido- 
retiuitis  ad  maculam  the  outer  layers  of  the  retina  in  contact  with  the  dis- 
ease are  usually  involved,  and  the  metamorphosis  is  produced  by  disturbance 
in  the  sensitive  layers.  This  leads  to  the  formation  of  a  positive  centi'al 
scotoma  of  an  atypical  form,  its  shape  varying  with  the  size  of  the  disease- 
foci.  At  first  white  objects  appear  darker  in  the  affected  region  than  ordi- 
nary.   Later  there  is  an  absolute  scotoma. 

In  some  cases  of  chorioido-iritis  disseminata  in  which  there  are  marked 
ophthalmoscopic  changes  a  normal  field  of  vision  is  found.  In  such  tjqjes 
the  tissues  of  the  chorioid  and  the  iris  alone  are  affected.  In  other  cases 
the  foci  of  disease  lie  nearer  the  retina  and  cause  the  appearance  of  circum- 
scribed absolute  scotomata  in  the  intermediate  zone  of  the  visual  field. 
At  times  a  central  scotoma  may  be  present,  giving  a  sieve-like  appearance 
to  the  field,  so  that  to  some  extent  the  patients  see  as  through  a  sieve. 
(Fig.  10.)    In  addition  there  may  be  wide-spread  peripheral  defects. 

In  sclero-chorioiditis  posterior  there  is  an  occasional  increase  of  the  blind 
spot,  which  signifies  that  there  is  atrophy  of  both  the  chorioid  and  the  rods 
and  cones.  Owing  to  changes  in  the  nourishment  of  the  chorioid  in  high 
degrees  of  myopia,  torpor  retinae  occasionally  occurs.  This  condition  pro- 
duces a  still  greater  degree  of  concentric  diminution  of  the  field,  as  shown 
by  diminished  illumination,  than  is  usually  found  in  myopia.  If  to  this  an 
inflammation  of  the  vascular  layers  be  superadded,  it  will  be  easy  to  under- 
stand why  very  short-sighted  patients,  notwithstanding  complete  correction 
of  vision  by  lenses,  find  it  hard  to  orient  themselves  in  twilight. 

'  Royul  London  Ophthalmic  Hospital  Reports,  vol.  xi.,  Purl  I. 
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In  the  prodromal  abortive  attacks  of  glaucoma  both  central  acuteness  of 
vision  and  the  field  of  vision  are  diminished.  After  the  first  severe  attack 
the  visual  power  never  regains  its  normal  condition.  The  decrease  in  the 
field  of  vision,  which  is  more  or  less  concentric  or  localized  to  the  nasal 
half,  is  a  consequence  of  intra-ocular  pressure.  This  compression  shows 
itself  first  and  chiefly  in  those  vascular  regions  which  lie  farthest  from  the 
heart,  for  here  the  blood-pressure  is  least.  Hence  an  anaemic  condition 
in  the  retinal  periphery,  which  is  the  cause  of  the  diminution  in  the  field 
of  vision,  is  early  recognized.  As  the  optic  disk  lies  to  the  nasal  side  of 
the  posterior  pole  of  the  eye,  the  vessels  which  supply  the  temporal  side  of 
the  retina  travel  farther  in  carrying  the  blood,  and  thus,  their  capillaries 
lying  at  a  greater  distance  from  the  heart,  the  field  of  vision  on  this  side 
(which  is  the  nasal  side  to  the  perception  of  the  patient)  is  most  dimin- 
ished.   (Compare  Figs.  28  and  30.) 


Fig.  28. 


Left  field. 

If  the  disease  goes  so  far  as  to  form  a  patliological  excavation,  both  cen- 
tral acuteness  of  vision  and  the  visual  field  suffer  still  more,  by  reason  of 
atrophy  of  the  optic  nerve  fibres  in  the  head  of  the  nerve  from  pressure. 
After  iridectomy  central  acuteness  increases,  owing  to  increased  trans- 
parency of  the  cornea,  whilst  the  field  of  vision  returns  to  normal  so  far 
as  the  eye  was  healthy  before  the  attack. 

In  simple  glaucoma  the  field-disturbance  depends  upon  the  atrophy 
caused  by  pressure  on  the  nerve-fibres  in  the  cupped  disk.  On  account  of 
a  slow  and  gradual  increase  of  this  pressure,  the  fibres  adapt  themselves, 
being  mostly  pushed  over  to  the  nasal  side  of  the  disk,  so  that  the  condi- 
tion of  visual  acuteness  and  the  field  of  vision  do  not  always  correspond 
with  the  depth  of  the  cupping.    Thus,  Schmidt-Rimpler  ^  describes  a  case 


Eulenberg's  Kealencyclopiidio,  Bd.  vi. 
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in  which,  althoiigli  glaucoma  symijtoms  were  i)rosent  f«n-  between  ten  and 
twelve  years  luid  a  deep  cupping  existed,  visual  acuteness  and  the  field 
of  vision  were  normal.  If  there  is  an  additional  concentric  diminution 
of  the  field,  a  narrow  horizontal  or  an  oblique  area  may  be  all  that  is  left. 
(See  Fig.  29.)    Usually  for  a  long  time  before  complete  blindness  ensues 

Pig.  29. 


Right  field. 

a  small  remnant  of  vision  is  present  in  the  outer  upper  or  outer  lower 
quadrant  of  the  field.  Sometimes  at  the  commencement  a  relative  cen- 
tral scotoma  (see  Fig.  28),  which  gradually  grows  into  an  absolute  area, 
appears. 

Sachs  ^  has  examined  four  fields  of  vision  in  simi)le  glaucoma  in  which 
paracentral  scotomata  were  present.  In  these  cases  the  meridional  boun- 
dary was  from  two  to  four  degrees  separated  from  the  fixation-point,  and 
the  lateral  boundary  included  most  of  the  blind  spot. 

Schnabel  ^  found,  among  one  hundred  and  eighty  eyes  suffering  from 
primary  glaucoma,  fifteen  with  a  greatly  diminished  field  of  vision  and  a 
high  degree  of  central  acuteness.  He  also  saw  six  cases  with  centi-al  and 
paracentral  scotomata.  Fifteen  jjer  cent,  exhibited  a  condition  of  function 
indicating  retrobulbar  neuritis. 

In  simple  glaucoma,  though  central  acuteness  of  vision  generally  de- 
creases slowly,  yet  it  can  be  normal  whilst  diminution  of  the  periplieral 
area  is  far  advanced.  In  a  narrow  slit-like  area  color  may  be  recognized. 
(See  Fig.  29.) 

If  the  field  of  vision  is  narrowed  to  the  fixation-]wint  before  a  sclerot- 
omy or  an  iridectomy  is  performed  (sec  Fig.  30,  in  wliioh  the  lined  part 
rejjresents  the  area  of  growth  of  defect  after  operation),  there  is  generally 


'  Centrnlbliitt  fiir  Auijenheilkunde,  1887,  lOL 
'  Archiv  fiir  Augenlieilkunde,  Bd.  xxiv. 
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an  increase  of  the  mischief  after  the  procedure,  the  increased  narrowing 
passing  beyond  tiie  iixation-poiut  and  destroying  central  vision.  These  are 
examples  of  simple  glaucoma  which  can  be  easily  mistaken  for  simple  optic 
atrophy  with  unusually  deep  cupping  of  the  disk.  In  doubtful  cases  the 
presence  of  color-perception  in  the  remaining  field  of  glaucoma  will  serve 
to  differentiate  the  two  conditions. 

Fig.  30. 


Left  field. 


The  field  of  vision  in  choked  disk  (papillitis)  and  papillo-retinitis  ap- 
pears in  marked  contrast  with  the  ophthalmoscopic  signs.  As  long  as  the 
choking  of  the  disk  is  due  to  oedema  the  conductivity  of  the  nerve-fibres 
remains  but  slightly  affected.  When  the  hyiiersemia  and  infiltration  of 
the  papilla  develop  slowly  it  does  not  seem  to  be  disturbed,  the  nerve-fibres 
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having  opportunity  to  move  to  one  side,  as  in  glaucomatous  conditions, 
and  to  become  adapted  to  their  new  position.  Thus,  Ivanoff  found  in  a 
case  of  Becker's^  that  althougii  the  process  remained  for  a  year  in  a  con- 
dition of  higli  degree  of  pressure,  with  comparatively  great  increase  of  the 
capillary  circulation,  yet  there  was  normal  vision. 

Lately  the  author  has  had  an  opportunity  to  observe  a  ca.se  in  wliich, 
in  consequence  of  an  abscess  of  the  temporal  lobe  consecutive  to  purulent 
ear-disease,  choked  disk  developed.  After  trephining  and  cleansing  of  the 
abscess-cavity,  the  nerve-head  swelling  disappeared  without  leaving  dimi- 
nution of  acuteness  of  vision  or  disturbance  in  the  visual  field. 

Early,  and  often  before  any  diminution  in  the  periphery  of  the  field 
is  present,  an  increase  in  the  size  of  the  blind  spot,  varying  from  twice  to 
many  times  its  normal  size,  may  be  found.  This  condition,  which  was  first 
observed  by  Knapp,^  is  chiefly  caused  by  the  pushing  aside  of  the  retina 
round  the  papilla  by  the  so-called  neurotic  swelling.  (In  Fig.  31  the  size 
of  the  blind  spot  is  shown  by  the  double-lined  portion.) 


Fig.  31. 


Left  field. 


In  the  course  of  the  disease  a  continuous  diminution  of  the  field  ensues. 
This  is  greatest  on  the  nasal  side,  and  is  accomjjanied  by  angular-  or  sector- 
shaped  defects,  with  retraction  of  the  boundaries  of  color-pei'ception  from 
the  edge  of  the  defective  white  field.  (See  Fig.  32.)  In  a  few  cases  the 
fault  is  seen  in  both  eyes  on  the  nasal  half  only.  Mandelstamm  has  in- 
correctly endeavored  to  designate  this  condition  as  an  example  of  the 
so-called  nasal  hemianopia.' 

As  a  rule,  the  visual  disturbances  and  changes  in  the  field  of  vision  are 
due  to  the  rapid  development  of  the  choked  disk  caused  by  the  oedema  and 

'  Graefe  und  Saeinisch,  Haiulbueh  dor  gcsiimmten  Angcnhnilkunde,  v.  781. 
'  Transactions  of  tho  American  Opiithalniologicul  Society,  1870,  p.  118. 
•  Archiv  fiir  Ophthalmologic,  xis..  2,  39. 
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dilatation  of  the  capillaries.  With  the  comiuencemeut  of  the  stage  of  iu- 
flaiumation  and  papillary  atrophy,  couductiou  is  destroyed  by  the  newly 
formed  connective  tissue,  as  it  grows  and  contracts,  causing  rapid  loss 
of  visual  power.  During  these  processes  the  field  of  vision  is  continually 
lessened,  color-perception  is  gradually  lost,  and  finally  incurable  blindness 

Fig.  32. 


Left  field. 


sets  in,  the  last  remnant  of  the  field  in  which  large  white  objects  can  be 
seen  being  situated  external  to  the  fixation-point. 

There  is  a  diversity  of  opinion  as  to  which  side  of  the  field  the  dimi- 
nution most  often  affects.  Schliiter,'  after  collecting  the  peculiarities  of  the 
field  of  vision  in  thirteen  cases  of  choked  disk  and  neuro-retinitis  of  cer- 
ebral origin,  found  as  follows  :  six  times  (in  three  patients)  enlargement  of 
the  blind  spot;  three  times  (in  two  patients)  peripheral  diminution,  partic- 
ularly from  above;  twice  (in  one  patient)  peripheral  diminution,  particu- 
larly on  the  outer  side ;  twice  (in  two  patients)  small  remains  of  the  field 
toAvards  the  lower  part ;  twice  (in  one  patient)  marked  concentric  dimi- 
nution with  retention  of  color-perception  ;  twice  (in  one  patient)  remains 
of  the  field  below  and  above  the  fixation-point ;  and  once  (in  one  patient) 
a  large  and  absolute  central  defect. 

The  course  of  choked  disk  and  its  destructive  results  to  central  visual 
acuteness  and  the  field  of  vision  depend  not  only  on  the  nature  of  the  intra- 
cranial disease-processes,  but  also  partly  on  the  result  of  the  therapeutic 
or  surgical  measures  which  have  been  undertaken  early  in  the  disease. 
Here  there  is  direct  pressure  or  other  influence  of  a  tumor  at  some  distance 
from  the  nerve,  bringing  about  a  decrease  in  the  intra-cranial  space  and 
acting  directly  on  the  optic  tracts  and  the  visual  centres. 

Patients  sufferiug  from  choked  disk  sometimes  complain  of  previous 


'  Ueber  Neuritis  Optica.    Inaugural  Dissertation,  Berlin,  1888. 
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blindness  or  diminution  of  visual  power.  These  are  symptoms  that  follow 
distention  of  that  portion  of  the  cerebrum  which  forms  the  roof  of  the 
third  ventricle  over  the  optic  chiasm.  Hydrocephalic  effusions,  causing 
augmentation  in  the  quantity  of  cerebro-spinal  fluid,  produce  pressure  upon 
the  optic  chiasm,  and  thus  diminish  the  conductiug  power  of  the  retinal  im- 
pulses from  botli  eyes  through  this  body.  Those  reductions  of  visual  power 
which  appear  at  the  beginning  of  the  disease  are  therefore  always  about 
the  same  in  both  eyes.  If  such  patients  bend  fonvai-d,  the  visual  power  is 
diminished  by  the  greater  pressure  which  follows  the  engorgement  thus 
brought  about.  A  like  character  of  blindness  can  be  caused  by  the  press- 
ure of  an  expansile  tumor  upon  the  chiasm  in  a  case  of  choked  disk. 

If  the  choking  is  caused  by  disease-pi-ocesses  in  the  orbit,  the  field-defect 
essentially  follows  the  point  on  which  a  tumor,  for  example,  acts  on  the 
nerve-fibres,  or  physiologically  represents  the  position  of  those  fibres  in 
which  the  mass  grows.  Thus,  Schliiter  observed  in  a  patient  twenty  yeai-s 
of  age,  whose  peripheral  field  of  vision  and  color-jjerception  were  good,  that 
the  fixation-point  was  covered  by  a  large  absolute  scotoma,  which  extended 
inward  a  great  distance. 

If  typical  choked  disk  with  marked  differences  in  the  two  fields  of 
vision  is  present  in  a  case  of  cerebral  syphilis,  a  greater  involvement  of  the 
optic  trunk,  which  eventuates  in  a  descending  destruction  of  the  nerves, 
must  be  suspected.  For  instance,  if  in  a  double  choked  disk,  caused  by 
intra-cranial  syphilis,  one  eye  becomes  almost  blind,  whilst  the  other  regains 
normal  vision,  a  direct  involvement  of  the  optic  trunk  of  one  side,  either 
in  the  cranium  or  in  the  orbit,  may  be  assumed. 

II. 

THE  FIELD  OF  VISION  IN  DISEASES  AFFECTING  THE  OPTIC  NERVES. 

In  such  conditions  both  neurotic  and  atrophic  changes  must  be  con- 
sidered. The  first  may  be  divided  into  the  acute  and  the  chronic  forms 
and  combinations  of  forms  of  peri-interstitial  neuritis,  isolated  neuritis,  aud 
inflammation  of  the  fibres  forming  the  papillo-macular  bundle.  The  in- 
flammation may  spread  in  an  ascending  or  a  descending  direction  from  the 
brain  (perineuritis  or  neuritis  ascendens  or  descendens).  Again,  it  may 
attack  any  point  in  the  nerve  and  extend  in  both  directions  from  this  point. 

The  atrophic  conditions  of  the  optic  nerves  may  be  divided  into  simple 
genuine  optic-nerve  atrophy  (atrojihia  nervi  optici);  neurotic  atrophy, 
which  follows  the  action  of  inflammatory  processes  in  the  optic  nerves; 
and  secondary  atropliy  (ascending  or  descending),  as,  for  example,  that  fol- 
lowing pressure  on  the  optic  nerve  or  division  of  the  nerve  in  its  continuity. 

The  disturbances  of  vision  in  inflammatory  processes  attacking  the 
optic  nerves  are  caused  partly  by  the  destruction  of  conduction  in  conse- 
quence of  swelling  and  increase  of  the  connective-tissue  septa  pressing  on 
the  nerve-fibres,  and  partly  by  the  disturbance  in  the  nourishment  which 
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the  iuflammation  produces  in  the  connective-tissue  septa  in  diminishing 
their  capacity  as  conductors  of  nourishment.  So  long  as  these  processes 
of  diminished  nourishment  and  pressure  interfere  only  with  the  action  of 
the  nerves  without  destroying  their  anatomical  integrity,  the  disturbance 
of  sight  may  completely  disappear  on  their  subsidence  ;  otherwise  such  dis- 
turbances are  irreparable  and  deficient  vision  is  permanent. 

In  simple  true  optic  atrophy  visual  changes  are  generally  caused  by  an 
evenly  spreading  loss  of  power  in  the  separate  nerve-fibres  of  the  whole 
transverse  section  of  the  optic  nerve.  The  condition,  without  any  known 
reason,  is  progressive,  and  always  results  in  blindness. 

In  neurotic  atrophy  the  visual  changes  depend  upon  the  size  and  inten- 
sity of  attack  of  the  affected  portion  of  the  optic  nerve  as  well  as  upon  the 
frequency  and  permanency  of  the  disturbances  of  nourishment  to  which  the 
several  separate  bundles  of  optic  nerves  are  exposed. 

In  secondary  descending  atrophy  the  degree  of  visual  defects  is  com- 
mensurate with  the  interruption  of  connection  of  the  nerve-fibres  produced 
by  disease  of  their  ganglion-cells. 

With  regard  to  the  constant  relation  of  the  ophthalmoscopic  diagnosis 
to  the  disturbances  of  central  acuteness  and  the  field  of  vision  in  neurotic 
affections  of  the  optic  nerves,  the  following  queries  must  be  kept  in  view : 
1.  Do  the  inflammatory  processes  extend  into  the  papilla,  or  do  they  extend 
behind  the  orbit  into  the  iutra-cranial  part  of  the  optic  tract,  or  have  they 
their  seat  in  the  tracts  themselves  ?  2.  How  much  time  has  passed  since  the 
commenpement  of  the  disease  ? — that  is,  how  long  is  it  since  the  disturbance 
of  vision  appeared  ? 

If  the  signs  of  a  neuritis  are  found  ophthalmoscopically,  they  give  in  a 
measure  directly  also  the  explanation  of  the  changes  in  the  field  of  vision 
seen  at  the  same  time. 

In  diseases  of  the  optic  nerves,  and  chiefly  in  the  primary  atrophic 
conditions,  the  degree  of  acuteness  of  vision  and  the  diminution  of  the  field 
of  vision  for  white  and  color  bear  a  regular  relation  to  each  other,  which 
is  of  the  greatest  importance  for  diagnosis  and  prognosis. 

In  simple  true  progressive  atrophy  of  the  optic  nerves,  where  the  degen-  - 
eration  has  attacked  in  a  more  or  less  regular  manner  the  whole  optic  tract, 
defects  first  appear  in  those  portions  of  the  field  whose  corresponding  ret- 
inal areas  ordinarily  exhibit  in  the  normal  physiological  condition  weaker 
visual  acuity.  For  this  reason  the  early  defects  are  found  towards  the  pe- 
riphery of  the  field.  In  consequence  of  this,  examining  objects  reflecting 
colored  light  that  is  less  intense  than  white  show  at  this  period  of  the  dis- 
ease a  marked  decrease  in  the  limits  of  the  color-field  towards  the  fixation- 
point.  (See  Fig.  33,  which  is  the  field  of  a  case  of  progressive  optic  atrophy 
in  a  forty-year-old  tabetic.)  As  the  atrophic  process  progresses,  those  colors 
which,  under  ordinary  physiological  conditions,  exhibit  a  tendency  to  dis- 
appear first  in  the  field,  fade  in  regular  sequence.  Hence,  for  example,  the 
color-blind  zone  between  the  fields  of  blue  and  white  increase  in  size,  whilst 
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over  the  entire  field  green  and  red  canuot  be  seen,  followed  by  loss  of 
percejjtion  of  every  color  except  blue.  (See  Fig.  34,  which  represents  the 
field  of  vision  of  the  right  eye  of  the  same  case  as  in  Fig.  33.)    Fig.  35 


FiQ.  33. 


exhibits  the  last  remnant  of  a  color-blind  field  of  vision  in  the  progressive 
optic  atrophy  of  tabes  dorsalis. 

"With  a  normal  field  of  vision  for  white,  a  marked  diminution  in  the 


Fig.  34. 




Right  field. 


limits  of  the  color-fields,  which  is  to  be  regarded  as  a  symptom  of  the  com- 
mencement of  progressive  atrophy,  may  be  found.  In  all  cases  of  simple 
progressive  atrophy,  tlierefore,  the  relation  of  tlic  extent  of  the  field  lor 
white  to  that  of  the  fields  of  the  colors,  when  examined  with  equal-sized 
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objects,  corresponds  exactly  to  the  diraimition  of  such  fields  to  a  normal 
eye  when  examined  with  decreased  illumination. 

If  it  be  wished  to  compare  the  size  of  the  color-fields  with  that  of  the 
white  field  in  ordinary  daylight,  a  gray  surface  that  is  just  large  enough  to 
show  the  extreme  limits  of  the  normal  field  by  the  illumination  of  bright 
daylight  should  be  used  as  the  examining  object.  In  this  way  a  diminu- 
tion of  function  in  the  optic  nerve,  in  an  atrophy  that  spreads  evenly  over 
the  whole  nerve,  may  be  recognized  without  any  limitation  of  the  periphery 
of  the  field  manifesting  itself  when  examined  by  means  of  an  ordinary- 
sized  white  object.    On  the  contrary,  however,  any  derangement  is  shown 


FiQ.  36, 


Right  field. 


in  the  limitation  of  the  color-fields,  because  colored  light  has  less  power 
of  impressing  itself  on  the  retina  than  white  light ;  and,  further,  under  nor- 
mal conditions  colored  light  makes  an  impression  which  gradually  lessens 
as  it  impinges  upon  the  retina  from  the  fixation-point,  until  at  last  it  pro- 
duces the  impression  of  gray. 

If  a  sector-shaped  area  of  tlie  optic  nerve  is  attacked  more  intensely, 
and  projects  a  similarly-shaped  defect  into  the  visual  field  of  white  light, 
the  field  for  blue  will  exhibit  a  diminution  following  the  conformation  of 
that  of  the  white  light.  (See  Fig.  43.)  The  color-blind  zone  between  the 
limits  of  the  fields  of  white  and  blue,  where  they  are  encroached  on,  be- 
comes narrower  at  the  part  of  the  sector  which  is  nearest  the  fixation-point, 
and  wider  towards  the  peripliery  of  these  fields.  The  reason  for  this  is  that 
the  sensitiveness  of  the  central  part  of  the  retina  is  much  greater  than  it  is 
towards  the  periphery.  If  the  limits  of  the  color-fields  approach  closely 
to  the  boundary  of  the  defect  in  the  white  field,  it  proves  that  the  eccentric 
acuteness  of  vision  still  remains  near  normal. 

As  the  area  and  intensity  of  a  defect  in  the  visual  field  are  only  relative 
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to  the  size  of  the  test-object  used  and  the  degree  of  ilhimination,  it  is  uucer- 
tain  to  what  degree  the  physiological  function  is  lost.  An  absolute  defect 
is  "spoken  of  only  where  the  affected  regions  are  absolutely  blind  to  the 
most  powerful  light  that  can  be  employed. 

Fig.  36  shows  a  field  of  vision  tested  with  a  white  object  whose  sides 
were  one  hundred  millimetres  long.  When  the  same  patient  was  examined 
with  a  white  object  whose  sides  wei'e  five  millimetres  long,  no  perception  of 

FiQ.  30. 


Left  field. 


light  could  be  demonstrated.  In  this  case  large  blue  surfaces  appeared 
a  little  bluish.  A  similar  condition  was  present  in  the  other  eye.  The 
patient  suffered  from  tabetic  progressive  atrophy  of  the  optic  nerves. 

In  most  diseases  affecting  the  optic  nerves  the  line  of  demarcation  be- 
tween the  relatively  healthy  and  the  absolutely  defective  portions  of  the 
field  of  vision  consists  in  a  zone  in  which  visual  perception  is  markedly 
diminished.  This  intermediate  portion  lies  between  the  limits  of  the  ab.so- 
lute  defect  and  the  boundaries  of  the  field  for  green.  The  number  of  the 
diseased  nerve-bundles  may,  to  a  certain  extent,  be  determined  in  accord- 
ance with  the  width  of  this  zone. 

If  a  defect  reaches  into  the  boundaries  of  the  normal  color-fields  and 
divides  both  them  and  the  field  of  white,  so  that  the  limits  of  the  two 
series  of  fields  coincide,  such  a  condition  of  disease  is  known  as  partial 
atrophy.  It  does  not  affect  the  rest  of  the  field,  whose  limits  for  white  and 
color  remain  normal.  (See  Fig.  37.)  Such  a  field  shows  a  past  circum- 
scribed process  of  disease,  and  indicates  a  favorable  prognosis.  Uhthoff 
has  described  a  classic  diagnosis  of  such  a  condition.' 

In  some  disea.sed  conditions  of  tlic  ojjtic  nerves  there  is  usually,  outside 
the  limits  of  the  defect  found  wlien  examined  with  a  white  object  five 
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millimetres  square,  a  zone  of  partially  deadened  perception  which  gradually 
shades  into  the  defective  portiou.  With  large  white  strongly  illumined 
objects  this  zone  is  also  demonstrable,  the  patient  sometimes,  in  cases  "of 
progressive  optic  atrophy,  becoming  conscious  of  it  because  objects  which 
are  moving  away  scom  to  be  gradually  enveloped  in  a  fog  before  being 
lost.  This  fog  which  surrounds  the  boundaries  of  the  pathological  field  of 
vision  appears  brighter  on  the  side  of  the  field  towards  the  light,  and  is 
broader  in  proportion  to  the  smallness  of  the  limits  of  the  field  for  white. 


Fig.  37. 


Eight  field. 


In  progressive  atrophy,  even  after  no  field  of  vision  can  be  obtained 
by  a  five-millimetre  white  object  and  the  patient  has  lost  the  power  of 
counting  fingers,  there  is  often  present  for  a  long  time  the  power  of  percep- 
tion of  intensities  of  light.  Fig.  36  was  obtained  by  using  an  object  one 
hundred  millimetres  square.    Later  this  condition  is  followed  by  blindness. 

In  regard  to  prognosis  as  shown  by  field-disturbances,  the  disease  should 
be  regarded  as  progressive  under  the  following  circumstances  :  1.  When 
it  can  be  proved,  after  repeated  examinations  with  similar  objects  and 
quantities  of  light,  that  there  is  a  constantly  increasing  shrinking  of  the 
bounds  of  the  color-fields  from  the  limits  of  that  of  white,  or  that  the 
white  field  is  diminishing.  If  only  one  side  or  one  sector  of  the  field 
is  diminished,  a  further  shrinking  in  the  field  of  white  at  this  part  of 
the  visual  field  is  to  be  expected.  2.  When  the  field  of  vision  for  white 
begins  to  shrink,  whilst  there  is  a  constant  diminution  of  the  fields  for 
colors.  3.  When  in  the  course  of  repeated  examinations  red  or  green 
objects  of  like  size  to  the  white  one  are  not  recognized  in  bright  daylight, 
although  larger  objects  of  these  colors  can  be  seen. 

In  making  examinations  for  defective  color- vision  it  must  be  borne  iu 
mind  that  the  patient  may  be  congenitally  color-blind.    Further,  it  must 
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be  remembered  that  a  congenital  bememlope  may  become  subject  to  disease 
of  the  optic  nerves.  In  such  cases  examination  with  lessened  illumination 
differentiates  the  condition.  In  disease  of  the  optic  nerves  which  are  not 
hemcralopic  the  visual  field  shows  the  same  area  as  when  the  illumination 
is  markedly  diminished. 

A  retrogressive  tendency  in  the  condition  of  the  disease  is  present  and 
the  prognosis  is  more  favorable  when,  on  comparing  with  earlier  examina- 
tions, it  is  found :  1.  That  the  limits  of  the  visual  field  for  white  and  color 
have  increased  when  examined  with  similarly-sized  objects.  2.  When,  with 
a  stationary  condition  of  the  limits  of  the  color-fields,  the  white  field  exhibits 
an  expansion  when  examined  with  similarly-sized  white  objects.  3.  When, 
after  an  earlier  loss  of  vision  of  green  and  red,  or  of  green  only,  these 
colors  become  recognizable.  4.  When  the  same  extent  of  field  as  was  de- 
termined with  a  large  colored  object  is  found  with  a  similarly-colored  small 
object.  In  all  this  work  it  is  essential  to  know  whether  the  patient  has 
taken  any  strychnine. 

The  process  of  retrogressive  evolution  after  a  subsidence  of  the  inflam- 
matory conditions  may  cease  at  any  time,  and  the  condition  which  is  then 
reached  may  become  permanent. 

The  relation  of  central  visual  acuteness  to  the  defects  of  the  visual 
field  in  diseases  of  the  optic  nerves  cannot  be  regarded  as  a  constant  one. 
With  Jacobsohn,  the  author  formulates  the  following  rules  :  1.  If  central 
visual  acuteness  and  the  visual  field  are  synchronously  diminished,  it  is  a 
sign  that  the  disease  has  attacked  the  whole  optic  tract.  2.  If  central 
visual  acuteness  is  diminished  and  the  visual  field  is  lessened  by  sector- 
shaped  defects  which  seem  to  cut  into  the  field  from  the  periphery,  it  is  a 
sign  that,  though  the  whole  optic  tract  is  affected,  yet  those  parts  related  to 
the  sector-shaped  defects  are  more  disturbed.  3.  If  central  visual  acute- 
ness is  markedly  diminished,  with  a  relatively  free  periphery  in  the  visual 
field,  a  central  scotoma,  which  may  be  relative  or  absolute,  is  to  be  sus- 
pected. From  the  fact  that  the  central  visual  acuteness,  in  contrast  to 
the  peripheral  visual  acuteness,  is  not  only  absolutely  but  relatively  better 
preserved,  the  author  believes  that  the  conclusion  may  be  drawn  that  the 
disturbance  of  function  in  optic  atrophy  shows  a  tendency  to  spread  com- 
monly in  a  centripetal  direction. 

In  some  rare  cases  the  centre  of  the  retina  and  the  part  immediately 
around  it  act  almost  normally,  whilst  all  the  rest  of  the  membrane  shows  a 
high  degree  of  visual  acuteness  or  is  completely  blind.  In  such  instances 
the  disease-process  has  sto])ped  without  touching  the  fibres  of  the  papillo- 
macular  nerve-bundle.  Up  to  this  time  there  is  no  actual  proof  whether 
this  condition  may  remain  permanently  or  not. 

It  seems  necessary  at  this  point  to  discuss  in  a  few  words  the  anatomical 
condition  of  the  optic  nerves  as  given  by  Hcnschen. 

(a)  The  macular  bundle  lies  ventro-laterally  in  the  ])apilla  and  also  im- 
mediately behind  it.    At  the  latter  place  it  forms  a  keystone-shaped  sector, 
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witli  its  base  turned  towards  the  pial  sheath  aud  its  point  towards  the  cen- 
tral vessels.  (Figs,  38  aud  39.)  In  Fig.  38  the  positions  of  the  different 
portions  are  indicated  :  kr.d.  shows  the  dorsal  part  of  the  crossed  bundle ; 
kr.v.  represents  the  ventral  portion  of  the  crossed  bundle ;  unkr.d.  desig- 
nates the  dorsal  part  of  the  uncrossed  bundle ;  xmkr.v.  represents  the  ventral 
part  of  the  uncrossed  bundle ;  m.d.  shows  the  dorsal  part  of  the  macular 


Fig.  38.  Fig.  89. 


Subdivision  of  nerve-fibres  in  the  optic  nerve.      Subdivision  of  nerve-fibres  in  the  optic  nerve. 

uncrossed  bundle ;  m.v.  represents  the  ventral  part  of  the  macular  uncrossed 
bundle ;  m'd.  signifies  the  dorsal  part  of  the  macular  crossed  bundle ;  and 
m'v.'  represents  the  ventral  part  of  the  macular  crossed  bundle. 

Farther  back  this  bundle  is  half-moon-shaped.  Still  farther  back  it 
takes  the  form  of  an  upright  oval,  and  approaches  nearer  the  axis  of  the 


Fig.  40. 


Subdivision  of  nerve-fibres  in  the  optic  nerve.      Subdivision  of  nerve-fibres  in  the  optic  nerve. 

optic  nerve.  In  the  optic  foramen  it  assumes  an  axial  position.  (Fig.  40.) 
In  front  of  the  chiasm  it  assumes  the  form  of  a  horizontal  oval.  (Fig.  41.) 
The  macular  bundle  contains  crossed  and  uncrossed  nerve-fibres.  In  front 
in  the  papilla  the  crossed  fibres  lie  ventrally  and  the  uncrossed  ones  more 
eccentrically,  being  in  proximity  to  the  other  uncrossed  fibres.  The  spread- 
ing of  the  fibres  over  the  retina  appears  as  shown  in  Fig.  42.  Farther 

back  the  macular  fibres  become  drawn  together  towards  the  centre.  (Fig. 
Vol.  II.— 16 
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39.)  The  dorsal  half  of  these  fibres  goes  to  the  dorsal  half  of  the  retina, 
whilst  the  ventrally  placed  fibres  go  to  the  ventral  half 

(b)  The  uncrossed  (not  the  macular)  bundle  is  divided  in  the  anterior 
division  of  the  optic  nerve  into  two  fascicles,  a  dorso-lateral  uncrossed 
dorsal  part  and  a  ventre -lateral  uncrossed  ventral  portion.  In  the  lamina 
cribrosa  these  fibres  are  separated  by  the  macular  bundle.    Behind  the 


Fig.  42. 


veitir. 

Subdivision  of  nerve-fibres  in  the  retina. 


entrance  of  the  central  vessels  the  fascicles  approach  one  another  and  form 
a  united  half-moon-shaped  bundle,  which  includes  the  lateral  ^leriphery  and 
lies  somewhat  ventro-laterally. 

(c)  The  crossed  bundle  (not  maculai')  forms  a  closed  cord  in  the  whole 
optic  nerve.  In  the  papilla  it  is  situated  dorso-medially,  and  retains  this 
position  until  it  passes  the  chiasm. 

Defects  of  the  visual  field  in  diseases  of  the  optic  tract  are  best  divided 
after  Uhtholf 's  method  into  three  principal  groupings :  1.  Cases  in  which 
the  whole  optic  nerve  appears  affected  by  the  disease-process,  and  in  which 
a  more  or  less  even  diminution  of  the  size  and  color-perception  of  the 
whole  extent  of  the  visual  field  is  found.  2.  Cases  in  Avhich  more  or 
le.ss  clearly  defined  defects  of  the  visual  field,  appearing  in  coujuuction  with 
comparatively  normal  function  over  the  remaining  portions  of  tlie  field, 
are  found.  3.  Cases  in  which  an  even  concentric  diminution  of  the  visual 
field,  with  good  central  visual  acuteness  and  good  color-vision  in  the  pre- 
served portions  of  the  field,  is  found,  and  in  which  a  comjjaratively  normal 
condition  of  the  macula  and  the  nerve-fibres  in  its  immediate  neighlwjrhood 
is  recognized. 

In  a  case  of  multiple  sclerosis  seen  by  UhthofF,'  the  upper  part  of  the 
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PERIMETRY  AND  ITS  CLINICAL  VALUE. 


243 


field  of  vision  showed  a  color-defect,  which  in  time  disappeared  and  gave 
place  to  a  ring  scotoma.  The  disturbance  of  vision  developed  suddenly 
in  this  eye,  whilst  in  the  other  it  appeared  very  slowly.  In  optic  atrophy, 
a  ring-shaped  portion  of  the  field  surrounding  a  central  scotoma,  in  which 
perception  is  good  and  outside  of  which  the  field  is  deficient,  may  be  more 
frequently  met  with  than  ring  scotoma.  This,  however,  is  but  a  temporary 
condition  in  an  inevitable  lessening  of  visual  power. 

Passing  to  the  consideration  of  the  separate  series  of  defects  of  the 
visual  field  in  diseases  of  the  optic  nerves,  the  first  grouping  is  reached. 
Here  the  central  visual  acuteness  continuously  decreases  during  the  shrink- 
ing of  the  sector-shaped  or  irregular  areas  in  the  peripheral  zone  of  the 
visual  field.  In  the  remnants  of  the  field  which  remain  active  a  decrease 
of  function  can  be  recognized  by  the  great  lessening  of  the  color-fields, — the 


Fig.  43. 


Right  field. 


first  to  disappear  being  green,  then  red,  and  lastly  blue.  (See  Figs.  33  and 
34.)  In  extremely  rai-e  instances  red  disappears  before  green.  After  the 
appearance  of  complete  color-blindness,  a  small  portion  of  the  field  for 
white  remains,  situated  either  at  the  centre  or  more  frequently  in  the  nasal 
half  of  the  field.  (Fig.  35.)  At  times  the  sector-shaped  encroachments 
extend  beyond  the  fixation-point  in  such  a  way  as  to  interrupt  central  fixa- 
tion. (See  Fig.  43.)  Such  fields  prove  that  the  atrophic  processes  are  more 
or  less  evenly  distributed  over  the  whole  area  of  the  visual  nerve-fibres, 
even  though,  as  shown  by  the  presence  of  the  deep  sector-shaped  defects 
and  the  larger  deficient  portions  of  the  visual  field,  separate  areas  are 
much  more  severely  disturbed  than  others.  (Compare  Figs.  33,  34,  35,  and 
43.)  Such  visual  fields  are  generally  found  in  true  primary  atrophy  of 
the  optic  nerves  and  in  spinal  atropines. 

In  these  cases  it  has  not  yet  been  decided  from  which  side  the  shrinking 
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commences.  Many  authors  assert  that  the  outer  lialf  is  first  attacked,  and 
that  it  shrinks  the  more.  Occasionally  symmetrical  defects  are  found. 
Some  types,  Avhich  are  found  usually  among  young  men,  differ  from  this 
course  in  that  witli  the  commencing  absolute  central  scotoma  the  periphery 
of  the  field  becomes  evenly  diminished.    (See  Fig.  44,  which  represents  the 

Fio.  44. 


Right  field. 


visual  field  of  the  right  eye  of  the  same  patient  whose  left  field  is  repre- 
sented in  Fig.  9.)  Hei'e  vision  rapidly  decreases  and  the  ophthalmoscope 
shows  atrophy  of  the  papilla.  Later  the  central  scotoma  extends  in  one 
direction  to  unite  with  the  peripheral  defect  at  this  point,  which  has  in- 
creased rapidly  towai-ds  it,  causing  the  remaining  portion  to  assume  a  half- 
moon  shape.  (See  Fig.  9.  This  condition  is  also  indicated  by  the  color- 
blind zone  shown  in  the  upper  part  of  Fig.  44.)  Before  the  development 
of  complete  blindness,  which  occurs  in  this  type  of  cases  without  exception, 
a  small  remnant  of  a  color-blind  area  of  vision  usually  remains  in  the  inter- 
mediate zone  of  the  original  visual  field. 

The  second  group  of  cases  includes  all  those  in  which  more  or  less 
clearly  defined  defects  of  the  visual  field  apjjear  and  accompany  a  com- 
paratively normal  function  of  the  other  portions  of  the  field. 

In  sector-shaped  defects  with  partial  atrophic  appearance  of  the  disk, 
the  optic  nerves  are  only  partly  attacked  by  the  disease-process.  The  classic 
case  by  Uhthoff '  showed  a  clearly  defined  defect  in  a  tabetic  subject.  In 
this  instance  the  limits  for  the  colors  nearly  coincided  with  those  of  white 
light.  Pathologically  there  was  primary  atroi^hy.  The  process,  which 
ordinarily  attacks  the  whole  optic  tract,  was  circumscribed  into  a  distinct 
group  of  nerve-fibre  bundles,  whicih  were  destroyed,  the  remaining  ones 
being  normal.    Such  cases  are,  however,  extremely  mre. 


•  Archiv  fur  Ophthalmologic,  xxxii.  181. 
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In  cases  of  defects  in  which  the  visual  field  is  more  or  less  diminished 
011  one  side  only,  accompanied  by  retention  of  color-vision  in  the  rest  of  the 
field,  loith  good  central  visual  acuteness,  there  may  be  either  a  normal  con- 
dition, a  more  or  less  widely  spread  neuritis,  or  a  simple  atrophic  fading  of 
the  disk  (descending  atrophy).    All  of  these  cases,  however,  are  caused  by 

Fig.  45. 


inflammatory  processes  that  are  mostly  situated  far  back  in  the  optic  nerve 
tract.  The  recognition  of  the  condition,  which,  unfortunately,  is  often 
mistaken  for  progressive  atrophy  of  the  optic  nerves  by  those  who  are 
not  well  grounded  in  the  art  of  perimetry,  is  of  the  utmost  importance, 
because,  when  it  is  properly  diagnosed  in  time,  the  power  of  vision  may  be 
preserved  by  energetic  antiphlogistic  measures.    The  author  has  frequently 
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observed  such  cases  among  those  suffering  from  syphilitic  spinal  affections, 
and  has  noted  examples  which  exhibited  conditions  similar  to  those  of 
tabes,  and  in  which  a  marked  improvement  occurred  after  the  energetic  use 
of  inunctions  of  mercury. 

In  simple  jjrogressive  atrophy  of  the  optic  nerves  the  use  of  inunc- 
tions of  mercury  is  rightly  prohibited  ;  in  those  cases,  however,  which  are 
often  so  similar  to  tabes,  mercurial  inunctions  are  especially  to  be  em- 
ployed. 

Figs.  45  and  46  represent  an  otherwise  perfect  field  in  which  at  one 
side  there  is  a  marked  defect  that  is  accompanied  by  a  narrow  margin  par- 
allel to  the  limits  of  the  color-field,  in  which  color-perception  is  lost.  In 
these  cases  the  central  acuity  of  vision  was  normal  or  nearly  so.  They  were 
taken  from  syphilitics  suffering  from  symptoms  simulating  tabes.  In  both 
the  disease-process  was  markedly  improved.  In  the  case  represented  in 
Fig.  45  the  visual  field  was  completely  regained. 

Fig.  47  shows  an  analogous  case  of  a  syphilitic  patient  without  any 
other  nerve-symptoms.    At  first  an  optic  neuritis  occurred.    After  ener- 


FiG.  47. 


Left  field. 


getic  use  of  mercurial  inunctions  the  disease-process  was  brought  to  a  com- 
plete stop.  The  figure  shows  the  visual  field  a  year  and  a  half  after  the 
commencement  of  the  disease. 

"Where  ttm  or  three  quadrants  of  the  fields  of  vision  are  alone  defective, 
and  the  ophthalmoscojnc  signs  which  are  caused  by  the  same  pathological 
processes  greatly  resemble  those  of  the  previous  group,  the  cause  will  be 
found  to  be  a  basal  gummatous  meningitis  which  has  attacked  tlie  intra- 
cranial portion  of  the  optic  tract  and  has  sjiread  as  a  i)erineuritis  in 
different  degrees  towards  the  eyeball.  Ulithoff  has  been  able  to  observe 
microscopically  three  such  cases  with  atrophy  of  the  disk.    In  them  he 
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found  a  clearly  defined  neuritis  of  the  optic  tract,  with  a  descending  neuritic 
and  perineuritic  process  in  the  orbit,  continuing  as  far  as  the  eyeball  as  a 
descending  atrophy.  He  also  determined  that  the  actual  inflammatory 
changes  of  the  optic  nerve  and  its  sheath  had  already  ceased  in  the  hinder 
part  of  the  orbit.    These  cases,  which  seem  to  pass  under  the  classification 

Fig.  48. 


Left  field. 


Fig.  49. 


Right  field. 

of  simple  optic  atrophy,  must  always  be  regarded  as  secondary  to  the 
disease-process,  which  is  situated  far  back  in  the  optic  tract. 

Figs.  48  and  49  represent  the  visual  field  of  the  left  and  right  eyes  of  a 
man  aged  forty-eight  years,  who  in  childhood  suffered  from  a  cerebro-spinal 
meningitis,  and,  with  the  one  exception  of  an  attack  of  pneumonia,  never 
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had  any  subsequent  illness.  He  had  constantly  suffered  from  this  trouble 
of  vision  as  long  as  he  could  remember.  It  is  evident  in  this  case  that  the 
defect  was  caused  by  a  descending  neuritis  following  the  basilar  meningitis. 
The  ophthalmoscope  showed  simple  white  pallor  of  the  disk.  The  right 
visual  field  particularly  teaches  how  such  a  condition  may  remain  fixed 
to  any  one  stage  after  a  neurotic  disease-process.  It  is  interesting  to  see 
how  the  limits  of  the  individual  portions  of  the  color-fields  coincided  with 
those  of  the  white  field.  The  lacunal-shaped  defect  and  the  lower  limits 
of  the  scotoma  in  Fig.  49  point  towards  partial  atrophy  of  tlie  optic  nerve, 
whilst  the  inner  lower  quadrant  of  the  remainder  of  the  visual  field,  where 
all  color-perception  is  wanting,  evidences  tlie  fiict  that  here  the  correspond- 
ing bundles  of  visual  nerves  must  be  markedly  interwoven  with  atrophied 
nerve-fibres. 

Fig.  50  represents  the  field  of  a  syphilitic  patient  who  suffered  from 


Fig.  50. 


Left  field. 


reflex  iridoplegia,  with  loss  of  patellar  reflexes.  The  right  eye  was  quite 
normal.  The  patient  observed  that  three  weeks  previously  there  suddenly 
appeared  to  be  a  fog  before  his  left  eye.  The  ophthalmoscope  exhibited 
a  marked  pallor  of  the  optic  disk.  The  field  shows  that  there  must  have 
been  a  disturbance  which  produced  a  partial  destruction  of  the  function  of 
the  nasal  half  of  the  left  visual  field  (which  is  almost  hemianopic  in  form). 
Although  the  temporal  half  showed  normal  boundaries  when  examined 
with  the  white  five-millimctres-square  object,  yet  color-perception  in  this 
area  was  obtained  only  by  using  large  surfaces.  The  diagnosis  in  this  case 
was  a  gummatous  condition  of  the  intra-cranial  part  of  the  left  optic  nerve, 
close  to  the  chiasm,  where  the  fasciculus  cruciatus  and  the  fasciculus  uon- 
cruciatus  appear  as  separate  tracts. 

In  Uhthoff's  classical  work,  a  case  in  which  there  was  not  only  a 
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sharply  defined  boundary  for  both  color  and  white  up  to  the  defect,  but  in 
which  all  the  other  boundaries  were  identical,  is  mentioned.  In  this  case 
partial  atrophy  was  present. 

Frequently  in  cases  of  retrobulbar  inflammation  of  the  optic  nerves  the 
growth  of  a  central  scotoma,  either  by  itself  or  combined  with  a  peripheral 
shrinking  of  the  field  which  assumes  the  most  diverse  forms,  may  be  ob- 
served. Sometimes  in  retrobulbar  disease  temporary  blindness  appears 
rapidly,  and  on  recovery  a  central  scotoma  of  larger  or  smaller  extent  is 
noticed.  Often  the  remaining  portions  of  some  such  fields  (isolated  spots  in 
a  peripheral  ring-like  area)  indicate  that  the  condition  originated  in  a  cen- 
tral scotoma. 

With  the  exception  of  those  which  have  been  described  in  Figs.  9  and 
44,  central  scotomata  are  never  found  in  primary  atrophy  of  the  optic  nerves. 
A  central  scotoma  should  always  be  suspected  in  a  patient  who,  with  a  great 
diminution  in  central  acuteness  of  vision,  has  full  power  of  orientation,  and 
had  good  vision  in  the  aifected  eye  before  the  onset  of  the  disease.  Such 
scotomata  may  appear  at  once  as  absolute,  or  primarily  for  color  alone. 

The  appearance  of  a  scotoma  of  a  lengthened  oval  shape  in  the  red  and 
green  colors  is,  according  to  some,  pathognomonic  of  toxic  amblyopia.  In 
studying  such  scotomata  it  is  essential,  however,  to  use  objects  only  one  or 
two  millimetres  square. 

If  it  be  desired  to  compare  the  size  of  the  fault  in  the  visual  field  with 
the  extent  of  the  atrophic  portion  of  a  cross-section  of  the  optic  nerve  in  a 
microscopic  specimen,  it  is  best,  as  previously  noted,  to  examine  the  visual 
field  with  the  smallest  possible  colored  objects. 

At  the  commencement  of  the  appearance  of  a  central  color-scotoma  a 
weakening  of  saturation  of  green  and  red  is  observed.  The  tones  of  these 
colors  show  a  change,  in  the  fact  that  gray  appears  more  pronounced.  In 
the  blue  field  no  scotomata  can  be  found.  Later  red  disappears  and  blue 
becomes  slightly  faded.  Finally  white,  in  a  small  spot  of  the  scotoma, 
cannot  be  perceived,  or  appears  to  be  darkened.  At  this  stage  the  absolute 
defect  is  surrounded  by  a  color-blind  zone,  beyond  which  vision  for  blue  is 
present,  followed  by  red  and  green.  Thus  the  scotomata,  to  a  certain  ex- 
tent, seem  to  lie  inside  one  another,  that  of  green  being  the  largest,  that  of 
red  a  little  smaller  within  it,  followed  by  blue  showing  a  similar  relation 
to  the  red,  and  lastly  by  the  smallest  of  all,  the  scotoma  for  white,  in  the 
centre. 

In  diseases  attacking  the  papillo-macular  bundle  of  nerve-fibres,  where 
the  periphery  of  the  visual  field  is  undisturbed,  it  may  be  considered,  peri- 
metrically,  that  the  condition  of  the  disease  is  progressive  only  under  the 
following  circumstances :  first,  when  an  examination  with  large  examining 
objects  shows  the  extent  of  relative  and  of  absolute  scotoma  to  be  the  same ; 
second,  when  the  limits  of  the  scotoma  remain  the  same  during  examination 
with  similarly-sized  white  or  blue  surfaces,  whilst  the  extent  of  the  scotoma 
is  increased  when  a  similarly-sized  red  surface  is  employed  ;  third,  when  the 
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extent  of  the  red  field  remains  unaltered,  yet  inside  the  scotoma  a  defect 
which  was  not  previously  present  is  found  during  an  examination  with 
a  white  object  of  any  size ;  fourth,  when  a  scotoma  in  the  field  of  white  is 
present,  a  similarly-sized  object  for  red  or  blue  is  used,  and  it  is  found 
that  only  the  remnants  of  the  color-fields  remain  (or  when  colors  are  found 
successively  disappearing  from  the  visual  field). 


Fig.  51. 


Right  field. 
FlQ.  52. 


Left  field. 

The  condition  should  be  regarded  as  retrogressive,  first,  when  the  sizes 
of  central  defects  of  the  fields  of  red  and  blue  remain  unaltered,  whilst 
the  scotoma  for  white  decreases  in  size ;  secondly,  when  a  color-blind  zone 
encircling  an  absolute  defect  grows  narrower ;  thirdly,  when  a  single  red 
defect  decrea.ses  in  extent. 
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In  all  stages  of  central  scotomata  which  are  caused  by  inflammatory 
processes,  the  development  of  the  process,  and  hence  the  condition  of  tlae 
visual  field  defects,  may  become  stationary.  Figs.  51  and  52  show  such  a 
case,  of  fifteen  years'  duration.  Ophthalmoscopically,  the  inner  sides  of 
the  papillas  contained  reddish  bands  of  nerve-fibres  arranged  in  the  form 
of  a  half-moon. 

A  central  scotoma  alone,  even  if  it  has  been  absolute,  may  disap- 
pear and  the  sight  return  completely.  When  combined  with  a  peripheral 
shrinking,  it  may  lead  to  absolute  blindness.  Long-standing  cases,  in 
which  primarily  the  ophthalmoscope  shows  that  the  fundus  is  normal,  will 
later  evidence  a  white  discoloration  of  the  temporal  half  of  the  disk. 

Among  the  many  forms  of  central  scotoma  caused  by  a  chronic  retro- 
bulbar neuritis,  special  mention  should  be  made  of  a  type  that  is  distin- 
guished from  others  by  the  general  clinical  symptoms.  This  group  consists 
in,  first,  that  form  which  is  described  by  Forster,  and  which  the  author  has 

Fig.  53. 


Right  field. 


also  studied,  as  neuritis  axialis;^  secondly,  a  retrobulbar  neuritis  dependent 
upon  heredity;  and,  thirdly,  the  chronic  amblyopia  of  intoxicants.  All 
three  forms  show  that  both  eyes  are  affected,  and  that  young  males  are 
especially  prone  to  the  condition. 

If  the  field  of  vision  in  a  case  of  axial  neuritis  be  examined  with  a 
one-millimetre-square  white  object  at  the  commencement  of  the  disease, 
usually  a  small  scotoma  at  the  point  of  fixation  will  be  found.  At  the 
same  time  close  to  it  there  will  be  an  enlargement  of  the  blind  spot. 
Slowly  these  spots  will  unite  either  above  or  below  (see  Figs.  53  and 
54),  so  tliat  the  visual  field  for  white  assumes  the  shape  of  a  horseshoe. 
Later  the  scotoma  spreads  and  encloses  the  fixation-point,  the  blind  spot, 


Klinische  Monatsblatter  fur  Augenheilkunde,  1878. 
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and  a  large  portion  of  the  central  visual  field.  (See  Figs.  53  and  54.) 
The  periphery  of  the  field  generally  remains  normal. 

This  form  of  field  is  ordinarily  seen  in  cases  of  hereditary  retrobulbar 
neuritis.  Here  the  central  scotomata  commonly  occupy  a  larger  area.  At 
times  the  periphery  may  exhibit  a  marked  shrinkage  in  several  directions. 
In  a  case  of  this  kind  recorded  by  UhthofF'  there  remained  at  last  on  both 
sides  of  the  visual  field  only  half- ring-shaped  zones  extending  towards 
the  lower  part  of  the  field.  In  one  of  Jever's  cases  ^  the  visual  field  re- 
covered, so  that  only  a  small  relative  scotoma  for  green  remained,  lying 
close  to  the  fixation-point.    Recovery  is,  however,  of  rare  occurrence. 

A  central  scotoma  is  relatively  often  met  with  in  multiple  sclerosis. 
Still,  it  is  seldom  so  absolute  in  these  cases  that  a  white  object  is  lost  in  the 

Fig.  54. 


Left  field. 


scotomatous  area.  In  most  cases  the  defect  is  present  as  a  color-scotoma,  or 
one  causing  uncertainty  in  the  area  where  colors  seem  dai'ker  than  normal. 
Often  it  appears  suddenly  to  vanish,  followed,  at  times,  by  alterations  in 
the  periphery  of  the  field.  Such  scotomata  may  be  easily  overlooked,  be- 
cause, even  if  very  small  examining  surfaces  are  used,  the  colors  only 
assume  a  darker  hue,  or  appear  as  if  covered  with  a  fog. 

The  visual-field  symptoms  of  chronic  intoxication-amblyopia  caused  by 
the  abuse  of  tobacco  and  alcohol  are  distinctly  separated  from  all  other 
forms  of  field-defect  found  in  retrobulbar  neuritis.  There  is  an  elongated 
oval  defect  for  red,  situated  between  the  fixation-point  and  the  blind 
spot,  the  outer  boundaries  of  the  field  being  intact.  In  examining  such  a 
field,  small  colored  surfaces  five  millimetres  square  or  less  should  be  used, 

'  Beitriige  zur  Pathologic  der  Sehncrven  und  dcr  Nctzhaut,  Berlin,  S.  37. 
'  Zur  Symptomntologie  der  cigenllichen,  iiicht  durch  Intoxication  bcdington  retro- 
bulbaren  Neuritis.    Dissertation,  Berlin,  1887. 
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because  often  a  scotoma  cannot  be  demonstrated  by  a  larger  object.  Ordi- 
narily, in  the  scotomatous  area  a  red  object  appears  gray  or  dark  gray. 
When  the  disturbance  is  less  intense  the  red  color  appears  yellowish,  and 
if  the  disease-process  be  slight  it  may  assume  a  faint  or  dark  red  tint. 
White  shows  in  the  defective  area  as  either  "less  clear"  white  or  gray. 
The  defect  is  not  sharply  defined  round  the  edges,  but  passes  gradually 
through  a  zone  of  diminished  perception  to  the  intact  part  of  the  field. 
The  size  of  the  defect,  therefore,  often  depends  on  the  judgment  of  ex- 
aminer and  patient. 

At  the  beginning  of  intoxication-amblyopia  a  small  defect  for  red  color 
is  found  situated  external  to  the  fixation-point.  Should  it  spread  to  the 
fixation-point,  it  does  so  to  only  a  trifling  degree.  The  color-scotoma  is  in- 
variably present  in  both  eyes,  and  seems  to  appear  on  one  side  in  the  new 
cases.  The  blind  area  for  red  is  increased  on  both  sides  equally  to  eight  or 
ten  degrees,  though  intelligent  patients  may  assert  that  even  in  the  portion 


Fig.  55. 


Right  field. 


where  red  is  still  perceived  (between  the  point  of  fixation  and  the  normal 
blind  spot)  they  cannot  perceive  the  red  object  so  clearly  as  they  can  when 
it  is  situated  inward  from  the  fixation-point  or  outward  from  Mariotte's 
spot.  If  the  disease  becomes  more  pronounced,  the  two  defects  at  the  fixa- 
tion-point and  the  blind  spot  increase  (as  in  Figs.  53  and  54)  towards  one 
another,  leaving  a  narrow  bridge  between  them.  Finally  they  unite.  This 
union,  however,  does  not  usually  occur  in  the  direct  line  joining  the  fixa- 
tion-point and  the  blind  spot,  but,  like  that  seen  in  Figs.  53  and  54  (in 
cases  of  neuritis),  shows  that  they  unite  either  above  or  below  in  such  a 
way  that  a  peninsula  of  red-perception  extending  from  above  or  below  into 
the  horseshoe-shaped  defect  is  present.  Sometimes  an  island  in  which 
red-perception  is  present  remains,  surrounded  by  a  ring-shaped  defective 
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portion  of  the  field.  (Compare  Fig.  52,  in  which  tlie  defect  of  the  inner 
upper  quadrant  has  developed  from  a  central  scotoma  in  a  case  of  axial 
neuritis.)  This  area  also  disappears,  so  that  the  defect  assumes  the  form  of 
a  horizontal  oval.  (See  Fig.  55.)  At  the  same  time  the  peripheral  limits 
for  red  remain  normal.  The  egg-shaped  defect  for  red  does  not  increase 
equally  all  round,  but  at  first  enlarges  in  an  upward  direction,  until  it 
reaches  the  limit  of  red-perception,  giving  rise  to  tiie  saying,  "  The  defect 
has  broken  through  upward."    (See  Fig.  56.)    Occasionally  the  increase 

Pig.  56. 


Left  field. 


of  the  scotoma  causes  a  drawing  in  of  the  bounds  for  red  of  the  outer  edge 
of  the  visual  field,  so  that  the  narrow  bridge  of  red  which  lies  between 
them  is  broken  through.  If  the  defect  continues  to  extend  through  the 
entire  region  where  red  is  perceived,  it  next  breaks  through  downward,  so 
that  the  visual  field  for  this  color  is  divided  into  two  halves.  (See  Fig. 
57.)  Later  red  is  preserved  only  in  an  area  situated  inward  from  the 
fixation-point  in  the  region  of  the  uncrossed  fasciculus.  Finally  the  last 
remnants  of  red  fade,  leaving  the  patient  only  the  ability  to  distinguish 
between  blue  and  yellow.  The  phases  of  loss  for  the  green  field  exhibit 
the  same  peculiarities  as  do  those  for  red.  This  acquired  variety  of  color- 
blindness is  distinguished  from  the  congenital  form  by  the  marked  diminu- 
tion of  central  visual  acuteness. 

Uhtholf's  experience^  has  shown  that  but  two  among  one  hundred  and 
thirty-eight  cases  showed  a  large  central  absolute  scotoma  surrounded  by  a 
wide  blue-blind  zone.  The  writer  can  add  his  testimony  to  this  as.sertion. 
In  his  cases  red  and  green  were  unrecognized.  This  ending  to  a  tobacco 
and  alcohol  amblyopia  is  rare.  According  to  Uhthoff,  even  those  cases  in 
which  the  perception  of  red  and  green  is  lost  may  recover.    In  uucom- 


Archiv  fiir  Ophthalmologie,  xxxiii.  267. 
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plicated  cases  the  outer  margins  of  the  field  remain  normal  throughout 
the  continuance  of  the  disease,  but  there  may  be  a  coincident  concentric 
shrinkage  as  the  result  of  an  intercurrent  functional  nervous  disturbance  ; 
a  condition  that  is  of  importance  when  field-defects  are  compared  with  the 
microscopic  findings  of  cross-sections  of  the  optic  nerve.  The  termination 
of  intoxication-amblyopia  (which  is  invariably  binocular)  in  by  far  the 
greater  number  of  cases  is  a  more  or  less  complete  recovery,  with  return 
of  the  fields  of  vision.    In  others  the  defects  remain  unaltered.  Rarely 


the  condition  passes  on  to  atrophy  of  the  optic  nerves,  with  progressive 
peripheral  shrinkage  of  the  field  limits. 

Bunge  ^  and  Sachs  ^  have  shown  that  the  position  of  the  typical  oval 
scotoma,  lying  as  it  does  eccentrically  and  to  the  outer  side  of  the  fixation- 
point,  becomes  of  prominent  importance  in  that  in  the  corresponding  parts 
of  the  retina  the  finer  qualities  of  the  visual  sense  are  often  destroyed. 
During  the  period  of  recovery  the  last  remnants  of  the  scotoma  may  be 
demonstrated  when  the  centre  suffices  for  all  demands,  as  regards  color-  and 
space-sense,  that  ordinary  clinical  methods  of  examination  require.  This 
area,  called  by  Sachs  the  "  corespace,"  extends  in  a  horizontal  direction  from 
one  or  two  degrees  to  about  eight  degrees  laterally  from  the  fixation-point. 
Its  extent  of  vertical  direction  generally  nearly  coincides  with  tlie  hori- 
zontal. In  this  space  it  is  easiest  for  small  absolute  scotomata  to  appear, 
and  it  is  the  situation  in  which  the  scotomata  shrink  as  they  gradually 
lessen  during  the  stages  of  recovery  from  amblyopia.  The  area  itself  is 
situated  between  the  fixation-point  and  the  peninsula  already  alluded  to, 
giving  the  scotoma  its  horseshoe  shape  during  the  beginning  of  the  disease. 


1  Ueber  Gesichtsfeld  und  Faserverlauf  im  optische  Leitungsapparatus,  Halle,  1884. 
*  Archiv  fiir  Augenheilkunde,  Bd.  xviii.  S.  42. 


256 


PERIMETRY  AND  ITS  CLINICAL  VALUE. 


Uhthoff  calls  attention  to  this  space.^  As  there  may  be  a  visual  acuteness 
of  "I  at  the  centre  of  the  field,  and  yet  a  small  red  object  completely  dis- 
appear at  this  point,  Bunge,  in  order  to  make  a  rapid  diagnosis  of  such  a 
color-scotoma,  places  two  red  surfaces  on  the  bow  of  the  perimeter,  so  that 
one  is  eight  degrees  on  the  nasal  side  and  the  other  the  same  number  of 
degrees  on  the  temporal  side  of  the  fixation-point.  This  done,  he  makes  the 
patient  simultaneously  compare  the  two  color-areas  whilst  central  fixation  is 
carefully  preserved. 

The  lateral  position  of  the  "  corespace"  also  demonstrates  the  almost 
constant  observation  that  the  right  eye  finds  difficulties  in  reading  print, 
which  runs  together,  because  a  large  part  of  the  letters  of  a  long  word 
falls  on  this  space  of  the  scotoma.  Hence  also  can  be  understood  why 
there  should  be  difficulty  in  seeing  near  objects  when  distant  ones  are  dis- 
tinct. Moreover,  it  can  be  seen,  on  account  of  the  lateral  position  of 
this  sjjace,  why  vision  in  the  left  eye  fails  in  passing  from  the  end  of  one 
line  to  the  beginning  of  another  when  reading,  and  often  for  the  first  letter 
of  a  word. 

Though  an  oval-shaped  defect  with  its  long  diameter  lying  transversely 
includes  the  fixation-point  as  well  as  the  blind  spot,  yet  the  former  area  is 
ordinarily  covered  in  a  minor  degree  inward.  The  defect  is  less  noticeable 
in  binocular  vision,  because  tlie  central  healthy  halves  of  the  visual  fields 
cover  the  greater  part  of  the  temporal  portions  of  the  scotoma  and  thus 
form  a  useful  field.  In  consequence  of  this  slight  inclusion  of  the  fixation- 
points,  there  remains  only  a  small  scotoma  close  round  the  fixation-point 
in  the  binocular  field.  For  this  reason  even  watchful  patients  commonly 
overlook  the  commencement  of  the  disturbance,  through  not  testing  their 
own  monocular  visual  power. 

Physicians  witli  little  experience  may  be  tempted  to  mistake  a  central 
scotoma  of  intoxication-amblj'opia  for  a  temporal  hemianopic  one.  In 
order  to  differentiate  between  the  two  conditions  it  must  be  borne  in  mind 
that  in  temporal  hemianopsia  the  scotoma  always  extends  to  the  fixation- 
point,  while  in  the  scotoma  of  intoxication-amblyopia  it  extends  inward 
over  the  fixation-point,  usually  only  slightly,  in  all  meridians. 

Uhthoff^  has  shown  from  those  cases  which  he  was  able  to  examine 
microscopically  that  there  are  always  some  nerve-fibres  which  remain 
healthy  among  the  diseased  ones  of  the  papilla,  even  where  the  disease  is 
most  intense,  a  condition  which  is  observed  only  at  the  outer  edge  of  the 
affected  parts  of  the  nerve  in  priraai-y  atrophic  processes. 

This  partial  retention  of  small  retiform  spaces  with  healthy  nerve-fibres 
in  the  midst  of  a  marked  degree  of  interstitial  change  is  ]ieculiar  to  those 
alterations  of  the  visual  nerves  which  are  caused  by  alcohol. 

The  field  of  vision  in  diseased  conditions  of  the  nerves  behind  the 


•  Archiv  fur  Ophthalmologie,  xzxiii.  1,  807. 
2  Ibid.,  xxxii.  3,  4,  146. 
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eyeball  can  give  no  direct  answer  to  the  question  as  to  where  the  primary- 
seat  of  the  disease  is  to  be  regarded  as  situated  iu  the  whole  course  of  the 
optic  tract.  If  much  disturbance  of  vision  has  been  present  for  a  long 
time  before  the  slight  inflammatory  changes  at  the  papilla  can  be  recog- 
nized with  the  ophthalmoscope,  this  indicates  a  point  of  origin  of  the 
trouble  far  back  from  tlie  eyeball.  Hock  believed  it  necessary  to  locate  the 
point  of  origin  of  the  disease  in  the  optic  canal  in  such  cases,  because  in 
acute  retrobulbar  neuritis  pain  is  frequently  felt  when  the  eye  is  moved  or 
pressed  into  the  orbit.  An  inflammation  of  the  dura  mater  (which  acts  as 
periosteum  in  this  canal)  spreads  along  the  pial  sheath  of  the  optic  nerve 
and  thus  causes  a  secondary  neuritis.  The  swelling  following  this  inflam- 
mation then  presses  on  the  whole  optic  nerve,  and  thus  the  papillo-macular 
fibres,  which  are  here  situated  in  the  centre,  are  hindered  in  their  function. 
The  peripheral  defects  of  the  visual  field  would  at  the  same  time  correspond 
with  those  portions  of  the  conducting  optic  nerve  fibres  which  are  nearest 
to  the  pathological  process  in  the  sheaths. 

Uhthoff^  has  made  investigations  in  the  neuritis  of  the  papillo- 
macular  nerve-fibre  bundle  in  cases  of  intoxication-amblyopia,  which  show 
that  the  process  in  the  optic  canal  has  also  its  point  of  exit  behind  the 
eyeball. 

III. 

This  group  includes  all  those  cases  in  which  concentric  shrinkage  of 
the  field  with  good  central  visual  acuteness  and  color-perception  over  those 
portions  of  the  field  which  remain  active  is  found.  In  this  variety  of  dis- 
turbance it  must  be  assumed  that  there  is  a  relatively  normal  condition  of 
the  nerve-fibres  passing  to  the  macula  lutea  and  its  neighborhood. 

Very  few  of  these  cases  have  been  described  up  to  the  present  time. 
Uhthoff  ^  has  pictured  and  described  three  such  instances,  and  the  author  is 
able  to  add  two  cases  from  his  own  observations. 

Uhthoif  has  demonstrated  by  microscopic  examination  that  in  this 
disease  there  is  an  interstitial-neurotic  process  which  has  spread  from 
the  innermost  sheath  of  the  optic  nerve  and  covered  its  whole 'trunk, 
enclosing  and  compressing  its  outer  portions,  thus  causing  a  secondary 
atrophy  of  the  nerve-fibres,  so  that  only  its  central  portions  are  healthy  or 
relatively  so. 

Figure  58  represents  the  left  field  of  a  case  of  tabes  dorsalis.  The 
condition  developed  very  suddenly,  and  remained  stationary. 

It  should  be  regarded  as  a  rule  in  2^'>'ogressive  atrophy  of  the  optic 
nerves  to  find  a  positive  ophtlialmoscopic  change  with  the  characteristic 
retreat  of  the  color-limits  from  the  periphery,  and  commencing  shrinkage 
of  the  visual  field  limits. 

A  high  degree  of  concentric  diminution  of  the  field  with  good  central 
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visual  acuteness  and  color- perception,  and  tlie  retention  of  a  small  part  of 
the  field  situated  at  the  periphery,  ring-shaped  portions  of  the  field,  or  the 
appearance  of  a  central  scotoma  with  free  periphery  of  the  visual  field,  are 
symptoms  of  the  utmost  rarity  in  progressive  atrophy  of  the  visual  nerves. 

Syphilitic  diseases  usually  appear  as  perineuritis  and  neuritis  descendens, 
as  von  Graefe  described  them.  Tlie  intra-cranial  part  of  the  optic  tract  is 
chiefly  affected,  and  the  disturbance  consists  in  an  increase  of  its  volume 
(interstitial  gummatous  neuritis).  A  central  scotoma  is  a  relatively  unusual 
disturbance  of  the  field  of  vision.    While  syphilitic  retrobulbar  neuritis 

Fig.  68. 


Left  field. 


is  distinguished  from  the  other  forms  of  retrobulbar  neuritis  by  the  rarity 
of  the  occurrence  of  central  scotoma,  yet  it  must  be  remembered  that 
certain  analogies  exist  between  the  visual  disturbances  of  disseminated  foci 
of  sclerosis  and  those  of  cerebral  syphilis.  Hemianopic  defects  of  the  field 
of  vision  are  unusual  in  disseminated  sclerosis. 

According  to  the  form  of  the  defects  in  the  field  of  vision,  multiple 
sclerosis  may  be  divided  into  the  following  groupings : 

1.  The  anomaly  of  the  field  of  vision  consists  in  the  appearance  of  a 
central  scotoma  with  a  normal  jieriphery  field  in  one  or  both  eyes.  The 
scotoma  is  seldom  absolute.  Usually  it  is  oue  for  green  and  red,  less  often 
for  green,  red,  and  blue.  Very  often  it  is  simply  an  indistinct  one  in  which 
the  colors  are  darker  or  altered  in  color- tone. 

The  peripheral  portion  of  the  field  may  remain  good  whilst  green  or 
red  and  green  either  are  not  seen  or  are  recognized  only  as  separate  spots. 
Blue  is  also  recognized  in  only  small  jiarts  of  the  field.  The  limits  of  the 
color-fields  alone  are  concentrically  decreased. 

2.  There  are  central  scotoniata  combined  with  diminution  of  the  periph- 
ery of  the  field  of  vision  which  attack  one  or  both  eyes. 
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3.  The  visual  field  has  a  periphery  which  is  more  or  less  irregularly 
shrunken,  with  relatively  perfect  central  vision. 

4,  There  is  regular  general  concentric  diminution,  caused  by  a  purely 
functional  condition. 

Stress  must  be  laid  also  on  the  sudden  onset  and  the  equally  rapid  dis- 
appearance of  defects  in  the  field  of  vision,  on  the  fluctuation  and  alterna- 
tion from  one  eye  to  the  other,  and  on  the  sudden  change  in  the  same  eye 
from  a  central  scotoma  to  a  peripheral  diminution. 

In  Table  II.  the  chief  primaiy  atrophic  and  neurotic  diseases  of  the 
optic  tract  are  contrasted  with  one  another,  in  order  to  give  in  condensed 
form  a  risumi  of  the  chapter  on  the  diseases  of  the  optic  tract,  as  well 
as  to  assist  in  the  differential  diagnosis  by  direct  contrast  of  the  separate 
diagnostic  indications  and  the  different  forms  of  their  appearance. 

TABLE  II. 

True  Progressive  Atrophy  of  the  Optic  Nerve.  This  is  rarely  idiopathic.  Bi- 
lateral.— Always  bilateral.  The  onset  may  occur  in  one  eye  or  in  both  eyes  at  once.  Age. 
— From  eighteenth  year  upward.  Sex. — Both  sexes  suffer,  but  the  male  cases  preponderate. 
Ophthalmoscopic  Diagnosis.  White  or  grayish  paling  of  the  disk.  Atrophic  cupping  of 
the  disk.  Vessels  usually  somewhat  shrunken.  Paling  of  the  disk  always  present  at  com- 
mencement of  visual  disturbance.  Field  of  Vision. — Concentric  and  often  irregular  shrink- 
age of  the  field,  with  defects  which  enter  deeply  into  the  field  and  are  often  sector-shaped. 
Early  reduction  of  the  limits  of  color-vision,  with  the  disappearance  of  the  colors  from  the 
field  in  this  order:  first  green,  then  red,  lastly  blue.  Central  scotomata  are  present  only 
in  conjunction  with  an  evenly  spread  peripheral  shrinkage  and  a  high  degree  of  diminution 
of  color-perception.  At  the  onset  of  the  disease  the  extent  of  the  field  of  vision  for  white 
light  may  be  normal,  whilst  the  fields  for  color- vision  are  already  markedly  smaller.  Visual 
Acuteness. — Usually  decreased  at  the  beginning  of  the  attack.  Seldom  relatively  good, 
with  marked  concentric  diminution.  In  the  latter  cases  the  fields  for  color-vision  are  all 
.retained.  Pupils. — Dilated.  Slow  contraction  to  light.  Course  of  Disease. — Creeping 
onset,  steady  increase.  Sometimes  a  passing  halt  in  the  progress  for  a  time.  Usually  two  or 
three  years  after  the  onset  of  the  disease  blindness  results.  Pathological  Anatomy. — Primary 
degeneration  of  the  nerve  elements  in  the  optic  nerve  tract.  Degeneration  in  large  degree 
of  the  non-medullated  nerve-fibre  tracts  in  the  papilla  and  in  the  retina. 

Progressive  Atrophy  of  the  Optic  Nerve  in  Spinal  Nerve  Affections,  Tabes, 
AND  Dementia.  Present  in  from  fifteen  to  eighteen  per  cent,  of  tabetic  cases.  Unilateral. 
— As  in  true  progressive  atrophy.  Age. — Usually  between  twenty-eighth  and  forty-fifth 
years.  Sex. — Males  preponderatingly  attacked.  Ophthalmoscopic  Diagnosis. — As  in  true 
progressive  atrophy.  Field  of  Vision. — As  in  the  true  idiopathic  form.  Very  rarely  a  par- 
tial atrophy  is  present,  where  the  defect  is  sector-shaped  and  as  if  cut  with  a  chisel,  the 
limits  of  the  defect  coinciding  accurately  with  those  of  the  color-fields,  which  are  equallj' 
clear-cut.  The  condition  is  stationary.  An  isolated  central  scotoma  is  rare.  Visual  Acute- 
ness.— As  in  true  idiopathic  optic  atrophy.  Pupils. — Unequal  dilatation.  Irregular,  often 
angular-shaped.  Does  not  react  to  light.  Acts  for  accommodation.  Paralysis  of  Eye- 
Muscles. — Nuclear  paralysis  and  paralysis  of  the  peripheral  muscles  of  the  eye  very  com- 
mon, as  well  as  the  concomitant  condition  of  optic  atrophy,  which  it  often  precedes.  Course 
of  Disease. — The  disturbances  of  vision  may  precede  the  tabetic  or  paralytic  symptoms  by 
many  years.  Blindness  almost  always  results.  A  partial  atrophy  is  very  rare.  Tabes 
with  optic  atrophy  should  have  a  slow  and  benign  course.  Pathological  Anatomy. — Primary 
degeneration  of  the  nerve  elements  in  the  optic  nerve  tract.  Degeneration  in  largo  degree 
of  the  non-medullated  nerve-fibre  tracts  in  the  papilla  and  in  the  retina. 

Diseases  of  the  Nerves  of  Vision  common  in  Central  and  Spinal  Stph- 
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ILIS. —  Unilateral  and  Bilateral. — Both.  Ophthalmoscopic  Diaanoais. — In  forty  per  cent, 
a  positive  ophtbalmoseopic  diagnosis.  Gray  atrophy  is  never  found,  because  the  processes 
are  inflammatory.  At  first  usually  negative,  because  the  descending  atrophy  or  neuritis  has 
not  yet  reached  the  lamina  cribrosa.  Simple  descending  atrophy  in  fourteen  percent,  of  the 
cases.  Neuro-retinitis  and  neurotic  atrophy  in  twelve  per  cent,  of  the  ca.ses.  Choked  disic 
fourteen  times  in  one  hundred  and  fifty  cases.  Usually  bilateral,  but  sometimes  unilateral. 
Choked  disk  in  one  eye,  neuritis  in  the  other.  Hypericmia  and  slight  neuritis  usual  in 
syphilis.  Field  of  Vision. — Constant  changes  in  the  condition  of  the  shrinkage  in  the  field 
of  vision.  Shrinkage  on  one  side  of  field  of  vision  only,  whilst  the  rest  of  the  field  retains 
its  normal  condition.  Wedge-  and  circular-shaped  remnants  of  visual  field  in  the  extreme 
periphery  of  this  field.  Concentric  diminution  of  field  with  relatively  good  or  normal 
acutcness  of  vision  and  retention  of  all  the  colors  in  field.  Central  scotomata  rare,  and 
present  only  in  isolated  syphilitic  disease  of  the  optic  tract.  Unilateral  blindness,  with 
temporal  hemianopsia  of  the  second  eye.  Visual  Acuteness. — Variable.  Sometimes  pass- 
ing blindness  and  a  high  degree  of  visual  disturbance  present,  with  little  change  ob- 
servable by  the  ophthalmoscope.  Pupils. — Comparative  relation  to  the  intensity  of  the 
disease.  Sometimes  reflex  immobility  of  pupil.  Deficiency  in  the  pupillary  reaction  as  a 
result  of  nuclear  paralysis.  Paralysis  of  Eye-Muscles. — Often  the  presence  of  an  in- 
volvement of  one  or  more  of  the  nerves  of  the  base  of  the  brain  is  present.  In  one  hun- 
dred and  sixty-seven  autopsies  alfections  of  the  optic  apparatus  =  101,  of  the  oculo-motor 
nerves  =:  66,  of  the  abducens  =  29,  of  the  superior  oblique  =  6,  of  the  trigeminus  =  25. 
Course  of  Disease. — Onset  of  disease  subacute.  Kecoverj'  at  any  stage  of  the  disease.  Fre- 
quent variability,  particularly  in  the  acuteness  of  vision  and  the  field  of  vision.  Eestitutio 
in  integrum  possible.  Permanent  bilateral  blindness  very  unusual.  Patliological  Anatomy. 
Usually  gummatous  meningitis  at  the  base  of  the  brain  and  syphilitic  disease  of  the  cere- 
bral arteries.  Strangulation  of  the  nerves  of  vision  by  the  arteria  corpora  callosi  or  by 
pressure  from  the  carotis  interna,  where  this  vessel  lies  in  contact  with  the  under  surface  of 
the  intracranial  optic  tract.  Less  often  large  isolated  gummatous  tumors.  Descending 
neuritis  with  hydrops  of  the  sheath  of  the  optic  nerve.  Perineuritis  with  interstitial  neu- 
ritis, usually  of  the  peripheral  nerve-fibre  bundles  of  the  optic  tract,  so  that  the  nerve- 
fibre  bundles  which  are  situated  in  the  centre  of  this  tract  remain  normal  or  relatively 
so.  Gummatous  degeneration  of  the  intracranial  optic  tract.  Interstitial  infiammation 
or  gummatous  degeneration  of  a  separate  portion  of  the  cross-section  of  the  optic  tract 
only.  Variable  conditions  of  pressure-conducting  nerve-paths  occasioned  by  the  rapid 
growth  and  resolution  of  granulation-tissue,  which  constricts  the  chiasm  and  the  nerves. 
In  addition  to  this,  the  tissue  which  sends  its  processes  between  the  nerve-fibres  is  very 
prone  to  swell  in  consequence  of  the  growth  of  numerous  new  blood-vessels. 

Diseases  oi"  the  Optic  Nerves  in  Multiple  Sclerosis. —  Unilateral  and  Bilat- 
eral.— Often  passes  from  one  eye  to  the  other.  About  half  the  cases  are  unilateral  and 
the  other  half  bilateral.  Age. — Prom  twentieth  to  fortieth  year.  Sex. — Males  usually 
attacked.  Ophthalmoscopic  Diagnosis. — In  about  one-half  of  all  ciises  the  dingnosis  is 
abnormal.  With  a  normal  diagnosis  there  may  nevertheless  be  wide-spread  disease 
back  in  the  optic  tract.  Incomplete  atrophic  paling  of  disk  in  consequence  of  the  reten- 
tion of  part  of  the  axis-cylinders  of  the  papilla  and  retina.  Partial  paling  of  the  tem- 
poral half  of  the  disk.  One  can  draw  no  conclusion  as  to  the  visual  field  (central  scotoma) 
from  this  paling  of  the  disk.  Optic  neuritis  (six  per  cent,  of  the  cases)  usually  fugitive 
in  its  course,  and  dependent  on  fresh  sclerotic  changes  close  behind  the  lamina.  Field 
of  Vision. — Predominating  central  scotoma,  usually  a  color,  seldom  a  complete  scotoma. 
Periphery  is  almost  always  free.  Small  ring  scotomiita  very  rare.  Scotomata  of  indistinct- 
ness common.  Change  from  central  scotoma  to  diminution  of  periphery  of  field  in  the 
same  eye.  Disappearance,  reappearance,  or  complete  recovery  of  central  scotomata.  Also 
concentric  irregular  diminution  of  field  as  in  tabes,  and  genuine  progressive  atrophy  of 
optic  nerve.  Purely  functional  dinturbanccs  are  also  observed,  such  as  shrinking,  and  ap- 
pearances of  field  following  exhaustion.  Hemianopsia  has  not  yet  been  observed.  Marked 
irregularity  in  the  relation  of  the  ophthalmoscopic  diagnosis  and  the  disturbances  in  the 
field  of  vision.    Visual  Acutcness. — Well-marked  irregularities  in  the  relation  between 
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the  ophthalmoscopic  changes  and  the  central  acuteness  of  vision,  without  any  demonstra- 
ble scotoma  of  indistinctness.  Pw/jtYs.— Reaction  may  be  still  well  preserved  even  where 
vision  is  markedly  disturbed.  Course  of  Disease.— The  eye-symptoms  may  precede  other 
symptoms  even  by  several  years.  A  sudden  attack,  often  with  great  disturbance  of  vision. 
Kapid  recovery.  Recovery  common.  Complete  blindness  very  rare.  Differential  diag- 
nosis of  multiple  sclerosis  and  hysteria  often  very  difficult.  Eemarkablo  and  irregular 
change  in  the  alterations  of  the  field  of  vision.  Pathological  Anatomy. — The  changes  in 
the  optic  nerve  are  usually  distributed  quite  irregularly,  and  may  be  scattered  over  the 
whole  optic  tract;  meanwhile  the  ophthalmoscopic  diagnosis  of  the  partial  temporal  or 
the  incomplete  atrophic  paling  of  the  disk  perhaps  is  caused  only  by  unimportant  changes 
close  behind  the  lamina  cribrosa,  which  do  not  give  rise  to  any  disturbance  of  vision.  There 
is  no  tendency  to  descending  degeneration  from  foci  lying  farther  back  in  the  optic  tract. 
Often  there  is  good  preservation  of  the  axis-cylinders  in  the  retrobulbar  sclerosed  portions, 
and  an  almost  normal  condition  of  the  non-meduUated  nerve-fibre  tracts  in  the  papilla  and 
the  retina.  The  changes  in  the  nerves  of  vision  appear  to  stand  equally  between  the  con- 
dition of  primary  tabetic  atrophy  and  the  atrophy  of  the  visual  nerves  which  is  consequent 
on  interruption  of  the  conducting  path  on  the  one  hand,  and  on  the  other  an  actual  inter- 
stitial neuritic  atrophy.  (Uhthoif.) 

Retrobulbar  Neuritis  not  caused  by  Syphilis  or  Chronic  Intoxication. — 
Vnilaternl  and  Bilateral. — In  this  case  not  so  typical.  Defects  present  in  both  eyes,  as  in 
the  chronic  intoxications.  A  space  of  weeks  or  months  may  pass  before  the  second  eye  is 
affected.  Age. — Youth  is  mostly  the  period  of  attack.  Sex. — Males  two-thirds,  females 
one-third.  Ophthalmoscopic  Diagnosis. — Normal  and  optic  neuritis,  which  then  usually 
occurs  later.  Mostly  partial  paling  of  the  papillo-macular  nerve-flbre  bundle.  Field  of 
Vision. — Predominance  of  lai'ge  absolute  central  scotomata,  usually  with  a  clear  periphery 
of  the  field,  or  defects  in  the  field,  which  are  the  result  of  the  enlargement  of  central  scoto- 
mata (partial  ring-shaped  zones  of  the  field  of  vision  which  remain  preserved).  Also  cen- 
tral color-scotomata.  Seldom  irregular  defects  extending  towards  the  periphery  are  present. 
Visual  Acuteness. — The  visual  acuteness  shows  great  variations.  It  may  vary  from  the 
reading  of  small  print  to  complete  blindness.  A  permanent  absolute  amaurosis  is  rare. 
Pupils. — The  pupil,  when  the  sound  eye  is  covered,  is  more  dilated  and  moves  more  slowly 
than  the  healthy  eye.  There  is  no  reflex  paralysis.  Course  of  Disease. — Sometimes  there  is 
pain  in  back  of  orbit.  Onset  sudden  ;  often  accompanied  by  a  high  degree  of  disturbance 
of  vision.  Rapid  improvement.  Recovery  or  arrest  and  stasis  at  any  stage  of  develop- 
ment, also  complete  blindness.  Impi'ovement  common.  Pathological  Anatomy — Neuritis 
of  the  papillo-macular  bundle  is  very  common  ;  less  often  there  is  interstitial  neuritis  of 
special  parts  of  the  cross-section  of  the  optic  tract.  Always  descending  atrophy  towards 
the  papilla,  which  causes  the  paling  of  the  temporal  half  of  the  papilla. 

Neuritis  dependent  on  Hereditary  Conditions. — Bilateral. — Always  bilateral. 
Age. — Early  years.  Sex. — Chiefly  males  attacked.  Ophthalmoscopic  Diagnosis. — Atrophic 
paling  of  the  disk,  following  the  descending  atrophy.  Field  of  Vision. — Absolute  central 
scotomata  of  larger  or  smaller  extent,  sometimes  allowing  only  half-ring-shaped  zones  to 
remain  in  the  periphery  of  the  field.  Visual  Acuteness. — Weakened  in  a  large  degree. 
Course  of  Disease. —  The  ultimate  result  is  very  weak  vision;  never  blindness.  Slow 
course.    Recovery  not  impossible. 

Tobacco  and  Alcohol  Amblyopia. — Unilateral. — I  n  one  case.  Bilateral. — Of  one 
hundred  and  thirty-nine  cases  one  hundred  and  thirty-eight  bilateral.  Age. — Usually 
between  forty  and  sixty  years.  Sex. — Males  with  almost  no  exceptions.  Ophthalmo- 
scopic Diagnosis. — At  commencement  normal,  later  paling  of  the  temporal  halves  of  the 
disks.  Paint  cloudiness  of  the  disk  and  surrounding  portions  of  the  retina.  Hyperajmia 
of  papilla.  Retinal  hemorrhages.  Field  of  Visio7i. — Predominating  presence  of  long,  oval- 
shaped  color-scotomata  for  red  and  green  situated  between  F  and  M.  Scotomata  for  blue 
are  rare.  Absolute  scotomata  within  the  color-scotomata  are  rare,  and,  when  present, 
small.  Periphery  of  field  of  vision  unaffected.  Complete  loss  of  red-color  perception  in  the 
field  of  vision,  whilst  the  extent  of  the  perception  of  white  remains  normal.  In  alcohol 
poisoning  there  is  also  a  general,  evenly  spread  concentric  diminution  of  the  field  resulting 
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from  functional  cause.  Visual  Acuteness. — Great  weakness  in  visual  acuteness,  with  no 
constant  relation  to  the  size  of  the  defect  in  the  field  of  vision.  In  cases  wliere  early  treat- 
ment can  be  obtained,  complete  restoration  of  sight  is  usual.  Pupils. — In  alcohol  poison- 
ing diflerenco  in  the  two  pupils  not  uncommon.  Paralysis  of  Eye-Muscles. — In  alcohol 
poisoning  we  sometimes  find  paralysis  of  the  ubducens.  Course  of  Disease. — Attack  bilat- 
eral and  mostly  synchronous.  Slow  development  of  the  disturbance  of  vision.  Usually 
recovery  or  improvement.  Pathological  Anatomy. — A  neuritis  limited  to  the  papillo-macu- 
lar  nerve-fibre  bundle,  reaching  often  in  its  diverse  farther  spread  centrally  to  the  primary 
centre.  Even  in  those  portions  which  are  most  virulently  attacked  there  are  separate, 
well-preserved  nerve-fibre  bundles.  Hence  the  rarity  of  absolute  scotoma.  There  may  be 
well-marked  anatomical  changes  together  with  paling  of  the  temporal  half  of  the  papilla 
without  any  substantial  disturbance  of  the  vision. 

THE  FIELD  OF  VISION  AS  FOUND  IN  DISEASES  AFFECTING  THE  CHIASM. 

The  Paths  of  the  Nerve-Fibres  in  the  Chiasm. — The  papillo- macular 
bundle,  which  reaches  the  chiasm  in  the  shape  of  an  oval  lying  horizontally 
(see  Fig.  41),  retains  its  central  position  until  it  reaches  the  chiasm.  (See 
Fig.  59,  m,  m'.)  Farther  back  towards  the  centre  of  the  chiasm  it  almost 
reaches  the  periphery,  and  hei'e  the  fibres  belonging  to  the  fasciculus  cruciatus 
cross  one  another  («t',  m').  It  sinks  once  more  and  lies  ventro-ceutrally  in 
the  tract.  The  crossed  fibres  of  this  bundle  lie  more  centrally  (??i),  and  the 
uncrossed  ones  more  laterally  {m',  m'). 

When  a  cross-section  of  the  optic  tract  is  made  immediately  in  front  of 

Fig.  59. 


the  chiasm,  it  will  be  found  that  the  crossed  fibres  occupy  the  dorso-medial 
part  of  the  jjeriphery  of  the  section,  and  the  uncrossed  fibres  are  situated 
in  the  ventro-medial  portion  of  the  peripliery  of  the  section.  The  bundles 
then  become  divided  into  a  number  whicli  are  flattened  horizontally,  and 
these  intermix  with  one  another.  The  crossed  fibre-bundles  come  together 
again  at  the  ventro-lateral  margin  of  the  chiasm,  forming  the  tract.  Then 
there  is  a  displacement.  Tiie  crossing  does  not  take  ]ilace  all  at  one  jioint, 
but  the  dor.sal  nerve-fibre  bundles  first  cross,  followed  by  the  more  centrally 
situated  ones.  (Fig.  59.)  At  the  posterior  angle  of  the  chiasm  the  com- 
missural nerve-fibres,  described  by  von  Gudden,  Meynert,  and  Forel,  which 
have  no  influence  on  vision,  arc  found. 

The  disturbance  of  vision  which  is  pathognomonic  of  disturbances  that 
interfere  with  conduction  at  the  chiasm  is  temporal  hemianopsia  in  its 
various  modifications. 
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Temporal  hemiauopsia  is  observed  only  in  organic  lesions  or  in  transient 
disturbances  of  vision  M'hicli  result  frona  organic  changes,  never  occurring 
in  disease-conditions  of  a  purely  functional  character. 

Let  the  chiasm  be  divided  by  a  frontal  incision  passing  in  the  direction 
a^e6  (Fig.  60)  into  an  anterior  and  a  posterior  section.  The  conducting  path 
is  destroyed  (the  fasciculi  laterales  plus  the  fasciculus  cruciatus  of  each  hemi- 
sphere), causing  amaurosis  with  loss  of  pupil  reflex  in  both  eyes.  In  the 
course  of  some  weeks  the  descending  atrophy  that  follows  the  division  of  the 


Fig.  60. 


axis-cylinders  of  the  whole  nerve-trunk  (the  centrifugal  and  centripetal) 
from  their  primary  centre  (the  anterior  corpora  quadrigemina  and  the  corpus 
geniculatum  externum)  on  the  one  baud,  and  the  ganglion  cells  which  lie 
in  the  ganglion-cell  layer  of  the  retina  on  the  other  hand,  causes  the  fundus, 
which  was  at  first  quite  normal,  to  present  gradually  the  picture  of  optic 
atrophy.  In  contrast  to  this,  let  the  chiasm  be  supposed  to  be  divided  by 
a  line  in  the  plane  of  the  sagittal  suture,  ced,  into  a  left  and  a  right  half. 
(Fig.  60.)  The  conduction  path  from  the  inner  halves  of  the  retinse  of  both 
eyes  (mp  and  m'p^,  Fig.  60)  is  completely  destroyed.  This  causes  the  tem- 
poral halves  of  both  fields  of  vision  to  be  blind,  and,  in  consequence  of  the 
interruption  in  the  conductivity  of  both  crossed  fasciculi,  permanent  tem- 
poral hemianopsia  results.  After  a  few  weeks  the  inner  halves  of  the 
papilke  (Fig.  38,  kr.d.,  kiw.)  and  the  temporal  halves,  which  are  formed  of 
the  crossed  bundles  of  nerve-fibres  (m'd.  and  m'v..  Fig.  38),  as  well  as  the 
papillo-macular  system,  become  whitened  in  consequence  of  descending 
atrophy,  leaving  the  fasciculi  non-cruciati  intact.  The  nasal  half  of  the 
field  of  vision  of  each  eye  remains  normal,  and  the  normal  color-limits  of 
these  halves  coincide  accurately  with  the  vertical  line  of  separation  between 
the  two  halves  of  the  field  of  vision.  In  such  a  case  of  typical  hemianopsia 
(see  Fig.  61)  caused  by  a  division  of  the  chiasm  at  its  centre  by  a  cut  in 
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the  plane  of  the  sagittal  suture,  tlie  blindness  of  the  halves  of  the  field 
of  vision  remains  stationary,  and  the  nasal  halves  of  the  field  permanently 
retain  their  normal  action,  partly  because  the  nerve-fibres  which  are  included 


Fig.  61. 


Left  half. 


in  the  fasciculus  non-cruciatus  are  not  separated  from  their  ganglion-cells, 
and  partly  because  the  supply  of  their  nourishment  is  in  no  way  disturbed. 

Heubner^  and  Duret^  assert  that  each  half  of  tiie  chiasm,  exactly  to 
the  middle  line,  is  supplied  from  the  basal  artery  of  the  brain  of  the  corre- 
sponding side,  and  especially  from  the  two  anterior  cerebral  arteries.  The 


*  Die  liietischen  Erkrnnkungen  der  Gehirnartcricn,  Loipsic,  1874. 

'  Archives  do  physiologic  normale  et  pnthologiquc,  iii.  torn,  i.,  January,  1871. 
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internal  carotids  on  both  sides  send  several  twigs  to  the  sides  of  the  chiasm, 
and  tlie  posterior  communicatiug  arteries  also,  in  less  degree,  contribute 
to  the  blood-vessels  of  the  posterior  portion  of  the  chiasm.  The  line  of 
separation  between  the  halves  of  the  field  of  vision  in  typical  temporal 
hemianopsia  does  not  always  necessarily  lie  in  the  vertical  meridian.  It 


Fig.  62. 


may,  in  consequence  of  differences  in  anatomical  conditions,  be  situated 
more  or  less  beyond  the  point  of  fixation  (see  Fig.  62),  a  condition  which 
is  termed  overshot  field  of  vision,  and  which  must  give  rise  to  the  supposition 
that  the  macula  lutea  is  provided  with  a  double  set  of  nerves  one  from 
each  hemisphere.  ' 


266 


PERIMETEY  AND  ITS  CLINICAL  VALUE. 


Forster '  had  a  case  uucler  observation  for  tea  years  in  which  the  typical 
temporal  hemianopsia  was  accompanied  by  unaltered  medial  halves  of  the 
fields  of  vision.  Weir  Mitchell-  has  recorded  a  case  of  temporal  hemi- 
anopsia in  which  an  aneurism  had  separated  the  chiasm  at  its  centre,  so 
that  the  nerve-fibres  of  each  fasciculus  cruciatus  were  entirely  destroyed. 
Siemerling^  has  examined  tlie  specimens  from  a  case  of  temporal  hemi- 
anopsia microscopically.  Pie  foinid  the  chiasm  so  thinned  that  it  was 
ahnost  divided  into  two  halves  in  consequence  of  the  pressure  of  the  floor 
of  the  third  ventricle  upon  it  at  its  centre. 

If  a  limited  portion  of  the  centre  of  the  dorsal  surface  of  the  chiasm 
is  altered  by  a  disease-process  at  the  point  where  the  papillo-macular  fibres 
from  the  fasciculus  cruciatus  lie  at  the  surface  and  interlace,  then  such 
lesion  is  followed  by  pai'acentral  scotomata  in  the  temporal  halves  of  the 
visual  fields  to  the  outer  side  of  the  fixation-point  in  each  eye.  Here  the 
disease-process,  and  with  it  the  tem^ioral  hemiauopic  scotoma  in  each  eye, 
may  I'emain  in  the  same  condition,  according  to  the  original  cause  of  the 
disease.  Such  a  condition  is  illustrated  by  a  case  of  Beer's.*  In  a  boy 
who  died  insane  a  long  narrow  exostosis  was  found  at  the  sella  turcica 
which  penetrated  through  the  chiasm.  Such  temporal  hemianopic  scoto- 
mata are  described  by  Vossius^  and  Forster.®  Sucli  scotomata  gradually 
increase,  and  include  finally  the  entire  temporal  halves  of  the  fields  of 
vision.  In  opposition  to  this  course,  a  typical  temjDoral  hemianopsia  may 
gradually  recover  until  it  is  merely  a  temporal  hemianoptic  scotoma.  In 
such  a  case  possibly  a  basilar  gummatous  meningitis,  during  a  cei'tain 
stage  of  development  of  the  disease,  may  have  injured  the  function  of  the 
fasciculus  cruciatus  by  pressure  (see  Fig.  60),  whilst  at  the  point  of  inter- 
section of  the  papillo-macular  fibres  interstitial  neuritis  has  produced 
atrophy  of  the  fibres.  Such  a  case  is  described  by  Treitel.^  (See  Fig. 
63.)  A  female,  twenty-seven  years  of  age,  married  to  a  syphilitic  hus- 
band, exhibited  bilateral  temporal  hemianopsia,  which  after  fourteen  days 
spontaneously  shrank  to  symmetrical  paracentric  temporal  hemianoptic 
scotomata. 

In  contrast  to  this,  if  a  disease-process  acting  upon  the  centre  of  the 
chiasm,  such  as,  for  example,  a  tumor  of  the  hypophysis,  increases  in  size 
evenly,  after  it  has  caused  a  temporal  liemianoi^sia,  by  the  destruction  of 
the  fasciculus  cruciatus,  it  may  finally  interfere  with  the  function  of  the 
fasciculus  non-cruciatns.  Such  a  process  shows  itself  in  the  field  of  vision 
by  a  more  or  less  irregular  overstepping  of  the  vertical  line  of  division  of 


'  Graefe  und  Saemisch,  Handbuch  dor  ge.<uniniten  Augenheilkunde,  vii.  116. 

'  Journal  of  Nervous  and  Mental  Dis-easR,  1889,  xiv.  44. 

'  Arcliiv  fiir  Psycliiutriu  und  Nurvenkrunkhoitcn,  Bd.  xx.  Heft  1. 

*  Lchre  von  don  Aui;cMli(Mll<uiKle,  ii.  582. 

*  Von  Graefe'8  Arcliiv  fiir  Ophtliiilniologie,  xxx.  8,  172. 

*  Graefe  und  Saemisch,  llaiidbucii  der  gcsanimten  Augenheilkunde,  vii.  116. 
'  Centnilhlatt  fiir  Augenheilkunde,  1881,  320. 
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the  field,  and  a  blindness  of  the  nasal  half  of  the  field.  If  a  patient  suffer- 
ing in  this  manner  is  seen  only  in  this  stage,  the  diagnosis  of  chiasm  disease 
is  difficult,  because  such  defects  of  the  visual  fields  can  be  caused  by  disease 
of  both  optic  nerves  at  symmetrical  points. 

If  the  disease-process  has  a  tendency  to  spread  from  the  centre  of  the 

Fig.  63. 


CO 


Left  half. 


chiasm  farther  over  one  half  whilst  the  other  half  remains  unaffected,  blind- 
ness occurs  in  that  eye  which  corresponds  with  the  diseased  half,  while 
temporal  hemianopsia  remains  in  the  other  eye.  Such  a  case  Hirschberg 
describes.^  The  increase  of  the  disease-process  in  one  half  of  the  chiasm 
may  also  be  manifested  by  the  neighboring  lower  or  upper  quadrant  of 


'  Deutsche  Zeitschrift  fiir  praktiache  Medicin,  1878. 
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the  nasal  half  of  the  field  of  vision  of  the  eye  corresponding  to  the  dis- 
eased portion  of  the  chiasm  failing  in  function,  as  in  the  case  described 
by  Lang.'  The  temporal  half  of  the  field  of  vision  of  the  right  eye  in 
this  case  was  wanting,  and  in  the  left  eye  not  only  this  poi-tiou  but  also 
almost  the  whole  lower  quadrant  of  the  nasal  half  of  the  field. 

In  contrast  to  this,  one  lasciculus  cruciatus  may  be  quite  destroyed,  the 
mischief  in  the  other  gradually  abating,  as  in  a  case  observed  by  Schoen.^ 
In  this  case  there  was  bilateral  loss  of  the  outer  halves  of  the  visual  fields, 
that  of  the  left  eye  being  complete,  whilst  only  the  upper  and  the  outer 
quadrant  of  the  right  had  disappeared. 

If  this  process  which  destroys  the  function  spreads  from  the  anterior  or 
posterior  fork  of  the  chiasm  towards  the  fibres  of  the  fasciculus  cruciatus, 
then,  should  the  focus  of  disease  destroy  the  nerve-fibre  bundles  supplying 
both  the  upper  and  the  inner  quadrant  of  the  retina  {AA',  Fig.  64), 

only  both  the  lower  and  outer  quadrant  of  the 
retina  will  be  wanting  ;  or  should  the  nerve-fibre 
bundles  BB'  be  altei'ed,  only  both  upper  retinal 
quadrants  will  be  gone.  If  only  A  on  the  one 
side  and  B  on  the  other  (Fig.  64)  suffer  a  diminu- 
tion of  function,  defects  will  be  found  in  the  fields 
of  vision  corresponding  to  the  lower  temporal 
quadrant  of  the  retina  in  the  one  eye  and  to  the 
upper  temjjoral  quadrant  of  the  retina  in  the  other. 
According  to  the  attack  of  the  disease-foci,  sector- 
shaped  or  zonular  defects  in  the  temporal  halves 
of  the  visual  fields  will  be  found ;  and  according  to  the  outward  pressure 
and  the  interstitial  neuritic  processes,  those  portions  of  the  nerve-fibre  bun- 
dles which  are  nearest  to  them  will  lose  their  conductivity.  Treitel  ^  has 
described  a  case  in  which  the  half  of  the  lower  and  the  whole  of  the 
upper  quadrant  of  the  temporal  half  of  the  visual  field  of  the  right  eye 
were  deficient.  In  the  left  eye  there  was  a  large  wedge-shaped  scotoma 
situated  mostly  in  the  upper  quadrant  of  the  temporal  half  of  the  visual 
field.  This  began  at  the  fixation-point,  but  did  not  quite  reach  to  the 
periphery. 

The  following  table  shows  the  forms  of  defects  that  are  joresent  or  de- 
velop in  the  course  of  typical  temporal  hemianopsia,  or  which,  commencing 
as  typical  temporal  hemianopsia,  gradually  partially  recover. 

TABLE  III. 

1.  Typical  temporal  hemianopsia  in  one  eye;  in  the  other  the  upper  outer  quadnint 
was  lost.  (Schoen,  Die  Lehre  vom  Gesichtsfeld,  S.  71.)  Accordinc;  to  Fig.  64,  a  single 
disea.se-focus  has  destroyed  A'A  B'B  R'B,  by  which  A'B'  the  fibres  in  the  right  opticus 
and  the  conducting  path  B  in  the  left  opticus  failed  to  act. 

'  Centralblatt  fiir  Augenhoilkunde,  1880,  S.  217. 

'  Die  Lehre  vom  Gesichtsfeld,  S.  71. 

'  Archiv  fiir  Ophthalmologie,  xxv.  3,  S.  67. 
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2.  Typical  temporal  hemianopsia  in  one  eye ;  in  the  other  the  lower  outer  quadrant 
was  lost.    {A'A  B'B  A' A.)    (Lang,  Centralhlatt  fur  Augenheilkunde,  1880,  S.  217.) 

3.  In  both  eyes  only  the  upper  and  outer  quadrants  were  lost.  {B'^B  B'B.)  (Schoen, 
loco  citato,  S.  71.) 

4.  In  both  eyes  only  the  lower  and  outer  quadrants  were  lost.  {A' A  A' A.)  (Dimi- 
trowski,  Centralblatt  fiir  Augenheilkunde,  1880,  S.  539.) 

5.  One  eye  was  blind ;  the  temporal  half  of  the  field  of  vision  in  the  other  was  also 
blind.  {A' A  B'B  ab.)  (Siemerling,  Archiv  fiir  Psychologie  und  Nervenheilkunde,  Bd. 
xi.Y.  Heft  2.) 

6.  One  eye  was  blind  ;  in  the  other  only  the  upper  nasal  quadrant  remained  active. 
(n6  A'A  B'B  A' A  B'B  a'.)    (The  author's  case  of  acromegaly.) 

7.  One  eye  was  blind  ;  in  the  other  the  lower  nasal  quadrant  remained,  {ab  A' A  B'B 
A' A  B'B  b'.)    (Seguin,  Journal  of  Nervous  and  Mental  Disease,  1887,  xiv.  721.) 

8.  In  both  eyes  only  the  upper  nasal  quadrants  remained  active,  (a  A' A  B'B  A' A 
B'B  a'.)    (Schoen,  loco  citato,  S.  71.) 

9.  In  both  eyes  only  the  lower  nasal  quadrants  remained  active.  (No  case  has  been 
reported.) 

As  the  chiasm  with  both  tracts  aud  the  other  intracranial  portion  of 
both  optic  nerves  may  be  surrounded  by  gummatous  masses  and  meningitic" 
thickenings,  so  may  any  disease-process  spread  deeper  into  the  chiasm  or 
separate  portions  of  the  tracts  or  optic  nerves,  causing  irregular  defects 
in  the  field  of  vision,  from  which  complicated  disease  of  the  chiasm  may 
be  assumed. 

For  inexperienced  observers  it  may  be  difficult  in  such  cases  to  make  a 
correct  diagnosis  from  the  appearance  of  the  defects  of  the  field  of  vision. 
As'in  such  irregular-shaped  defects  the  function  is  often  merely  disturbed, 
it  is  wise,  in  order  to  make  more  certain  of  the  diagnosis  of  disease  of  the 
chiasm,  to  test  the  field  of  vision  for  white.  To  do  this,  the  patient  should 
be  placed  with  his  back  to  the  light  and  made  to  fix  his  eye  on  the  ex- 
aminer's corresponding  eye  and  cover  the  other.  The  patient  is  to  be  ex- 
amined with  large  white  surfaces  of  paper.  In  this  way  the  form  of  typical 
temporal  hemianopsia  may  be  obtained.- 

In  considering  these  irregular  defects  of  the  field  of  vision,  the  influence 
of  disease-processes  in  the  optic  tract  and  the  optic  papilla  should  be  taken 
into  account.  Basal  gummatous  meningitis,  which  often  causes  disease  of 
the  chiasm,  has  also  a  tendency,  by  a  descending  neuritis  and  perineuritis, 
to  cause  a  more  or  less  deep- spreading  disease  of  both  optic  tracts,  with 
resultant  changes  in  the  fields  of  vision.  In  this  manner,  or  by  means  of 
direct  pressure  of  a  tumor,  for  example,  against  the  chiasm,  choked  disk 
may  be  caused.  This  occurrence  would  iufluence  the  field  of  vision  in  such 
a  manner  that  the  periphery  of  the  nasal  halves  would  be  concentrically 
diminislied  or  would  exhibit  sector-shaped  defects.  Further,  it  should  be 
borne  in  mind  that  with  a  typical  temporal  hemianopsia  there  may  be  a 
])eripheral  concentric  diminution  of  the  remaining  nasal  halves  of  the  visual 
fields  through  a  complication  of  this  trouble  with  diseases  of  the  papilla  and 
the  retina,  such  as  glaucoma  simplex,  retinitis  albuminurica,  or  functional 
nervous  disorders. 
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If  one  half  of  the  chiasm  is  destroyed  by  pathological  process,  as  in 
divisions  5,  6,  and  7  of  the  preceding  table,  complete  blindness  of  tiie  eye 
corresponding  to  the  diseased  half  of  the  chiasm  and  temporal  hemian- 
opsia of  the  other  will  be  found.  This  unilateral  bhndness,  with  temporal 
hemianopsia  in  the  other  eye,  may  be  developed  in  three  ways,  as  follows : 

(a)  From  a  case  commencing  as  typical  temporal  hemianopsia,  in  which, 
for  instance,  a  tumor  presses  on  the  centre  of  the  chiasm  and  destroys  the 
function  of  both  fasciculi  cruciati  {AB  and  A'B',  Fig.  64),  but  in  its  fartiier 
growth  spreads  towards  one  side  of  the  chiasm,  and  at  last  also  destroys 
the  fasciculus  non-cruciatus  of  this  side  (about  ah,  Fig.  64).  Such  ca.ses, 
with  section  diagnosis,  have  been  described  by  Uhtholf  ^  and  Ross.'' 

(b)  From  a  case  beginning  as  a  persistent  homonymous  hemianopsia. 
The  affection  of  the  optic  tract  (for  example,  ab,  AB)  is  followed  by  a 
disturbance  of  the  fasciculus  non-cruciatus  dexter  (ab)  and  the  fasciculus 
cruciatus  dexter  (AB)  through  a  failure  of  function  thus  caused  in  the 
temporal  half  of  the  retina  of  the  right  eye  and  the  nasal  half  of  the  retina 
of  the  left  eye,  producing  homonymous  left-sided  hemianopsia.  The  dis- 
ease-process spreads  over  the  corresponding  halves  of  the  chiasm,  and  in 
that  way  diminishes  the  function  of  the  fasciculus  cruciatus  A'B'  of  the 
left  optic  tract  in  A' A  B'B.  Thus  the  conductive  powers  of  the  whole 
right  optic  tract,  and  of  the  nasal  half  of  the  retina  of  the  left  eye,  are  inter- 
rupted. Here,  on  account  of  the  homonymous  hemianopsia  which  is  present 
at  the  commencement,  the  line  of  division  between  the  halves  of  the  visual 
fields  is  marked.  In  such  cases,  even  before  blindness  occurs  in  one  eye, 
the  temporal  half  of  the  fields  of  vision  of  the  second,  as  well  as  that  of 
the  same  side  as  the  diseased  tract,  gradually  weakens  until  one-sided  blind- 
ness ensues.  If  the  disease-focus  still  grows  towards  the  other  half  of  the 
chiasm,  the  sharply  defined  vertical  line  of  separation  of  the  field  of  vision 
becomes  irregular,  and  this,  coupled  with  the  lessening  of  the  nasal  half  of 
the  field  of  vision  of  the  other  eye  (and  diminution  of  function  of  a'b'), 
causes  blindness  gradually  to  ensue.  Such  cases,  with  microscopic  exami- 
nation, are  described  by  Uhthoff,^  Siemerling,*  Nettleship,*  and  Hjort." 

(c)  From  the  beginning  of  a  unilateral  blindness,  because  in  this  type 
of  defect  the  disease-focus  has  destroyed  the  right  optic  nerve  just  before 
reaching  the  chiasm  (ab  A'B').  Later  the  whole  right  half  of  the  chiasm 
becomes  involved  in  the  process,  so  that  the  conducting  path  (AB)  from 
the  left  eye  is  broken.  Such  cases,  with  sectional  descriptions,  are  cited  by 
Leudet '  and  Rossander.^ 


1  Archiv  fiir  Ophthalmologie,  xxvi.  1,  204. 

2  British  Medical  Journal,  1881,  i.  862.  '  Loco  citato,  p.  226. 

4  Archiv  fur  Psychiutrie,  Bd.  xix.  Heft  8.  ^  The  Lancet,  1883,  ii.  688. 

'  Klini.sche  Monatsbliitter  fiir  Aunenhcilkunde,  1867,  166. 
'  Nothnagel,  Topi.sche  Diagnostil<  dcr  GehirnlvnniklH'itoii,  S.  519. 
8  Jahresbericht  ucber  die  Lcistungen  und  Fortschrittc  der  gesammtcn  Medicin  von 
Virchow  und  Hirsch,  1868,  ii.  499. 
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Unilateral  hemianopsias  are  also  observed.  These  cases  generally  later 
develop  typical  hemianopsia  in  both  eyes.  A  homonymous  hemianopsia, 
however,  may  also  result.  The  fibres  of  the  optic  tract  shortly  before  they 
enter  the  chiasm  lie  in  separate  strands,  so  that  in  this  manner  any  cause  of 
pressure  circumscribed  to  the  fibres  of  the  fasciculus  cruciatus  or  at  the 
central  surface  of  the  optic  tract  may  attack  this  or  the  optic  nerve  itself 
only,  and  thus  produce  a  unilateral  temporal  hemianopsia.  If  such  a  dis- 
ease-focus gradually  spreads,  and  involves  the  whole  posterior  or  anterior 
fork  of  the  chiasm,  in  the  course  of  time  the  fasciculus  cruciatus  of  the 
other  eye  becomes  involved,  and  thus  defects  appear  in  the  temporal  half 
of  the  corresponding  field  of  vision. 

The  author  has  described  and  pictured  the  fields  of  vision  of  such  a 
case.^  Schoen  has  also  described  one.^  The  case  whose  field  of  vision  is 
depicted  in  Fig.  65  is  at  the  present  time  still  under  observation.    It  is 


Fig.  65. 


Left  half. 


that  of  a  man  sixty  years  of  age,  with  gummatous  aiFection  of  the  bones, 
gummatous  inflammation  of  the  testicles,  and  basilar  gummatous  menin- 
gitis. To  a  condition  of  paralysis  of  the  left  side  with  ansesthesia  was 
added  a  marked  defect  of  the  temporal  half  of  the  field  of  vision  of  the 
left  eye.    The  field  of  vision  of  the  riglit  eye  was  normal.    Right  vision 

1  6 

equalled  - ;  left  vision  was         In  the  lefl  eye  the  papilla  Avas  slightly 

redder  than  in  the  right.  In  this  case  there  were  undoubtedly  gummatous 
tumors  which  pressed  upon  the  right  pedunculus  cerebri,  the  posterior  angle 
of  the  chiasm,  and  the  median  portion  of  the  right  optic  tract.    After  the 

'  Ueber  Hemianopsie  und  ihr  Verhiiltniss  zur  topischen  Diagnose  der  Gehirnkrank- 
heiten,  1881,  S.  50. 

«  Loco  citato,  S.  70. 
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use  of  inunctions  of  mercury  almost  complete  recovery  occurred.  Schultz ' 
has  described  such  a  case  in  which  homonymous  hemianopsia  developed. 

Sometimes  a  typical  temporal  hemianopsia  recovers,  leaving  a  monocular 
hemianopsia,  as  in  a  case  of  Schweigger's.^ 

Von  Baumgarten  and  Treitel have  described  a  case,  with  section  de- 
scriptions, of  unilateral  temporal  hemianopsia  which  was  due  to  gummatous 
inflammation  of  the  cerebral  arteries.  The  disturbance  of  function  in  this 
case  was  caused,  according  to  Treitel,  by  an  obliteration  of  the  vessels  to 
the  nerve-fibres  of  the  fasciculus  cruciatus  of  one  optic  tract  at  its  point  of 
departure  from  the  chiasm. 

A  one-sided  monocular  hemianopsia  may  be  caused  by  pressure  in  the 
angle  of  the  chiasm  acting  on  the  fibres  of  the  fasciculus  non-cruciatus 
which  pass  along  in  this  position  (Fig.  64,  ah  or  a'b').  A  glance  at  Fig. 
64  shows  that  only  such  a  monocular  nasal  hemianopsia  could  be  caused 
by  such  single-sided  disease- focus.  A  case  of  nasal  monocular  hemianopsia 
in  which  the  line  of  separation  between  the  two  halves  of  the  field  of  vision 
is  sharply  defined  in  the  vertical  meridian  has  been  observed  by  UhthoflF 
and  described  and  pictured  by  Jevers.^ 

Henschen*  cites  a  case  of  blindness  of  the  left  eye  with  nasal  hemi- 
anopsia in  the  other.  Such  a  form  of  hemianopsia  cannot  be  due  to  a  single 
focus  of  disease.  In  his  case  the  microscopic  section  showed  in  conformity 
to  this  not  only  that  the  whole  chiasm  was  situated  in  a  gummatous  inflam- 
mation, but  that  the  actual  mass  of  the  tumor  which  caused  the  hemianopsia 
of  the  right  eye  was  pushed  farther  back  and  had  destroyed  the  right 
tract,  whilst  in  the  same  way  the  uncrossed  left  bundle  in  the  outer  angle 
of  the  chiasm  was  involved,  so  that  only  the  left  fasciculus  cruciatus 
appeared  relatively  intact. 

Knapp^  has  described  a  case  of  bilateral  nasal  hemianopsia  with  a  study 
of  the  microscopic  sections.  In  this  case  disease  of  both  the  lateral  angles 
of  the  chiasm  was  caused  by  degeneration  of  the  arteries  of  the  corpus  cal- 
losum.  These  vessels  were  found  to  be  converted  into  two  very  inelastic 
cords  placed  in  contact  with  the  outer  sides  of  the  chiasm. 

The  cases  of  nasal  hemianopsia  described  by  other  authors  seem  to 
belong  to  symmetrical  disease  of  both  optic  nerves,  because  in  none  were 
found  distinct  lines  of  separation  of  the  two  halves  of  the  fields.  Thus, 
StriimpelF  records  an  instance  following  a  multiple  degenerating  neuritis. 
In  this  case  a  commencing  atrophy  was  found  in  the  outer  sections  of  both 
optic  nerves. 


*  Deutsches  Archiv  fiir  Klinische  Medicin,  xxxv.  468. 
'  Arrhiv  fiir  Ophtliiilmologie,  xxii.  8,  319. 

'  Virchow's  Arcliiv,  1888,  cxi.  251. 

*  Zur  Symptomntologie  dor  retrobulbar  Neuritis.    Dissertntion,  Berlin,  1887,  S.  12. 

*  Klinische  uiul  imntoiniaclio  Boitriigc  /,ur  Patliologio  des  Gehirns. 
«  Jahrcsbericlit  fiir  Oplithalinologie,  187.5,  .372. 

'  Archiv  fiir  Psycliiatrie  und  Nervenkraiikhoiten,  xiv.  839. 
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Theoretically,  it  is  couceivable  that  cases  of  binocular  superior  or  in- 
ferior hemianopsia  can  occur.  For  example,  a  gummatous  infiltration  might 
involve  only  the  upper  half  of  the  chiasm  (a  A' A  A' A  a',  Fig.  64),  thus 


not  permitting  the  right  optic  nerve  (the  bundle  aA'  in  the  left  Aa')  to 
conduct  any  impressions  of  light  from  the  upper  retinal  halves  of  the  two 
eyes. 

The  only  case  the  author  is  acquainted  with,  in  which  microscopic  sec- 
tions have  been  studied,  is  one  described  by  Russell.^  The  case  was 
one  of  basilar  bone  tumor  with  paralysis  of  the  eye-muscles,  producing 


'  The  Medical  Times  and  Gazette,  1873,  ii.  91 

Vol.  II.— 18 
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a  hemianoi^sia  wliich  cut  out  the  upper  part  of  the  right  field.  Complete 
blindness,  commencing  in  the  right  eye,  followed.  Unfortunately,  there 
was  no  study  of  the  microscopic  conditions. 

UhtholF'  pictures  an  interesting  case  of  inferior  hemianopsia  (Fig.  66). 
It  was  suspected  that  this  field-defect  was  caused  by  symmetrical  disea.se 
of  the  optic  nerves.    The  patient  was  siiffering  from  tabes  dorsal  is. 

During  the  periods  of  development  and  recovery  from  temporal  hemi- 
anopsia, large  zones  of  so-called  deadened  perception  (Fig.  65),  in  which 
a  white  examining  object  is  perceived  as  more  or  less  gray  and  colors 
cannot  be  distinguished,  are  often  found  in  the  temporal  halves  of  the 
fields.  The  same  relation  between  the  color-limits  and  the  limits  for 
white  as  exists  in  diseases  of  the  optic  tract  is  met  with  in  temporal  hemi- 
anopsia, except  that,  owing  to  the  peculiar  course  of  the  nerve-fibres,  it 
remains  limited,  at  least  in  typical  temporal  hemianopsia,  to  the  temporal 
half  of  the  visual  field.  If  a  disease-focus  interferes  merely  with  the  fibres 
of  the  crossing  bundle,  there  is  no  reason  why  color-perception  through  the 
fasciculus  non-cruciatus  should  be  disturbed.  The  color-fields,  therefore, 
coincide  shai-ply  with  the  line  of  separation  of  the  nasal  fields  of  vision, 
or  they  may  overlap  them,  in  accordance  with  the  relations  of  the  defect 
to  the  temporal  halves.  Yet  if  the  color-limits  retire  from  the  line  of 
separation  into  the  region  of  the  nasal  halves  of  the  fields  of  vision,  and 
if  the  field  for  red  gradually  disappears,  these  signs  show  that  the  dis- 
ease-process has  affected  the  fasciculus  non-cruciatus,  even  when  the  outer 
limits  for  white  in  this  half  of  the  field  of  vision  remain  normal  or 
nearly  so.  The  normal  relation  of  the  color-limits  to  the  line  of  sepa- 
ration of  the  halves  of  the  field  of  vision  in  temporal  hemianopsia  offers 
no  certainty  in  regard  to  prognosis,  as  it  cannot  thus  be  determined 
whether  the  disease  will  cease  with  the  destruction  of  the  crossed  bundles 
or  will  pass  beyond  these  to  the  other  fibres.  The  fields  of  vision  found  in 
diseases  of  the  chiasm  thus  afford  only  a  glance,  as  it  were,  into  the  mo- 
mentary condition  of  the  optic  path.  Even  after  blindness  due  to  disease 
of  the  chiasm  has  appeared,  intact  or  nearly  normal  power  of  vision  may 
return.  If  the  color-limits  in  the  temporal  halves  retire  from  the  limits 
for  wliite,  and  the  defect  for  white  increases  in  size,  the  pi'ocess  in  the 
territory  of  the  crossed-fibre  bundle  should  be  regarded  as  progressive. 
If  the  process,  by  slow  but  steady  growth,  has  overstepped  the  limits  of 
the  nasal  halves  of  the  fields,  this  should  be  considered  a  serious  sign. 
The  disease  may  even  then  come  to  a  halt,  although  there  may  be  but  a 
small  quadrant  of  the  na.sal  half  of  tiie  field  of  vision  remaining,  as  oc- 
curred in  a  case  under  the  author's  observation.  From  this  it  may  be  con- 
cluded that  caution  should  be  exercised  in  making  a  prognosis  in  disea.«e 
of  the  chiasm. 

It  is  well  to  direct  attention  to  the  fact  that  no  case  has  ever  been 


'  Bcitrage  zur  Pathologic  der  Sehnerven  und  der  Netzhiiut,  1884,  S.  16. 
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found  in  which  there  was  an  absolute  loss  of  every  trace  of  color-sensation 
from  the  temporal  halves  of  both  fields  of  vision,  in  which  the  limits  for 
Avhite  were  completely  intact,  as  demonstrated  by  an  examining  object 
five  millimetres  square,  and  in  which  there  were  perfect  isopters  in  the 
color-blind  halves. '  This  point  is  important  because  in  homonymous  hemi- 
anopsia occasionally  a  so-called  manifestation  of  color-hem ianopsia  is  as- 
serted. 

In  typical  cases  of  temporal  hemianopsia  the  binocular  field  of  vision 
is  diminished  towards  each  outer  side.  If  the  disease-process  has  produced 
atrophy  of  the  fasciculi  cruciati,  while  the  fasciculi  non-cruciati  remain 
intact,  orientation  with  binocular  vision  will  still  be  good.  If  in  both 
nasal  halves  of  the  fields  a  so-called  "  overshot"  field,  in  which  the  fixa- 
tion-point of  the  two  nasal  halves  of  the  fields  of  vision  is  overreached, 
is  present,  and  there  is  a  double  innervation  of  the  macula  lutea,  central 
acuteness  of  vision  suffers  little  or  not  at  all.  Central  vision  can  also  be 
quite  good  when  in  the  one  eye  the  disease-process  has  overstepped  the  line 
of  separation  towards  the  nasal  half  of  the  field,  while  in  the  other  eye  there 
is  present  an  intact  field  which  reaches  over  the  fault  in  the  first  field  and 
completely  covers  the  deficient  macular  region  of  the  first.  If  the  disease- 
process,  however,  has  passed  into  the  nasal  halves  of  the  fields  of  both 
eyes  in  the  region  of  tlie  fixation-points,  then  a  central  scotoma  in  the 
binocular  field  of  vision,  with  all  the  conditions  impairing  direct  vision 
which  follow  it,  will  appear. 

As  regards  the  relation  of  central  visual  acuteness  in  temporal  hemi- 
anopsia, the  following  may  be  asserted 


In  a  large  number  of  cases  of  disease 
of  the  chiasm  with  described  sections  the 
condition  of  visual  acuteness  was  found  as 
follows : 

Seventeen  at  latest  condition,  complete 
bilateral  amaurosis. 

Two  hundred  and  forty-two,  amaurosis 
in  one  eye,  amblyopia  in  the  other. 

One,  amaurosis  in  one  eye,  normal  acute- 
ness in  the  other. 

Fifteen,  bilateral  amblyopia. 

Five,  amblyopia  in  one  eye,  normal 
acuteness  in  the  other. 


E  IV. 

Four,  normal  acuteness  in  both  eyes. 

Six,  normal  acuteness  in  one  eye. 

In  twenty  cases  of  temporal  hemianop- 
sia without  description,  sections  showed  as 
follows : 

Two,  amaurosis  in  one  eye,  amblyopia 
in  the  other. 

Sixteen,  amblyopia  in  both  eyes. 

One,  normal  visual  power  in  both  eyes. 

One,  amblyopia  in  one  eye,  normal 
acuteness  in  the  other. 


The  condition  of  the  central  acuteness  of  vision  in  temporal  hemi- 
anopsia is  dependent  on  whether  the  crossed  and  uncrossed  fibres  of  the 
papillo-macular  nerve-fibre  bundles  in  their  course  through  the  chiasm  have 


»  Wilbrand,  Ueber  Hemianopsie  und  ihr  Verhiiltniss  zur  topischen  Diagnose  der 
Gehirn-KranUheiten,  1881,  S.  85. 
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suifered  a  direct  lesion  or  wliether  they  are  indirectly  disturbed  by  pressure. 
As  these  bundles  lie  close  to  one  another  (see  Fig.  59,  m' ,  in,  in'),  in  the  de- 
struction of  the  crossed  bundle  the  uncrossed  j)ortion  whose  fibres  lie  close 
to  it  in  the  papillo-raacular  bundle  is  easily  injured  by  pressure,  and  may 
in  that  way  give  cause  for  a  lessening  of  central  acuteness  of  vision,  even 
in  the  remaining  active  nasal  half.  Still  more  normal  acuteness  of  vision  in 
one  eye  may  be  expected  when  the  disease-focus  has  involved  only  one  half 
of  the  chiasm  and  accordingly  the  fasciculus  non-cruciatus  of  the  other 
remains  at  a  relatively  great  distance  from  the  focus.  It  is  well  to  re- 
member that  there  is  always  more  or  less  intense  action  at  a  distance  from 
the  actual  focus  of  disease,  at  least  in  acute  disease.  Uhthoff  ^  believes 
tiiat  twenty  per  cent,  of  the  cases  of  'tem[)oral  hemianopsia  are  caused  by 
syphilis. 

Among  the  characteristic  symptoms  of  basilar  cerebral  syphilis  is  a 
remarkable  fluctuation  in  the  manifestation  of  the  disease.  Sudden  blind- 
ness, rapid  resolution  into  temporal  hemianopsia,  limitation  of  the  nasal 
half  of  the  field  of  vision,  irregular  defects  in  the  field,  blindness  of  one 
eye,  and  i-esolution  and  complete  recovery,  in  disease  of  the  intracranial  optic 
tract,  as  well  as  in  disease  of  the  chiasm,  are  not  unusual  symptoms. 

Insight  into  this  remarkable  fluctuation  of  the  visual  disturbance  may 
be  gained  if  Oppenheim's  finding^  that  syphilitic  tumors  are  rich  in 
vessels  whose  walls  are  markedly  changed,  and  the  degree  to  which  the 
structures  are  disturbed  thi'ough  destruction  of  the  intima  or  diminution 
of  the  lumen  or  actual  closure  by  the  process  of  thrombosis,  are  consid- 
ered. Further,  it  must  be  remembered  that  the  tissue  which  has  thrust 
itself  between  the  chiasm  and  the  base  of  the  brain  and  which  shows 
processes  between  the  fibres  of  the  visual  nerve  is  extremely  capable  of 
distention. 

As  complete  recovery  is  often  observed  after  the  use  of  antisyphilitics, 
the  prognosis  of  temporal  hemianopsia  may  be  considered  to  be  good. 
Sell '  has  recorded  a  series  of  such  cases.  For  the  same  reason  there  can 
be  no  doubt  that  in  blindness  due  to  basilar  meningitis  of  gummatous 
type  the  visual  power  may  be  almost  completely  regained  after  energetic 
treatment. 

Often  temporal  hemianopsia  is  caused  by  a  tumor  which  has  its  seat  in 
the  region  of  the  chiasm.  In  a  collection  of  the  literature  on  the  subject 
up  to  the  year  1880  *  the  writer  has  found  tumors  of  the  sella  turcica  fifteen 
times,  of  tiie  hypophysis  cerebri  eleven  times,  of  the  chiasm  five  times, 
growing  in  the  fioor  of  the  third  ventricle  five  times,  at  the  side  and  the 
base  of  the  skull  three  times,  and  at  the  crista  galli  four  times.  Tubercles 
were  demonstrated  in  the  chiasm  three  times. 

'  Loco  citato. 

'  Vircliow's  Archiv,  civ.  315. 

'  Cliiasmnerltrunkungen.    Inaugural  Dissertation,  Leipzig,  1894,  S.  ii. 
♦  "Wilbrand,  loco  citato,  S.  87. 
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Tumors  may  also  press  upon  the  chiasm  without  producing  actual  dis- 
turbance of  vision,  as  in  a  case  of  A.  Levii.^  Sell,  in  the  dissertation  men- 
tioned above,  has  collected  the  cases  from  the  year  1880  to  the  present 
date.  The  etiology  of  these  appears  to  have  been  as  follows :  seven  cases 
by  trauma,  twenty-five  by  tumors,  six  by  tuberculous  exudations  or  granu- 
lations, four  by  aneurisms,  two  by  pressure  from  the  third  ventricle,  two 
by  periostitis,  four  by  partial  meningitis,  sixteen  by  basilar  gummatous 
meningitis  and  syphilitic  disease  of  the  chiasm,  one  by  gummatous  arte- 
ritis, one  by  hemorrhages  into  the  chiasm,  one  by  multiple  sclerosis,  and 
one  by  hyperplasia  in  elephantiasis. 

A  change  in  the  relation  of  the  defects  of  the  field  of  vision  always 
indicates  activity  in  the  process,  and  therefore  must  be  considered  in  the 
prognosis.  Passing  weakness  of  vision  and  blindness  may  occur  in  cases 
of  tumors  of  the  base,  and  are  due  to  pressure  of  the  floor  of  the  third 
ventricle  caused  by  intercurrent  or  consequent  hydrocephalus.  Tumors 
that  are  capable  of  swelling  may  cause  this.  Sometimes  when  patients  bend 
forward  blood-circulation  is  stopped,  occasioning  increased  blood-pressui'e. 

The  chiasm  is  covered  on  its  upper  surface  by  the  recesses  of  the  third 
ventricle.  Such  a  condition  is  carefully  described  by  Michel.^  In  normal 
conditions  it  reaches  to  the  anterior  angle  of  the  chiasm  in  the  mesial  line, 
and  in  internal  hydrocephalus  it  may  readily  influence  the  central  portion 
of  the  chiasm.  Siemerling^  describes  a  case  in  which  the  chiasm  was 
thinned  and  almost  divided  into  two  halves  by  the  pressure  of  the  floor 
of  a  greatly  distended  third  ventricle. 

Temporal  hemianopsia  may  occur  as  a  single  focal  symptom.  This  is 
sometimes  the  case  when  the  defect  is  caused  by  exostosis  of  the  base  of 
the  skull  or  in  a  partial  meningitis.  In  these  cases,  when  no  form  of 
therapeutics  has  eflect,  the  field-defects  stop  at  a  certain  stage  of  develop- 
ment. Even  after  secondary  blindness  the  cerebral  symptoms  may  cease, 
and  the  patient  live  for  a  long  time,  as  in  the  cases  described  by  Osier.*  It 
is  doubtful  whether  hemianopic  disturbances  occur  in  simple  progressive 
atrophy  of  the  visual  nerves,  although  theoretically  their  appearance  may 
be  accepted.  In  any  case,  a  temporal  hemianopsia  due  to  gummatous 
meningitis  may  appear  concurrently  with  tabes  dorsalis,  as  in  an  instance 
cited  by  Uhthoff.' 

In  a  case  described  by  Gowers  ®  there  were  similar  accidental  compli- 
cations, probably  symmetrical  disease  of  the  visual  nerves,  in  which  the 
disturbance  of  vision  appeared  quite  suddenly  as  a  nasal  hemianopsia  in  a 
case  of  tabes  dorsalis.    The  author  has  seen  such  a  case  in  a  patient  suffer- 

1  Jahrbuch  fiir  Ophthalmologie,  1890,  S.  479. 

'  Archiv  fiir  Ophthalmologie,  Bd.  xix.  ii.  S.  81. 

'  Archiv  fiir  Psychiatrie  und  Nervenkrankheiten,  Bd.  xx.  Heft  1. 

*  Journal  of  Nervou.s  and  Mental  Disease,  1887,  xiv.  657. 

*  Loco  citato,  S.  226. 

*  Manual  of  Diseases  of  the  Nervous  System,  vol.  ii. 
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ing  from  the  same  disease.  (Compare  Fig.  50.)  Tlie  right  eye  showed  a 
normal  field  of  vision  with  noi-mal  acuteness  of  vision.  Over  the  surviving 
temporal  half  of  the  field  of  the  left  eye  only  large  colored  objects  could  be 
recognized. 

THE  FIELD  OP  VISION  IN  DISEASES  OF  THE  OPTIC  CONDUCTING  PATHS 
FROM  THE  COMMENCEMENT  OF  THE  TRACTS  TO  THE  CORTICAL 
CENTRES  OF  VISION. 

Homonymous  hemianopsia  (also  called  lateral)  is  a  pathognomonic  dis- 
turbance of  the  visual  field  for  all  anatomic  lesions  of  the  visual  apparatus, 
beginning  at  the  optic  tract  and  extending  to  and  including  the  centres  of 
vision  in  the  region  of  the  calcarine  fissure. 

It  is  never  seen  in  purely  functional  nervous  conditions  in  the  sense 
of  hysteria  and  neurasthenia,  but  may  be  added  to  a  case  of  liysteria.  In 
such  a  case  the  fields  of  vision  will  show  the  hemianopic  defects,  together 
with  concentric  diminution  of  the  remaining  portions  of  the  field. 

Homonymous  hemianopsia  is,  accordingly,  the  result  of  oi'ganic  disease 
which  either  directly  or  indirectly  destroys  the  conducting  nerve-fibres  of 
the  optic  tract  in  some  point  of  the  portion  above  described.  In  the  first 
type  the  hemianopsia  is  permanent.  In  the  second  it  disappears  as  soon  as 
the  23ressure  decreases  sufficiently  to  permit  of  proper  conduction.  Thus 
a  fugitive  hemianopsia  appearing  as  an  indirect  focal  symptom  is  often 
met  with  in  permanent  aphasia  and  hemiplegia.  Frequently  the  pri- 
mary loss  of  the  homonymous  halves  resolves  itself  in  the  course  of  a 
few  weeks  into  an  incomplete  homonymous  hemianopic  defect.  Here  the 
actual  focus  of  disease  has  destroyed  only  a  portion  of  the  optic  conduct- 
ing path,  whilst  the  remaining  fibres  are  rendered  temporarily  inactive  by 
pressure. 

In  typical  right-sided  homonymous  hemianopsia  total  loss  of  the  right 
halves  of  the  fields  of  vision  is  found,  the  line  of  separation  coinciding 
with  that  of  the  division  into  the  nasal  and  temporal  halves  of  the  fields 
of  vision.  An  analogous  condition  of  the  left  halves  of  the  fields  of  vision 
of  each  eye  is  seen  in  typical  left-sided  homonymous  hemianopsia. 

As  regards  the  position  of  the  line  of  separation  in  the  vertical  me- 
ridian, a  series  of  individual  differeuces  is  met  with.  In  one  series  of  cases 
this  vertical  line  of  separation  lies  mathematically  in  the  vertical  meridian 
of  the  fields  of  both  eyes  and  cuts  through  the  fixation,  as  in  tlie  observa- 
tions on  right-sided  homonymous  hemianojjsia  by  Pooley^  and  on  left-sided 
homonymous  hemianopsia  by  Baumgartcn.^  In  another  type  the  line  of 
separation  is  carried  past  the  fixation-point,  to  the  advantage  of  the  remain- 
ing halves  of  the  fields  of  vision.  As  those  portions  of  the  field  which  He 
beyond  the  vertical  meridian  reach  into  the  territory  which  is  covered  by 


'  Archiv  fiir  Augenheilkunde  unci  Ohrenheilkunde,  1877,  ii.  27. 
'  Centralblatt  fiir  die  Mcdicinische  Wissenschaften,  1878,  xxii. 
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the  optic  tract  of  the  other  hemisphere,  and  in  that  way  appear  supei- 
fluous,  they  are  known  as  "  the  overshot  portions  of  the  field  of  vision 
The  picture  of  such  an  overshot  field  of  vision  is  shown  in  i^ig.  b7  it 
was  taken  from  a  twenty-four-year- old  woman  who  from  earliest  childhood 
suffered  from  complete  right-sided  homonymous  hemianopsia.    Three  days 


Fia.  67. 


,j90 


Right  half. 


Left  half. 


before  her  death,  during  a  condition  of  comparatively  good  health,  the  field 
of  vision  was  examined  and  recorded.  The  patient  bled  to  death  after  an 
operation  for  trepanning.  The  left  occipital  lobe  appeared  to  be  changed 
into  a  crumbling  mass,  and  was  greatly  contracted.  There  was  a  descend- 
ing atrophy  of  the  left  optic  tract  extending  deep  into  the  chiasm,  proving 
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that  the  overshot  portions  of  the  visual  field  had  an  organic  relation  with 
the  organization  of  the  right  optic  perception  centre  and  its  conducting 
path.  Analogous  observations  confirming  this  have  been  made  by  von 
Monakow. 

Assuming  in  one  of  these  cases  of  homonymous  hemianopsia  that  the 
path  of  vision  leading  to  the  optic  centre  of  the  other  hemisphere  Ls  pro- 
vided with  such  areas,  they  would  appear  in  the  following  form  (Fig.  68) 
on  both  sides  of  the  vertical  line  of  separation  in  the  binocular  visual  field. 


Fig.  68. 


Diagram  illustrating  the  effects  of  overshot  fields  in  hemianopsia. 

Otduudo  would  be  the  temporal  half  of  the  field  of  the  right  eye,  and 
onsuiido  the  nasal  half  of  the  field  of  the  left  eye.  In  total  left-sided 
homonymous  hemianopsia,  otduudo  would  represent  the  bounds  of  the  re- 
maining field  of  vision  in  the  binocular  field  of  vision.  In  the  monocular 
field  of  the  right  eye  otduudo  would  represent  the  temporal  half,  and  in  the 
left  eye  onsuiido  the  nasal  half  which  remains  active,  because  otdundo  repre- 
sents the  visual  field  of  the  right  eye  and  otsunso  the  visual  field  of  the  left 
eye.  OilduFo  represents  the  overshot  visual  field  of  the  left  hemisphere, 
and  OlisuFo  the  overshot  field  of  the  right  hemisphere.  From  this  it 
must  be  concluded  that  for  each  eye  the  region  lying  between  oiiduiiso 
is  directly  related  to  the  cortical  optic  centre  of  both  hemispheres.  We  de- 
scribe this  process  as  double  j^rovision  for  the  macida  lutca,  because  usually 
these  overshot  portions  of  the  field  of  vision  are  confined  to  regions  of  the 
macula  lying  around  the  fixation-point. 

In  those  cases  in  which  tlie  line  of  sejiaration  of  tlie  homonymous  halves 
of  the  visual  field  lies  in  the  vertical  meridian,  as  in  Fig.  69,  the  former 
half  of  the  macular  portion  (chiefly  the  portion  of  the  field  of  vision  passing 
along  the  vertical  meridian)  comes  in  relation  only  with  the  cortical  centre 
which  corresponds  to  this  half 

The  overshot  portion  of  the  visual  field  presents  itself  in  many  different 
ways.  Usually  the  line  of  separation  encloses  only  the  fixation-point,  and 
in  some  cases  it  includes  only  portions  of  this  point.  It  may  be  situated 
to  the  under  half  of  the  line  of  separation,  which  is  here  surrounded  by  the 
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overshot  field  of  vision,  as  is  tlie  case  with  the  upper  part  of  the  region, 
or  there  may  be  a  strip  of  overshot  field  of  the  same  width  along  the  entire 
vertical  meridian. 


FiQ.  69. 


Diagram  illustrating  overlapping  of  visual  fields. 


The  overshot  portion  is  further  characterized  by  the  fact  that  the  color- 
field  boundaries  coincide  accurately  with  the  line  of  demarcation  which  it 
forms.  This  is  of  the  greatest  importance,  because  otherwise  it  might  be 
easily  and  falsely  concluded  that  the  portion  which  extends  over  the  median 
line  was  the  remnant  of  an  incompletely  destroyed  conducting  tract  in  a 
case,  for  example,  of  a  hemisphere,  by  which  a  homonymous  hemianopsia  is 
cdused.  Finally,  in  these  cases  there  is  no  color-field  reaching  to  the  ver- 
tical meridian,  or  perhaps  only  the  blue  field  may  be  found  to  extend  so  far 
in  the  remnants  of  the  retained  portions  of  the  field. 

The  "  overshot"  portion  of  the  field  is  due  to  differing  anatomical  con- 
ditions of  the  conduction  paths  and  cortical  centres.  In  consequence  of 
this,  the  line  of  separation  between  the  halves  of  the  fields  in  homonymous 
hemianopsia  usually  presents  one  of  the  following  forms  :  (1)  it  passes  over 
the  separating  line  in  the  vertical  meridian ;  (2)  it  consists  in  an  overshot 
field  of  vision  ;  and  it  passes  over  the  separating  line  in  a  sloping  direction, 
as,  for  example,  in  a  case  of  Siemerliug's,^  in  which  the  absolute  defect 
passed  across  the  median  line  in  a  wedge-shaped  manner  in  the  upper  portion 
of  the  field,  whilst  in  the  lower  portion  there  was  a  similarly-shaped  portion 
which  did  not  reach  this  line. 

In  order  to  locate  the  exact  position  of  the  line  of  separation,  and  its 
relation  to  colors,  an  examiuing  surface  two  millimetres  square  should  be 
used.  The  patient  must  maintain  accurately  the  central  fixation  of  sight. 
For  this  purpose  it  is  best  to  have  a  small  black  point  in  the  centre  of 
the  white  surface  used  for  the  fixation-object,  and  to  require  the  patient 
to  fix  upon  this  point.  A  slight  change  in  the  fixation  moves  the  line  of 
separation  from  the  fixation-point  and  produces  apparent  irregularities  in 
its  course. 


1  Archiv  fur  Psychiatrie  und  Nervenkrankheiten,  Bd.  xxi.  Heft  1. 
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Typical  homonymous  hemianopsia  is  always  absolute ;  that  is,  in  the 
defective  halves  of  the  field  every  impression  is  as  completely  lost  to  view 
as  are  those  falling  on  the  blind  spot.  If  only  a  portion  of  the  optic  tract 
be  rendered  inactive,  the  hemianopic  disturbances  will  appear  as  partial 
defects.  Incomplete  homonymous  hemianopsia  should  be  differentiated 
from  the  following  characteristic  forms  of  defects  in  the  homonymous 
halves :  (a)  Quadraut-hemianopsia,  in  which  either  the  upper  or  the  lower 
quadrant  of  the  affected  homonymous  halves  is  deficient,  (b)  Retention 
of  an  octant  in  the  defective  halves  of  the  visual  fields.  This  usually 
lies  upward  or  downward  in  the  vertical  meridian,  (c)  The  loss  of  cor- 
responding sectors  in  the  homonymous  halves.  (cZ)  Island-like  defects 
in  the  corresponding  points  of  the  homonymous  halves.  These  island- 
shaped  defects  may  extend  to  the  fixation-point,  or  to  the  intermediate  or 
peripheral  zones.  They  always  lie  at  corresponding  points  in  the  homony- 
mous halves  of  the  fields.  The  island-shaped  homonymous  hemianopic 
defects  may  be  easily  overlooked,  especially  if  they  are  small  and  are 
situated  at  some  distance  from  the  fixation-point.  If  such  scotomata  in- 
clude the  macular  portion  of  the  homonymous  halves  of  the  fields,  they 
will  appear  smaller  if  there  is  an  "  overshot"  portion  in  the  macular 
region.  This  circumstance  must  be  taken  into  account  when  the  size 
of  the  defect  in  the  field  is  compared  with  that  of  the  focus  in  the  optic 
tract,  (e)  Retention  of  a  peripheral  zonal  ring  in  the  fields,  usually  in  the 
lower  or  the  upper  quadrant  and  reaching  to  the  horizontal  meridian  of 
the  defective  halves  of  the  field.  If  this  zone  is  narrow  and  extends 
only  beyond  the  limits  of  the  blue  color-field,  it  can  be  demonstrated  only 
by  white  examining  objects.  (/)  The  retention  of  corresponding  islands 
of  active  perception  in  the  defective  homonymous  halves  of  the  fields,  (g) 
The  loss  of  a  peripheral  zone  at  corresponding  points  of  the  homonymous 
halves  of  the  fields. 

The  author  has  given  a  description  of  these  types  of  fields  in  his  work 
entitled  "  Die  hemianopischen  Gesichtsfeld-Formen  und  das  optische  Wahr- 
nehmuugszeutrum,"  published  in  Wiesbaden  in  1890. 

If  the  disease-focus  which  causes  these  incomplete  homonymous  hemi- 
anopsias is  narrowly  circumscribed  and  causes  no  direct  pressure  on  the  sur- 
rounding tissues,  the  color-limits  in  the  affected  regions  of  the  homonymous 
halves  correspond  with  the  defects. 

Besides  these  complete  and  incomplete  hemianopic  defects,  there  is  a 
scries  of  defects  which  are  relative  in  type.  These  generally  appear  in  one 
of  the  following  forms:  (a)  Either  a  wide  or  a  narrow  zone  of  dimin- 
ished perception,  in  which  colors,  possibly  with  the  exception  of  blue,  arc 
not  perceived.  If  blue  is  recognized  it  is  only  partially,  lying  between 
the  absolutely  defective  portion  of  the  field  and  that  in  which  there  is 
normal  function,  (b)  The  iiemianopic  defect  causes  diminution  only  in 
power  of  perception,  and  consequently  there  is  no  al)solute  defect,  (c)  There 
is  loss  of  color-perception  only  in  the  homonymous  halves  of  the  field. 
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The  central  and  peripheral  visual  aeuteness  and  the  extent  of  the  field  of 
vision  remain  normal,  or  very  nearly  so,  in  these  cases  of  so-called  "  color 
hemianopsia." 

If  in  the  conrse  of  a  case  of  incomplete  hemianopsia  the  defect  in- 
creases, the  disease-process  in  the  hemisphere  corresponding  to  the  dis- 
eased halves  of  the  fields  is  progressive.  If  this  increase  is  sudden,  the 
augmentation  in  the  hemianopsia  is  caused  by  fresh  embolic  or  apoplectic 
foci. 

If  the  defect  decreases,  the  disease-process  is  lessening,  because  those 
fibres  which  were  injured  in  their  activity  by  pressure  are  regaining  their 
functional  power.  If  the  disease-focus  is  situated  in  the  neighborhood 
of  the  optic  conducting  tract,  and  causes  no  anatomical  destruction,  com- 
plete resolution  and  recovery  of  the  homonymous  hemianopsia  may  occur, 
even  if  the  physiological  disturbances  have  been  absolute.  During  this 
process  of  recovery  perception  of  light,  that  of  dark,  and  that  of  color  are 
successively  regained. 

Many  cases  of  relative  hemianopsia  perceive  waves  and  bubbles,  as  if 
dark  gauze  shades  were  shoved  one  over  the  other  beyond  the  defective 
halves.    They  may  see  a  fog,  or  a  veil. 

If  in  cases  of  previous  homonymous  hemianopsia  the  patient  complain 
of  flickering  on  the  aifected  side,  and  no  defect  can  be  demonstrated  with 
an  ordinary  examining  object,  smaller  and  smaller  objects  must  be  used  in 
tl>e  perimeter.  In  this  manner  Schweigger  ^  demonstrated  a  hemianopsia 
by  examining  the  area  by  the  aid  of  the  head  of  a  needle. 

Some  cases  of  absolute  homonymous  hemianopsia  perceive  strong  im- 
pressions of  light  in  the  region  of  the  defective  homonymous  halves.  In 
such  instances,  though  the  path  of  conduction  between  the  chiasm  and  the 
cortex  is  broken,  yet  there  is  a  mechanicial  or  inflammatory  irritation  of  the 
centripetal  optic  conducting  nerve-fibres,  which  conduct  the  light-impres- 
sions to  the  cortical  centre,  where  they  are  recognized  as  such.  These  occur 
mostly  a  few  days  after  the  onset  of  the  defect,  and  usually  disappear.  The 
author  has  observed  this  phenomenon  in  a  patient  suffering  from  hemiplegia, 
heraianjesthesia,  and  hemianopsia.  Westphal  ^  has  demonstrated  the  same 
symptom  in  a  case  of  hemianopsia  after  distention  of  the  medullary  sub- 
stance of  the  occipital  lobe  with  an  affection  of  the  same.  Gowers^  has 
seen  such  impressions  of  light  in  a  case  of  tumor  of  the  membranes  of  the 
occipital  lobes.  Cases  are  often  observed  in  which  visual  hallucinations 
occur  in  the  direction  of  the  defective  homonymous  halves  of  the  fields. 
The  author  has  described  such  a  case.*  Here  there  was  a  focus  about  the 
size  of  a  bean  near  the  cortex  of  the  occipital  lobe,  lying  to  one  side  of 
the  sagittal  medullary  fasciculus. 

'  Archiv  fur  Ophthalmologic,  xxii.  3,  288. 
'  Charite- Annaleri,  Bd.  vi. 
»  The  Lancet,  1879. 

*  Die  hemianopischen  Gesichtsfelds-Formen,  Wiesbaden,  1890,  S.  58. 
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Analogous  cases  are  described  by  Hensclieu/  Putzel/  Wollenberg,^  and 
Peterson.''  This  last  case  is  remarkable.  In  a  woman  with  healtliy  eyes 
hallucinations  of  vision  apjiearcd  in  both  right  halves.  These  never  ex- 
tended beyond  the  middle  line.  If  the  patient  turned  tow^ards  the  right  the 
illusions  turned  the  same  way. 

The  accompanying  scheme  and  chromolithograph  show  the  most  impor- 
tant combinations  of  the  visual  paths  described  by  Henschen. 

Frontal  division  (from  the  bulb  to  the  central  ganglia). 

Middle  division  (the  central  ganglia). 

Visual  fibres  (blue),  passing  and  terminating  as  centripetal  (clear  and 
dark  blue),  uncrossed,  crossed,  and  macular  fibres  in  the  outer  corpus  geni- 
culatum.  Centrifugal  fibres  (red),  passing  from  the  outer  corpus  genicu- 
latum,  and  ending  in  the  retina  (orange  and  clear  red),  crossed,  uncrossed, 
and  macular  bundles.  (?)  Reflex  fibres  passing  from  the  retina  (dark  and 
clear  violet)  and  terminating  (1)  in  the  pulvinar  (superficial  deep  fibres), 
(2)  in  the  colliculus  anterior,  for  the  pupillary  nerves  (yellow),  for  the  eye- 
nerves  (yellow),  for  the  other  motor  nerves  of  the  medulla  oblongata  and 
the  medulla  spinalis  (dark  violet),  by  means  of  the  posterior  longitudinal 
bundle. 

Occipital  division  (vertical  medullo-occipital  visual  radiation). 

Visual  (centripetal)  fibres  (clear  blue),  passing  from  the  cells  of  the 
outer  corpus  geniculatum  and  ending  in  the  cortex  of  the  calcarine  fissure. 
The  non-visual  centripetal  fibres  (dark  blue),  passing  from  the  corpus 
geniculatum  and  ending  in  the  cortex.  Centi'ifugal  fibres  (red),  passing 
from  the  cells  of  the  cortex  and  ending  in  the  pulvinar  (reflex  fibres),  in 
the  colliculus  anterior  (reflex  fibres).  Descending  fibres  (brown),  ^sassing 
from  the  cortex  through  the  hindmost  division  of  the  internal  capsule 
into  the  pons.  Association  fibres  (brown),  interhemispherical  (1)  from 
left  hemisphere  to  right,  (2)  in  the  contrary  direction,  intracortical  (green), 
intergyral  (green),  between  the  cuneus  and  the  lingual  lobe  (green),  between 
the  median  and  the  lateral  cortex  (green),  interlobar,  between  the  occiijital 
and  the  other  lobes  (gyrus  angularis  temporalis,  etc.), — fasciculus  longitudi- 
nalis  inferior  (green). 

1  =  capsula  interna. 

2  =  corpus  lenticulare. 

3  =  colliculus  anterior. 

4  =  ganglion  geniculatum  internum. 

5  =  pulvinar. 

6  =  ganglion  geniculatum  externum. 

In  this  scheme  the  following  fibres  are  not  included  :  Bechterew's  fibres 
from  the  chiasm  to  the  third  ventricle  ;  Bogrow's  fibres  from  the  tract  to  the 

'  Klinische  und  nnatomische  Boitriif^e  zur  Piithologic  des  Gehirns. 
»  iModical  Record,  1888,  June  2. 

'  Archiv  fiir  Psycliintrio  und  Norvoiikninklicitcn,  xxi.  778. 
*  New  York  Mediciil  Journal,  August  30,  1891. 
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thalamus ;  v.  Monakow's  fibres  from  the  tract  to  the  lenticular  ganglion ; 
V.  Gudden's  fibres  from  the  tract  direct  to  the  cortex  ;  Edinger's  fibres  (in 
amphibia) ;  Perlia's  fibres  to  the  medulla  oblongata  ;  v.  Monakow's  fibres 
from  the  colliculus  anterior  to  the  eyeball ;  Bernheimer's  fibres  from  the 
tract  to  Luys's  body ;  v.  Gudden's  fibres  to  the  tractus  peduncularis  trans- 
versus  ;  Darkschewitz's  fibres  from  the  tract  to  the  ganglion  habenulse. 

The  bright-blue  so-called  visual  fibres  convey  the  retinal  irritation  to 
the  optic  perceptive  centre  and  represent  the  fibres  used  for  the  special  action 
of  sight.  By  their  destruction  homonymous  hemianopsia  is  produced. 
Hallucinations  of  the  destroyed  homonymous  halves  of  the  visual  fields  are 
caused  by  irritation  from  a  focus  of  disease  which  acts  on  the  dark-blue 
centripetal  fibres.  They  also  pass  from  the  corpus  geniculatum  and  inter- 
cept the  clear-blue  visual  fibres  at  some  point,  possibly  near  the  cortex, 
the  cortex  of  the  occipital  lobe,  with  the  exception  of  the  region  near  the 
calcarine  fissure,  being  considered  answerable  for  the  existence  of  optic 
memory-pictures. 

Notwithstanding  the  facts  that  the  relative  areas  of  the  temporal  and 
nasal  halves  of  the  field  of  vision  are  about  in  the  proportion  of  two-thirds 
to  one-third,  and  that  hemianopsia  is  characterized  by  identical  defects,  yet 
defects  in  the  visual  field  in  cases  of  homonymous  hemianopsia  which 
differ  between  absolute  and  complete  incongruity  are  continually  met  with. 
This  is  of  great  importance,  particularly  in  regard  to  individual  irregularity 
in  the  optic  perceptive  centre.  As  the  temporal  half  of  the  field  of  vision 
in  the  binocular  field  of  vision  is  about  one-third  greater  in  extent  than  the 
nasal  half  (see  Fig.  14),  so  must  the  areas  of  retinal  surface  in  relation  to 
this  overreaching  temporal  field  of  vision  be  connected  again  with  their  cor- 
tical field  by  a  closed  conducting  bundle.  This  closed  conducting  bundle 
can  be  formed  only  of  fibres  which  cross  one  another,  because  it  belongs  only 
to  the  temporal  side  of  the  field  of  each  eye.  If  this  bundle  or  the  cortical 
surface  of  the  visual  centre  which  is  related  to  it  be  alone  injured,  the  loss 
of  function  of  the  field  in  the  eye  of  the  other  side  of  the  peripheral  third, 
corresponding  to  the  temporal  half,  is  perceived.  Here  there  would  be  a 
case  of  absolute  incongruity  of  a  field  of  vision  belonging  to  a  hemianopic 
disease-process,  which  still  only  through  the  rarest  chance  might  be  found 
in  such  purity.  If,  however,  the  disease-focus  extends  beyond  this  closed 
bundle  of  visual  spreading  fibres  or  over  the  cortical  area  corresponding  to 
it,  then  there  must  be  elements  of  function  which  belong  to  the  fasciculus 
non-cruciatus  of  the  homonymous  retinal  half  of  the  eye  belonging  to 
the  foci  of  the  same  side.  According  to  this,  the  nasal  homonymous  half 
of  the  field  of  vision  of  the  other  eye  would  show  a  defect  at  a  corre- 
sponding point  that  would  have  a  smaller  extent  than  the  corresponding 
temporal  half  of  the  other  eye,  as  in  the  case  obsei-ved  by  Forster,  shown 
in  Fig.  71} 


1  Wilbrand,  Die  hemianopischen  Gesichtsfeld-Formen,  S.  147. 
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Incomplete  homonymous  defects  of  tlie  field  of  vision — for  instance, 
island-shaped  scotomata  lying  in  the  hemianopic  region  of  the  binocular  field 
of  vision — may  be  so  placed  that  the  nasal  and  temporal  halves  are  situ- 
ated towards  both  sides  of  the  vertical  meridian  (Fig.  14,  0  RDv  R'S  0), 


FiQ.  71. 


and  may  show  absolute  congruity,  as  in  a  case  observed  by  the  author.' 
The  quadrant  hemianopsia  may  show  a  relative  congruity  in  the  propor- 
tion of  two-thirds  to  one-third  of  the  superficial  extent,  as  in  a  case  seen 
by  Scholer.^ 

Only  the  acceptance  of  an  individual  difference  in  the  organization  of 

'  Loco  citato,  Fig.  1. 

'  Beitrage  zur  Pathologie  der  Sehnervon  und  der  Notzhaut,  1884,  S.  74. 
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the  optic  centre  in  regard  to  the  situation  of  the  cortical  sensory  units  of 
the  fasciculus  non-cruciatus  and  the  fasciculus  cruciatus,  which  relation  has 
been  described  as  a  "  mixture  of  the  small  fibre-bundle  fields,"  ^  can  olfer 
any  solution  of  these  relationships. 

In  the  symmetrical  chess-board-like  mixture  of  the  small  fibre-bundle 
fields,  inside  the  region  in  which  in  the  binocular  field  of  vision  the  homon- 
ymous nasal  and  temporal  halves  of  the  visual  fields  cover  each  other, 
there  is,  for  each  small  or  large  disease-focus  in  the  optic  path  to  the 
hemisphere,  an  absolute  congruous  island-like  hemianopic  defect.  If  the 
disease-focus  spreads  to  this  region,  which  stands  only  in  relation  to  the 
peripheral  zone  of  the  temporal  half  of  the  field  of  vision,  relatively  con- 
gruous hemianopic  defects  which  have  the  surface  relation  of  two-thirds  to 
one-third  in  the  field  of  vision  are  obtained. 

An  irregular  mixture  of  the  fields  of  the  small  fibre-bundles,  in  which 
large  gi'oups  of  sensory  units  of  the  fasciculus  cruciatus  lie  next  to  small 
groups  of  the  fasciculus  non-cruciatus  over  the  cortical  surface  of  the  visual 
centre  in  the  brain  cortex,  furnishes  moi'e  or  less  incongruous  hemianopic 
defects.  If  the  fields  of  both  kinds  of  sensory  units  form  closed  areas, 
so  that  an  area  in  the  cortical  visual  perception  centre  of  one  hemisphere 
consisting  of  sensory  units  of  the  fasciculus  cruciatus,  and  another  area 
composed  entirely  of  sensory  units  from  the  fasciculus  non-cruciatus,  can 
be  differentiated  from  each  other,  then  one-sided  hemianopic  defects  are 
obtained.  Nieden^  describes  such  a  case.  The  patient,  a  man,  was 
struck  on  the  head,  producing  fracture  of  the  occipital  bone  with  injury 
to  the  dura  mater  and  the  brain.  As  a  consequence  a  defect  appeared  in 
the  tempox'al  half  of  the  field  of  vision  of  the  eye  on  the  side  opposite  to 
the  injury. 

If  the  disease  causing  homonymous  hemianopsia  is  unaccompanied  by 
disease  of  the  retina,  papilla,  or  optic  tract,  and  there  are  no  intercurrent 
disturbances  of  a  purely  functional  nervous  nature,  which,  as  is  well  known, 
usually  produce  concentric  diminution  of  the  field  of  vision  and  lowering 
of  central  visual  acuteness,  then  generally  there  is  no  reason  why  centi'al 
visual  acuteness  should  not  be  normal  in  cases  of  typical  homonymous 
hemianopsia.  In  any  case,  if  the  central  acuteness  of  vision  is  not  found 
normal,  and  if  all  troubles  which  might  influence  it  have  been  excluded, 
it  must  be  remembered  that  in  old  people,  who  furnish  the  majority  of 
cases  of  homonymous  hemiauopia,  central  visual  acuteness  is  itself  some- 
what diminished.  In  the  face  of  great  diversity  of  normal  visual  acute- 
ness, even  to  a  doubled  degree,  it  can  be  readily  understood  that  indi- 
viduals with  overshot  fields,  who  therefore  have  a  double  innervation  of 
the  macula,  must  have  their  visual  acuteness  somewhat  diminished  in  abso- 
lute hemianopsia. 

Patients  in  whom  the  line  of  separation  passes  through  the  fixatiou- 


'  Loco  citato,  S.  77. 


'  Archiv  fiir  Ophthalmol ogie,  xxix.  3,  143. 


288 


PKRIMETRY  AND  ITS  CLINICAL  VALUE.- 


point  are  more  troubled  in  reading,  and,  indeed,  in  any  active  vision,  than 
those  who  exhibit  an  overshot  portion  at  the  fixation-point.  In  regard  to 
reading,  left-sided  liemianopsia  is  more  convenient  to  a  patient  than  right- 
sided,  because  in  the  latter  form  the  end  of  a  word  is  not  yet  visible  when 
the  fixation-point  rests  on  the  commencement  of  the  word. 

Small  homonymous  hemianopic  scotomata  in  the  macular  region  of  the 
field  usually  cause  trouble  when  attempts  are  made  to  read  small  print,  be- 
cause the  letters  fall  within  the  region  of  the  defect.  With  large  print  very 
little  or  no  hinderance  may  be  present,  and  during  distant  vision  little  or 
no  complaint  is  made. 

Generally  those  suffering  from  homonymous  hemianopsia  insist  that  the 
eye  which  is  on  the  side  corresponding  to  the  homonymous  defect  is  blind. 
This  belief  rests  on  the  idea  that  the  right  eye  sees  the  right  side  of  an 
object  and  the  left  the  left  side. 

If  the  statements  of  such  patients  are  trusted  without  making  peri- 
metric examinations,  crossed  amaurosis,  whose  presence  in  brain-disease 
foci  of  one  side  only  has  not  yet  been  demonstrated  and  probably  never 
will  be,  might  be  assumed. 

In  hemianopsias  after  lesions  of  the  optic  path  in  the  hemispheres 
and  the  cortical  visual  centre,  the  secondary  degeneration  never,  as  a  rule, 
extends  to  the  papilla.  It  generally  terminates  in  the  corpus  genicu- 
latum  externum.  Even  in  lesions  of  the  tract  it  is  often  a  long  time 
before  the  descending  atrophy  passes  the  chiasm  and  becomes  visible  in 
the  papilla.  Ordinarily  the  oijhthalmoscope  shows  a  normal  fundus  in 
homonymous  hemianopsia.  There  must  be  wide-spread  disease  of  the 
cerebral  vessels  to  cause  such  a  condition,  as  in  atheromatous  and  syphi- 
litic degenerations  and  in  albuminuria,  thus  giving  rise  to  trouble  in  the 
retina  as  well  as  in  the  brain.  Sometimes  homonymous  hemianopsia 
appears  during  the  course  of  an  albuminuric  retinitis,  usually  the  result 
of  an  apoplexy. 

When  in  cases  of  homonymous  hemianopsia  the  peripheral  limits  of  the 
retained  halves  of  the  fields  of  vision  do  not  possess  the  normal  extent,  the 
following  three  questions  should  be  immediately  taken  into  consideration  : 
1.  Can  changes  be  made  out  in  the  fundus  of  the  eye?  2.  Is  the  oph- 
thalmoscopic appearance  of  the  fundus  normal  ?  and,  3.  Did  the  bilateral 
homonymous  hemianopsia  cause  the  shrinkage  in  the  remaining  active 
halves  of  the  fields  of  vision  ? 

If  a  patient  comes  suffering  from  hemianopsia  and  marked  changes  in 
the  fundus  oculi  for  the  first  time,  it  is  not  easy  to  diagnose  the  presence 
of  homonymous  hemianopsia  from  the  complicated  changes  in  the  field  of 
vision.  The  indication  of  the  complication  of  the  trouble  with  homony- 
mous hemianopsia  is  obtained  from  tlie  .sudden  onset  of  increase  in  visual 
disturbance,  markedly  towards  one  side,  and  sometimes  the  addition  of  other 
cerebral  symptoms.  If  there  is  a  normal  fundus,  it  sliould  be  determined 
whether  the  patient  is  myopic,  whetlier  there  is  hemeralopia,  and  whether 


PERIMETRY  AND  ITS  CUNICAL  VALUE. 


289 


there  is  congenital  amblyopia  of  one  eye.  If  there  is  symmetrical  con- 
centric diminution  of  the  retained  halves,  with  similar  lessening  of  the 
color-limits,  then  the  condition  is  due  to  a  purely  nervous  trouble,  and  there 
will  be  probably  other  hysterical  stigmata  on  the  side  of  the  body  that  is 
opposite  to  that  of  the  hemianopsia. 

In  aged  patients  with  homonymous  hemianopsia,  in  whom  the  nutrition 
of  the  brain  has  suffered  a  good  deal,  irregular  shrinkage  of  the  limits  of 
the  retained  halves  of  the  visual  fields  is  often  met  with.  Sometimes  such 
patients  tire  so  rapidly  that  perimetric  examination  is  not  possible,  giving 
rise  to  bizarre  fields  that  do  not  appear  hemianopic  in  type. 

Patients  with  sensory  aphasia,  or  those  who  are  in  a  semi-conscious  state, 
and  in  whom  a  possible  hemianopsia  should  be  looked  for,  are  best  ex- 
amined by  means  of  a  light,  which  should  not  be  brought  too  near,  lest  the 
heat  be  noticed.  The  light  should  be  placed  first  on  one  side,  then  on  the 
other,  and  gradually  brought  towards  the  point  where  the  patient  can  fix 
upon  it.  Whilst  this  is  being  done  the  patient's  eyes  should  be  watched, 
to  see  whether  they  follow  the  movements  of  the  light.  Hemianopsia  in 
such  subjects  can  at  times  be  determined  by  means  of  the  blinking  reflex 
when,  without  the  patient's  knowledge,  any  object  is  suddenly  moved  from 
one  side  towards  the  eyes. 

Hemianopsia  is  seldom  seen  in  children.  If  such  a  condition  appears  in 
€arly  childhood,  the  homonymous  deficiency  may  never  be  realized,  because 
sueh  patients  have  never  seen  with  any  larger  fields. 

Freund '  and  Silex-^  have  described  cases  of  hemianopsia  occurring  in 
childhood.  In  making  such  examinations  the  child  should  be  made  to 
gaze  at  some  object,  whilst  a  second  one  (for  instance,  a  piece  of  candy)  is 
brought  from  the  side  before  its  eyes.  If  the  second  piece  comes  into  the 
active  part  of  the  field  the  child  at  once  reaches  for  it,  but  if  the  object 
is  moved  in  the  defective  portion  no  notice  is  taken  of  it.  Such  ex- 
aminations can  be  made  in  the  binocular  field  only,  for  if  one  eye  be 
covered  or  bandaged  the  child  becomes  fractious,  rendering  further  ex- 
amination impossible. 

HEMIANOPSIA  DUE  TO  DISEASE  OF  THE  TRACT. 

The  particular  nerve-fibre  path  in  the  tract,  according  to  Henschen, 
is  :  (a)  The  macular  bundle  courses  centrally  in  the  tract  (m'of,  m'v,  and  m'v. 
Figs.  72  and  73).  (b)  The  uncrossed  bundle  lies  dorso-laterally,  forming 
a  close  cord  {unkr.d,  unhr.v,  Figs.  72  and  73).  The  bundles  retain  this 
position  until  they  enter  the  corpus  geniculatum,  where  they  separate  into 
a  mass  of  separate  fibres,  (c)  The  crossed  bundle  {kr.d,  hr.v)  lies  ventro- 
medially,  and  forms  a  bundle  which  lies  slantingly  and  hangs  loosely 
together,  somewhat  in  the  form  represented  in  the  same  figures. 


1  "Wiener  Medicinische  "Wochenschrift,  Nos.  32  and  33,  1888. 

2  Berliner  Klinische  'Wochenschrift,  No.  42,  1888. 
Vol.  it.— 19 
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Henschen  had  this  sclieme  taken  from  tlie  apjrcarances  seen  during  the 
examination  of  a  preparation  from  a  patient  suHering  from  recent  atrophy. 

There  is  another  dorso-lateral 
Fig.  72.  area  in  the  tract  {dl,  Figs,  72 

and  73)  which  contains  fibres 
that  have  undergone  a  partial 
crossing  in  the  cliiasm,  M.C 
indicates  Meynert's  commis- 
I'B  sure;  G.C  shows  the  relative 
position  of  von  Gudden's  com- 
missure. 

When  the  tract  is  found 
filled  with  small  capillary  hem- 
orrhages, as  described  by  Weigert^  and  Saenger,''  large-sized  defects  in  the 
field  of  vision  may  appear.  The  atrophic  conditions  in  the  tract  seem 
never  to  be  of  a  primary  nature,  hemianopic  disturbances,  as  the  expression 

of  a  progressive  primary  atrophy 
of  the  tract  analogous  to  that  of 
diseases  of  the  optic  nerves,  never 
yet  having  beeu  observed.  The 
atrophic  conditions  in  the  tract 
seem,  therefore,  to  be  merely  of  a 
secondary  atrophic  natui'e.  Even  in 
multiple  sclerosis  homonymous  hemi- 
anopsia is  well  known  to  be  very 
rare,  Uhtholf^  not  having  found  a 
single  example  among  one  hundred 
cases.  This  is  remarkable  because 
in  five  cases  which  were  examined 
under  the  microscope  by  Ojspenheim,*  sclerotic  foci  were  found  in  the 
orbit,  in  the  chiasm,  and  in  the  tract. 

Two  similar  cases  of  direct  injury  to  the  tract  by  stabbing  have  been 
recorded, — one  described  by  Steffan,*  and  a  second  by  Wernicke,®  in  which, 
after  a  stab  in  the  left  temporal  lobe,  right-sided  hemiplegia  and  right 
homonymous  hemianopsia,  with  a  slight  ptosis  of  the  left  upper  eyelid, 
appeared.  Plemianopic  pupil-reaction  was  present.  The  diagnosis  was  a 
punctured  wound  of  the  left  cerebral  peduncle  at  the  point  where  the  tract 
lies  against  it.  The  ptosis  in  each  instance  indicated  tliat  the  root-bundle 
of  the  levator  was  affected  by  the  injury. 

•  Virchow's  Archiv,  Ixv.  221. 

'  Archiv  fiir  Psychiutrie  uiid  Nervenkrankheitcn,  x.  150. 
'  Ibid.,  xxi. 

•  Zur  Pathologic  der  disseniinirtcn  Sclerose,  Berliner  Klinische  Wochenschrift,  xli.,  1887. 
'  Klinifjchc  Monutsbliitter  fiir  Augcnhoilkundo,  1805,  167. 

•  Allgemeine  Wiener  Mcdicinische  Zcitung,  1890,  48,  49. 


Fig.  73. 


PERIMETRY  AND  ITS  CLINICAL  VALUE. 


291 


Often  the  tract  is  pressed  on  by  tumors  which  are  situated  in  the 
neighboring  portions  of  the  brain.  Most  commonly  these  tumors  origi- 
nate in  the  central  ganglia,  as  in  the  cases  described  by  Rosenbach,  Oliver, 
Dreschfeld,  Norris,  and  Dercum.  A  complete  clinical  history  of  these  cases 
is  given  by  Henschen.^  In  a  case  of  Gowers's  the  tumor  grew  from  the 
temporo-sphenoidal  lobe  through  the  tract  into  the  pedunculus  cerebri. 
Setsina  has  found  a  tumor  in  the  gyrus  fornicatus  which  had  pressed  upon 
the  optic  tract. 

In  a  case  by  Leyden  ^  a  focus  of  softening  which  spread  into  the  pedun- 
culus cerebri  and  attacked  the  optic  tract  was  found  in  the  lenticular  nucleus 
of  the  right  side.  There  were  left-sided  homonymous  hemianopsia  and 
hemianopic  pupil-reaction. 

For  the  diagnosis  of  a  purely  tract  hemianopsia  it  might  well  be  expected 
a  prion  that  in  such  a  narrow  band  of  fibres,  in  which  all  the  optic  fibres 
of  one  hemisphere  pass,  pressed  close  together,  the  usual  result  would  be  a 
complete  homonymous  hemianopsia.  To  decide  this  question  statistically  a 
far  larger  number  of  indisputable  observations  of  tract  hemianopsia  than, 
unfortunately,  is  at  present  known  of,  would  be  necessary. 

From  recorded  observations  it  may  be  concluded  that  monocular  defects 
of  the  field,  which  later  become  homonymous,  point  to  px'imary  develop- 
ment of  disease-foci  in  the  immediate  vicinity  of  the  chiasm,  whilst  primary 
bilateral  homonymous  defects,  with  more  or  less  congruity,  point  towards 
the  primary  focus,  being  situated  in  the  tract  farther  towards  the  centre. 

In  simple  complete  tract  hemianopsia  the  color-limits  in  the  retained 
halves  of  the  fields  coincide  exactly  with  the  line  of  separation,  and  their 
extent  is  normal.  In  the  incomplete  variety,  an  analogous  color-blind  zone, 
similar  to  that  which  has  been  described  in  the  diseases  of  the  optic  nerves, 
appears.  Thus,  in  Baer's  case  the  perception  of  light  was  re-established 
in  the  lower  right  quadrants  in  spite  of  the  fact  that  this  portion  of  the 
field  showed  no  power  of  perceiving  color  when  examined  with  a  five-milli- 
metres-square colored  surface. 

Fig.  74  shows  a  tract  hemianopsia  following  a  basal  gummatous  men- 
ingitis. In  this  case  headache,  vomiting,  and  slight  loss  of  consciousness 
were  followed  by  the  development  of  weakness  of  the  left  leg,  left-sided 
disturbance  of  sensibility,  paresis  of  accommodation,  and  ptosis  on  the 
right  side,  with  bilateral  paralysis  of  pupil-reflex.  There  was  a  slight 
optic  neuritis.  At  the  beginning  the  absolute  defect  had  the  same  extent 
that  the  limits  of  blue  vision  had  after  three  months'  time.  In  the  first 
stages  there  was  a  narrow  color-blind  zone  in  a  downward  direction  from 
the  absolute  defective  portion.  The  half-ring-shaped  peripheral  zone  was 
added  later.  All  the  other  symptoms,  except  a  slight  weakness  of  the  left 
leg,  disappeared  after  the  use  of  mercurial  inunction.    When  last  seen,  the 


>  Loco  citato,  Bd.  ii.  S.  267. 

^  Jahresbericht  fiir  Ophthalmologio,  1891 ,  485. 
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optic  condiictiug  path  was  perfect  where  the  red  limits  coincide  with  those 
of  blue.  Fig.  74  also  shows  an  overshot  portion  of  the  field  along  the 
line  of  separation  with  which  the  limits  of  the  colors  coincide. 


Fia.  74. 


Left  field. 


With  regard  to  the  development  of  the  defects  in  the  field  of  vision  in 
lesions  of  the  tract,  the  following  points  should  be  noted : 

(a)  Bilateral  homonymous  hemianopsia  may  develop  from  the  mon- 
ocular form. 

(6)  The  disease-focus  may  attack  the  second  tract  after  it  has  caused 
a  homonymous  hemianopsia  in  both  eyes  by  lesion  of  the  firet  tract,  and 
in  this  manner  cause  the  presence  of  duplex  homonymous  hemianopsia. 
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Oppenheim  describes  such  a  case^  caused  by  basilar  meningitis.  First  there 
was  typical  homonymous  hemianopsia  of  the  left  side,  with  narrowing  of 
the  retained  portions  of  the  fields  of  vision,  this  being  marked  in  the  left 
eye.  Irregular  concentric  shrinking  appeared  only  occasionally,  indicating 
the  type  of  hemianopsia,  until  at  last  a  left-sided  homonymous  hemianopsia 
was  clearly  defined.  This  change  in  the  symptoms  is  explained  by  the 
rapid  growth  of  the  connective-tissue  structure  of  the  syphilitic  affection, 
which  swells  and  shrinks  alternately,  producing  changeable  pressure. 

Russell  ^  narrates  a  case  in  which  a  tumor  destroyed  both  of  the  optic 
tracts,  causing  binocular  amaurosis. 

(c)  The  disease-process  may  spread  from  the  tract  to  the  chiasm.  Such 
cases  have  been  spoken  of  in  describing  temporal  hemianopsia.  At  the 
commencement  of  the  spreading  of  the  attack  to  the  chiasm,  the  retreat 
of  the  limit  of  color-perception  from  the  dividing  line,  together  with  the 
concentric  diminution  of  the  color-fields  in  the  retained  half  of  the  field 
of  vision  of  one  eye,  with  unilateral  loss  of  visual  acuteness,  gives  the 
direction  of  the  progress  of  the  disease.  If  the  disease-process  first  attacks 
the  j^apillo-macular  bundle,  a  relative  or  an  absolute  central  scotoma  de- 
velops, and  the  dividing  line  bends  towards  the  retained  halves  of  the  fields 
of  vision  in  a  manner  corresponding  with  the  size  of  the  scotoma.  The 
extent  of  the  field  for  white  and  colors  in  the  half  of  the  other  eye  remains, 
at  least  in  the  commencement,  normal. 

.  (d)  The  disease-focus  grows  from  the  chiasm  to  the  tract.  At  first 
there  is  temporal  hemianopsia.  To  this  is  slowly  added  complete  blindness 
of  one  eye.  This  order  of  symptoms  cannot  be  separated  from  that  whicii 
appears  when  the  process  spreads  to  the  optic  nerve  of  one  side,  or  when  the 
whole  of  one  side  of  the  chiasm  is  destroyed. 

To  recapitulate  the  diagnostic  points  of  tract  hemianopsia,  1,  The 
optic  tract  may  be  affected  by  itself  2,  It  is  impossible  to  conclude  that 
there  is  a  tract  hemianopsia  from  the  form  of  the  hemianopic  field  of  vision 
alone.  3.  If  to  a  homonymous  hemianopsia  is  added  a  failing  of  the  visual 
acuteness  of  one  eye,  with  a  corresponding  change  in  the  I'etained  half  of 
the  field  of  vision  of  this  eye,  the  disease-process  has  spread  to  the  chiasm. 

4,  If  nasal  homonymous  hemianopsia  is  found  in  one  eye  and  blindness 
or  a  high  degree  of  amblyopia  in  the  other,  then  a  disease  of  the  tract  on 
the  side  of  the  nasal  hemianopic  defect  of  the  field  of  vision  is  probable. 

5.  The  loss  of  only  one-half  of  the  field  of  vision  of  one  eye  of  a  hemi- 
anopic character,  soon  followed  by  the  loss  of  the  homonymous  half  of  the 
field  of  the  other  eye,  indicates  a  tract  hemianopsia  in  which  the  seat  of  the 
disease  is  near  the  chiasm.  6.  The  bilateral  appearance  of  incomplete 
homonymous  hemianopic  defects,  which  point  to  tract  hemianopsia,  indi- 
cates that  the  point  attacked  in  the  tract  is  situated  centrally  at  some  dis- 

1  Zur  Kenntniss  der  syphilitischen  Erkrankungen  der  Central  Nervensystems,  Berlin, 
1890,  S.  10. 

'  Schmidt's  Jahrbiicher,  cxxvii.  164. 
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tance  from  the  chiasm.  7.  Weakness  of  one  or  more  cerebral  nerves  on 
one  side  of  the  body,  with  loss  of  the  homonymous  halves  of  the  visual 
fields  on  the  other  side,  sometimes  followed  or  accompanied  by  hemiplegia 
or  anjesthesia  towards  the  side  of  the  hemiano])ic  defect,  indicates  disease 
of  the  tract.  Often  polyuria  is  associated  with  these  conditions.  8.  Hemi- 
anopic  pupil-reaction  in  homonymous  hemianopsia  indicates  disease  of  the 
tract.  9.  A  slow  development  of  homonymous  defects  indicates  disease  of 
the  tract,  whilst  hemianopsia  which  appears  suddenly  (particularly  in  pre- 
viously healthy  patients)  is  often  caused  by  intra-cerebral  hemorrhages  and 
emboli.    Hemorrhages  into  the  tract  are  mostly  of  a  capillary  nature. 

HEMIANOPSIA  IN  LESIONS  OF  THE  PRIMARY  OPTIC  CENTRES. 

By  the  primaiy  optic  centres  are  understood  the  corpus  geniculatum 
externum,  the  colliculus  anterior,  the  corpus  quadrigeminum,  and  the 
pulviuar. 

Although  there  is  no  doubt  that  fibres  from  the  tract  pass  to  each  of 
these  ganglia,  yet  a  differentiation  between  those  fibres  which  serve  for 
actual  sense  of  vision  (the  visual  fibres)  and  those  which  serve  for  reflex 
transmission  from  the  optic  nerve  to  the  other  cerebral  centres  must  be  noted. 
In  regard  to  the  question  whether  visual  fibres  pass  to  the  colliculus  ante- 
rior and  the  pulviuar,  Nothnagel  has  found  that  a  lesion  of  the  colliculus 
anterior  is  not  necessarily  followed  by  visual  disturbances.  In  like  manner 
eases  have  been  recorded  which  seem  to  demonstrate  that  lesion  of  the  pul- 
viuar is  not  essentially  accompanied  by  disturbances  of  vision. 

All  authors  are  nevertheless  agreed  that  the  corpus  geniculatum  exter- 
num is  intimately  associated  with  the  visual  fibres.  The  ganglion-cell  layer 
of  the  retina  is  regarded  as  the  chief  point  of  origin  of  the  fibi-es  of  the 
optic  nerve.  The  axis-cylinder  continuations  of  the  centripetal  fibres  ter- 
minate in  the  primary  optic  centres  and  cause  the  transmission  of  impulses 
to  the  ganglion  cells,  especially  to  the  perijjherally  situated  ones  of  the 
corpus  geniculatum  externum.'  At  their  entry  into  the  outer  corpus  genicu- 
latum the  several  bundles  of  fibres  of  the  optic  nerve  separate.  Henschen 
has  shown  that  the  fibres  of  the  crossed  and  uncrossed  bundles  appear  to 
lie  close  together.  They  then  form  in  the  corpus  geniculatum  the  beautiful 
bundles  which  radiate  in  a  sagittal  direction.  Whether  their  separation  in 
the  corpus  geniculatum  is  of  such  a  kind  that  distinct  portions  or  layers  of 
the  ganglion  corres])ond  to  certain  quadrants  of  the  retina  or  not  is  as  yet 
unknown.  Probably  the  homonymous  fibres  lie  close  to  one  another.  A 
projection  of  the  tract  fibres  over  the  primary  centres  takes  jilace.  Here  an 
ending  of  the  fibres  of  the  tract  appears,  and  the  ganglion-cells  giving  ri.se 
to  the  conducting  fibres  for  the  visual  s])here  are  seen. 

Between  these  two  systems  of  fibres  there  must  be  assumed  to  be  a  trans- 
muting .system  of  ganglion-cells  in  the  primary  optic  centres.    This  system 


'  V.  Monakow,  Archiv  fur  Psychiutrie  uiid  Nervenkninklicitcn,  Bd.  xxiv.  Heft  1 


PERIMETKY  AND  ITS  CLINICAL  VALUE. 


295 


should,  according  to  v.  Monakow/  permit  a  series  of  changes  and  thus 
cut  otF  isolated  conduction.  For  instance,  it  is  conceivable  that  in  the 
corpus  geniculatum  externum  the  bundle  of  the  tract  should  excite  not 
only  the  ganglion-cells  which  are  situated  in  its  immediate  neighborhood, 
but  also  those  which  are  more  distantly  situated.  This  explains  the  incon- 
gruities of  the  different  defects  in  hemianopsia.^ 

Von  Monakow  also  believes  that  the  key  to  the  cause  of  the  remarkable 
phenomenon  that  the  macular  field  so  often  remains  free  in  homonymous 
hemianopsia  (the  overshot  field  of  vision)  is  to  be  found  in  the  arrange- 
ment of  the  primary  optic  centres.  It  is  conceivable  that  the  fibres  in  the 
tract  originating  in  the  macula  lutea  terminate  in  a  different  manner  in  the 
corpus  geniculatum  externum  from  those  that  do  not  radiate  into  a  cir- 
cumscribed region ;  that  is,  they  end  in  a  scattered  manner,  corresponding 
to  the  importance  of  the  spot  for  vision, — in  fact,  in  such  a  way  that  the 
macular-fibre  bundle  takes  part  in  the  perception  of  each  section  of  any 
picture  impressed  on  the  retina.  It  is  clear  that  it  must  be  assumed  that 
the  macular  fasciculus  is  projected  indirectly  in  a  corresponding  manner 
into  the  cerebral  sphere  of  vision,  and  that  this  extends  to  the  outermost 
limits  of  this  sphere,  so  that  the  cortical  distribution  of  the  macular  bundles 
forms  a  special  sphere  included  within  the  actual  one.  In  assenting  to  these 
assumptions  it  must  under  all  circumstances  be  assumed  that  if  a  focus  of 
softening  leaves  only  a  small  portion  of  the  sphere  of  vision  free,  allowing 
it  .to  act,  then  excitation  of  the  macula  can  reach  this  undestroyed  portion, 
and  in  such  a  way  that  light  is  still  perceived  when  it  impinges  on  the 
.macular  region. 

As  soon  as  any  slow-growing  permanent  process  of  disease  appears  in 
the  occipital  lobe,  a  secondary  degeneration  develops  through  the  sagittal 
medulla  from  the  point  of  the  lesion.  '  This  causes  those  ganglion-cells  of 
the  primary  optic  centre  from  which  the  axis-cylinder  continuation  of  the 
sagittal  medulla  springs  to  atrophy. 

The  focal  symptoms  of  a  disease-focus  in  the  primary  optic  centres  are 
generally  homonymous  hemianopsia,  and  hemiplegia  and  hemiansesthesia 
of  the  same  side,  this  being  in  consequence  of  the  common  involvement 
of  the  neighboring  fibres  passing  along  the  internal  capsule  or  the  pedun-' 
cuius  cerebri.  If  the  posterior  end  of  the  tract  is  involved,  through  press- 
ure or  softening,  the  hemianopic  pupil-reaction  is  observed,  as  in  the  cases 
of  Olivei"^  and  Dercum,^  and  in  the  earlier  recorded  ones  of  Leyden. 

In  diseases  aflFecting  tlie  thalamus  opticus,  with  homonymous  hemianop- 
sia and  hemiparesis  there  are  hemiplegia  and  hemiathetosis,  as  in  the  cases 
observed  by  Dercum  and  Henschen.'    Tumors  in  the  neighborhood  of  the 

>  Archiv  fur  Psychiatrie  und  Nervenkrankheiton,  Bd.  xxiv.  Heft  1,  S.  87. 

2  V.  Monakow,  loco  citato,  S.  90. 

'  Ophthalmic  Keview,  1890,  268. 

*  Journal  of  Nervous  and  Mental  Disease,  1890,  606. 

'  Loco  citato,  i.  103. 
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Sylvian  aqueduct  cause  the  early  appearance  of  such  conditions  in  associa- 
tion with  ventricular  dropsy  and  choking  of  the  optic  disl{s. 

Hemianopsia,  with  loss  of  the  mimetic  movements  and  temporary  hemi- 
plegia, is  found  in  disease  of  the  optic  thalamus.' 

Disease  of  the  optic  thalamus  usually  leads  indirectly  to  hemiplegia. 
If  the  posterior  portion  of  it,  with  the  pulvinar,  is  affected,  the  hemi- 
anopsia is  observed  as  an  indirect  focal  symptom.  Post-hemiplegic  chorea 
and  athetosis  are  symptoms  which  ought  probably  to  be  regarded  as  focal 
symptoms  of  disease  of  the  optic  thalamus.  Involuntary  movements  of 
the  limbs  have  often  been  observed  in  cases  of  tumor  of  the  optic  thalamus. 
Vaso-motor  and  trophic  disturbances  of  the  paralyzed  half  of  the  body 
and  on  the  side  of  the  hemianopsia  should  be  numbered  among  the  focal 
symptoms  of  the  disease.^ 

Bouchut  ^  relates  a  case  in  his  article  concerning  cerebral  amaurosis  con- 
sequent on  bilateral  disease  of  the  optic  thalami.  Here  there  was  incom- 
plete paralysis  of  all  four  extremities.  Walking  or  standing  was  impossi- 
ble. Ataxic  movements  and  tremors  occurred  when  the  patient  endeavored 
to  use  his  hands.  Marked  anaesthesia  of  the  entire  skin  surface  was  ob- 
served. 

THE  FIELD  OF  VISION  IN  LESIONS  AFFECTING   THE  OPTIC  FIBRES  IN 
THE  CEREBRAL  HEMISPHERES. 

The  intact  connection  of  the  external  corpus  geniculatum  of  each  side 
with  the  occipital  cortex  is  of  the  utmost  importance,  because  the  visual 
nerve  fibres  pass  along  this  path.  Fibres  whicli  originate  in  the  coi*piis 
geniculatum  externum  pass  to  the  parietal  and  temporal  convolutions. 
These,  however,  do  not  serve  for  visual  purposes  in  the  proper  sense,  and 
therefore  a  lesion  of  them  does  not4)roduce  disturbance  of  vision. 

The  visual  fibres  originate  in  the  larger  cells  of  the  corpus  geniculatum, 
and  form  a  bundle  about  five  millimetres  in  thickness,  which  passes  ante- 
riorly from  the  top  of  the  first  temporal  sulcus.  From  there  they  go  into 
the  second  temporal  gyrus  and  second  temporal  sulcus,  sjjreadiug  in  a  radi- 
ating manner  into  the  cortex  at  the  top  of  the  calcarine  fissure.  Inside  the 
occipital  convolution  this  bundle  sends  two  bow-shaped  radiations  upward 
and  downward  to  the  coi-tex  in  the  calcarine  fissure. 

The  fibres  wliich  originate  in  the  cells  of  the  corpus  geniculatum  ter- 
minate in  the  cortex.  The  visual  fibre-bundle  contains  also  centrifugal 
fibres,  which  originate  in  the  cells  of  the  cortex  and  terminate  in  the  cori^us 
geniculatum  in  the  same  manner.  Besides  this,  fibres  connect  the  occipital 
convolution  with  the  corpora  quadrigemina,  the  pulvinar,  and  the  external 
capsule.  These  fibres,  thougli  optic,  are  not  visual  in  type.  The  crossed 
and  the  uncrossed  fibres  probably  lie  intermixed.   According  to  Hcnschen, 

1  Kosenbach,  Neurologischos  Ccntrnlbliitt,  v.  241. 

'  Wernicke,  Lehrbuch  der  Gehirn-Krunkheitcn,  ii.  77,  iii.  845. 

»  Gazette  des  H6pitaux,  No.  149,  1879. 
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the  visual  fibres  do  not  pass  through  the  internal  capsule,  but  close  under- 
neath it. 

It  is  impossible  to  determine,  from  a  study  of  the  defects  of  the  field 
of  vision  alone,  whether  a  focus  of  disease  is  situated  iu  the  path  of  the 
visual  fibres  through  the  hemisphere ;  for  here,  according  as  the  whole  or  a 
part  of  the  fibres  is  destroyed,  complete  or  iucomplete  homonymous  hemi- 
anopsia results.  Attention  should  be  called  to  the  fact  that,  according  to 
the  author's  experience,  sometimes  in  foci  of  disease  of  the  knee  or  poste- 
rior limb  of  the  inner  capsule,  which  occur  with  hemiplegia  and  hemianses- 
thesia,  incomplete  hemianopsia  is  seen. 

In  a  case  described  by  the  author,'  in  which  a  small  focus  in  the  occipi- 
tal lobe  had  indirectly  affected  the  path  of  optic  conduction,  the  homony- 
mous right  halves  of  the  fields  of  vision  were  found  filled  with  small 
scotomata.  There  was  also  an  absolute  scotoma  which  included  the  macular 
portion  of  the  right  half  of  the  field  of  vision.  In  addition  to  symptoms 
of  psychic  blindness,  homonymous  hemianopsia  should  be  regarded  as  one 
of  the  focal  signs  of  lesions  of  the  occipital  lobe. 

According  to  Knies,  the  centres  for  the  associated  movements  of  the 
eyes  are  situated  in  the  cortex  of  the  occipital  convolution ;  and  it  is  on 
account  of  the  destruction  of  these  centres  by  foci  of  disease  in  the  occipi- 
tal convolution,  he  says,  that  hemianopes  read  badly,  even  when  there 
is  an  overshot  field  of  vision.  A  focus  in  the  left  temporal  lobe  which 
attacks  the  posterior  portions  of  the  temporal  convolutions,  and  which 
spreads  into  the  brain-substance  as  far  as  the  descending  cornu  of  the  lateral 
ventricle,  causes  right-sided  hemianopsia  with  aphasia^ and  right-sided  hemi- 
plegia in  the  majority  of  cases.^  Lesions  of  the  cortex  and  nerve-substance 
of  the  angular  gyrus  and  the  upper  parietal  lobe  of  the  left  hemisphere 
usually  produce  alexia  with  right-sided  homonymous  hemianopsia. 

In  monoplegias  with  hemianopsia  a  focus  in  the  parietal  lobe  which  has 
encroached  at  a  point  into  the  nerve-substance  and  destx'oyed  the  sagittal 
nerve-bundle  should  be  considered.  Hemianopsia  may  occur  with  Jack- 
sonian  epilepsy  in  which  the  foci  originally  caused  the  hemianopsia  by 
disease  of  the  occipital  lobe.  Later,  through  a  spreading  of  the  disease- 
process  to  the  cortex  of  the  parietal  lobe  there  are  unilateral  convulsions 
on  the  same  side  as  the  hemianopsia,  without  any  loss  of  consciousness. 

Westphal  ^  says,  "  Paroxysmal  onset  of  unilateral  convulsions,  with  per- 
manent hemianopsia  of  the  same  side,  is  the  rfesult  of  disease  of  that  portion 
of  the  opposite  hemisphere  which  lies  behind  the  anterior  parietal  convolu- 
tions, whether  it  attacks  the  cortex  or  the  nerve-substance  or  both  together. 
Disturbance  of  the  muscle-sense  and  movement  of  the  arm,  together  with 
slight  weakening  of  the  sensibility  and  involvement  of  a  portion  of  the 


^  Die  hemianopischen  Gesichtsfeld-Formen,  Wiesbaden,  1890,  S.  57. 

*  Oppenheim,  Jahresbericht  fiir  Ophthalmologie,  1886,  299. 

*  Charite-Annalen,  vii.  466. 
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face,  doubtful  weakeuing  of  the  mimetic  movements  of  one  side  of  the  face, 
and  homonymous  hemianopsia  of  the  same  side,  are  to  be  regarded  as  con- 
clusive signs  of  a  disease  limited  to  the  cortex  of  the  hinder  part  of  the 
parietal  convolution,  both  parietal  lobes,  and  extending  slightly  into  the 
temporo-sphenoidal  convolution  and  occipital  lobes."  ' 

The  pupils  give  no  hemianopic  reaction  when  the  hemianopsia  results 
from  disease  situated  centrally  from  the  primary  centres,  as  shown  by 
Renvers.^ 

Flashes  of  light  in  the  lost  halves  of  the  fields  of  vision  are  occasionally 
observed  in  the  early  days,  after  the  onset  of  a  liemianopsia  that  is  due  to 
intracerebral  disease-foci.  Their  occurrence  might  be  used  in  the  differ- 
ential diagnosis  from  homonymous  hemianopsia  following  destruction  of 
the  optic  centre  in  the  brain  cortex.  The  reason  for  this  is  that  the  flashes 
of  light  cannot  possibly  occur  after  the  destruction  of  the  centres,  because 
the  perception  of  every  quality  of  light  (subjective  and  objective)  is  brought 
about  by  means  of  the  perception  centres. 

In  cases  of  homonymous  hemianopsia  consequent  on  lesion  of  intracere- 
bral optic  conduction,  the  same  individual  relations  of  the  line  of  separation 
with  regard  to  the  overshot  visual  field  are  met  with  as  in  lesions  of  the 
tract.  In  a  case  of  Baumgarten's^  the  line  of  separation  lay  in  the  vertical 
meridian  between  the  two  halves  of  the  visual  fields,  and  cut  through  the 
fixation-point;  whilst  in  other  cases,  of  which  Wernicke's*  is  an  example, 
the  line  of  separation  was  placed  some  distance  from  the  fixation-point. 

Zones  of  deadened  perception,  in  which  colors  can  no  longer  be  recog- 
nized, may  be  observed,  as  seen  in  Forster's  case.' 

CORTICAL  HEMIANOPSIA. 

According  to  Henschen,  the  visual  centre  is  situated  in  the  coi-tex  of 
the  calcarine  fissure.  It  is  not  certain  whether  the  most  anterior  and  pos- 
terior portions  of  this  space  must  be  included  or  not.  The  lateral  extent 
of  this  centre  upward  and  downward  is  such  that  a  strip  of  some  milli- 
metres over  the  surface  of  the  cuueus  and  the  lobulus  lingualis  is  recog- 
nizable. The  cortex  of  the  upper  surface  of  the  fissure  corresponds  to 
the  dorsal  half  of  the  retina,  that  of  the  lower  surface  to  the  ventral  half. 
The  macular  portion  probably  lies  towards  the  front,  and  the  peripheral 
area  is  situated  nearer  the  occipital  point. 

The  crossed  and  uncrossed  bundles  do  not  terminate,  as  Munk  assumes, 
in  separate  large  areas,  but  the  fibres  of  the  homonymous  halves  of  the  retina 
end  close  together.  The  dorsal  and  ventral  fibres  of  the  sagittal  nerve- 
bundle  terminate  in  the  macular  area  of  the  cortex  of  the  calcarine  fissure. 


'  Westphal,  CharitS-Annalen,  vii.  466. 

'  Deutsche  Medicinischo  Wochcnschrift,  1088,  xvii.  372. 

'  Centralblatt  fiir  die  Medicinischcn  Wissenschafton,  1878,  21. 

♦Virchow's  Arcliiv,  l.vxxvii.  385,  1882. 

»  Graefe  und  Saemisch,  Handbuch  der  gesamniten  Augcnheilkunde,  vii.  118. 
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It  remains  uncertain  whether  color-perception  is  produced  by  the  same 
cells  that  cause  light-perception,  and  whether  the  centre  for  color  lies  in 
another  layer  than  that  intended  for  the  perception  of  light,  because  up  to 
the  present  time  no  anatomical  observations  have  been  recorded.  At  any 
rate,  the  cortical  color-centre  does  not  lie  in  the  ventral  cortex,  as  was  for- 
merly assumed.  The  centre  for  perception  of  position  in  space,  in  the  same 
sense  as  the  centres  for  light-  and  color-perception,  probably  does  not  exist, 
for  the  sense  of  position  in  space  is  caused  by  several  references  to  the  action 
of  the  muscles  of  the  eye,  etc.,  whose  central  point  Knies  ^  places  in  the 
cortex  of  the  occipital  lobe. 

The  theory  of  von  Monakow  and  of  Vialet,  of  a  movable  centre  of 
vision,  has  gradually  lost  all  clinical  and  anatomical  support.  A  lesion  of 
the  central  division  of  the  cortex  of  the  calcai'ine  fissure  calls  forth  a  per- 
manent defect  in  the  visual  centre,  and  no  other  portion  of  the  cortex  area 
can  officiate  for  the  destroyed  centre.  On  the  other  hand,  the  macular 
retinal  region  often  receives  a  double  innervation, — i.e.,  from  both  hemi- 
spheres.   To  a  certain  extent  it  may  be  said  that  there  is  a  cortical  retina.^ 

Disease  of  the  optic  centre  in  the  cortex  may  occur  without  any  other 
focal  symptoms.  A  partial  destruction  of  cortex  area,  as  in  the  case  of 
Hun,^  may  cause  simply  an  incomplete  horaonymous  hemianopsia.  Unfor- 
tunately, however,  the  focus  is  usually  not  limited  to  the  cortex  only,  but 
spreads  into  the  nerve-substance.  After  destruction  of  the  cortical  centre 
neitlier  fla.shes  of  light  nor  hallucinations  of  vision  can  appear  in  the  half 
of  the  visual  field  which  is  connected  with  the  destroyed  centre.  Still, 
before  this  assertion  can  be  implicitly  accepted,  further  research  must  be 
made. 

Cases  are  known  in  which,  as  in  apoplexy,  the  color-perception  of  the 
homonymous  halves  of  the  fields  of  vision  is  lost,  whilst  the  peripheral 
extent  of  the  field  for  white  and  the  central  and  peripheral  acuteness  of 
vision  of  homonymous  color-blind  halves  of  the  visual  fields  are  not  altered, 
or  only  to  an  unimportant  degree.  In  this  connection  attention  may  be 
called  to  the  cases  of  Samelsohn,*  Stelfan,^  and  Alexander,®  in  which  the 
acuteness  of  vision  and  the  visual  field  for  white  remained  normal  for  years 
after  an  apoplectiform  hemianopic  coloi'-blindness  (so-called  color-hemi- 
anopsia)  had  appeared  as  bilateral  color-blindness  in  eyes  which  had  for- 
merly good  color-perception.  This  peculiarity  of  the  sudden  and  perma- 
nent loss  of  the  power  of  color-perception  in  both  eyes,  or  in  the  homony- 
mous halves  of  the  two  fields,  whilst  the  eccentric  acuteness  of  vision  and 
the  extent  of  the  fields  of  vision  for  white  (when  examined  with  a  white 


^  Grundriss  der  Augenheilkunde,  ii.  89. 

'  Vide  Oliver,  American  Journal  of  the  Medical  Sciences,  Jan.  and  April,  1885. 
»  Centralblatt  fiir  Klinische  Mcdicin,  1888. 

*  Centralblatt  fiir  die  Medicinischon  Wissenschaften,  1881,  47,  50. 
'  Archiv  fiir  Ophthalmologie,  xxvii.  2,  1881. 

•  Ibid.,  XV.  3,  102. 
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five-millimetres-square  object)  are  normal,  can  be  explained  only  by  the 
sudden  separation  of  that  portion  of  the  cortical  surface  which  affects  the 
power  of  the  perception  of  color,  without  any  destructive  interference  with 
the  gang]  ion- eel  Is  in  which  the  perception  of  light  originates. 

The  author  has  studied  these  relationships,  and  has  asserted '  that  the 
so-called  centre  for  color-perception  must  be  situated  in  the  outer  cortical 
layers  of  the  visual  centre,  and  over  that  cell-region  whicli  appeared  as  the 
centre  for  "  clear-sight  perception."  The  case  shown  by  Verrey,^  in  which 
the  disturbance  was  caused  by  a  lesion  of  the  occipital  lobe  close  under  the 
cortex  of  the  calcarine  fissure,  is  not  clear,  and  fails  to  affect  this  belief, 
because  the  power  of  perception  of  light  was  reduced  to  one-eighth  of  the 
normal.  The  author  has  found  a  case  byOppenheim*  in  which  follow- 
ing a  fracture  of  the  left  side  of  the  occiput  there  was  the  single  cerebral 
symptom  of  right  homonymous  color-hemianopsia.  Bardeleben  trephined, 
chiselling  off"  the  affected  portions  of  the  bone.  A  marked  depression  was 
found,  with  several  splinters  and  hairs  situated  in  the  deepest  part.  The 
bone  was  removed.  The  dura  mater  was  not  opened.  The  result  was 
successful  as  to  the  patient's  general  condition,  but  the  color-hemianopsia 
remained  unchanged. 

More  such  cases  must  be  observed  and  carefully  examined. 

Mackay  *  has  well  criticised  the  cases  which  had  occurred  up  to  the  time 
of  the  appearance  of  his  pajjer.  He  recommends  the  following  method  of 
determining  perimetrically  the  eccentric  acuteness  of  vision  in  these  cases, 
which  is  "well  worthy  of  adoption.  Upon  one  side  of  a  white  card  eight 
and  a  half  centimetres  long  and  two  centimetres  broad  two  black  squares 
each  one  and  a  half  centimetres  wide  are  so  fastened  that  a  white  space 
three  centimetres  wide  separates  them.  At  the  side  of  the  black  squares  a 
white  margin  of  the  card  remains.  Upon  the  back  of  the  card  a  strip  of 
black  eight  and  a  half  centimetres  loug  is  fastened  so  that  it  covers  the 
white  card  from  the  lower  margin  to  the  same  height  as  the  black  square 
on  the  face  of  the  card  reaches.  This  examining  object  is  pushed  from  the 
outer  and  inner  margins  of  the  perimeter  towards  the  fixation-point,  and 
frequently  reversed  so  that  alternately  the  black  rectangle  and  the  two  black 
squares  of  the  other  side  are  turned  towards  the  patient.  The  subject 
must  tell  in  order  (1)  the  moment  that  the  object  comes  into  the  field 
of  vision ;  (2)  which  of  the  two  conditions  appears,  white  or  black  ; 
(3)  whether  one  or  two  black  spots  are  to  be  seen,  and,  lastly,  (4)  the  form 
that  the  spots  and  rectangle  assume.  As  soon  as  the  patient  answers  one  of 
the  questions,  the  im'mt  upon  the  perimeter  arc  at  wiiich  the  test-objects 
are  seen  is  noted  on  a  scheme  of  the  field  of  vision.  For  determination  of 
the  peripheral  visual  acuteness  the  points  are  said  to  be  proportionate  when 

'  Wilbrand,  Ophthiilmiatrische  Beitriige  zur  Diagnostik  der  Gehirn-Krankheiten,  1884. 

^  Archives  d'Ophtulrnologio,  1888,  .Juillct,  Aout. 

'  Vcrhandlungcn  des  X.  intcrnutioiialen  mcdicinischen  Congresses,  Berlin,  Bd.  iv.  S.  2. 
*  British  Medical  Journal,  Nov.  10,  1888. 
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the  patient  is  able  to  state  whether  he  perceives  one  or  two  of  the  squares. 
In  this  manner  every  meridian  of  each  half  of  each  field  of  vision  is 
examined,  a  good  comparison  between  the  peripheral  perception  of  space 
(visual  acuteness)  of  the  healthy  and  color-hem ianopic  halves  of  the  visual 
fields  being  obtained. 

The  following  examination  serves  as  a  control.  An  object  from  one 
to  five  centimetres  square  is  left  white  upon  one  side.  Upon  the  other 
side  a  black  triangle  is  so  fastened  that  its  base  embraces  one  side  and  its 
apex  touches  the  centre  of  the  opposite  side  of  the  square.  The  eyes  are 
examined,  and  the  results  are  set  down  on  a  scheme,  as  follows :  (1)  where 
the  object  enters  the  field  of  vision  ;  (2)  where  it  appears  white,  or  black  and 
white ;  and  (3)  where  the  form  of  the  black  triangle  is  recognized. 

There  remains  to  note  specially  that  lesions  in  the  visual  tract  in  the 
occipital  lobe — for  instance,  in  disease-foci  in  or  under  the  parietal  lobe  of 
the  left  side — cause  alexia  with  disturbances  of  color-perception,  reminding 
one  strongly  of  color-hemianopsia  in  the  homonymous  halves  of  the  fields 
of  vision.  This  condition,  however,  may  not  be  regarded  as  pure  color- 
hemianopsia  in  its  strict  sense,  for  the  reason  that  in  the  known  cases  the 
eccentric  acuteness  of  vision  and  perception  of  light  were  altered  in  a  high 
degree.^  * 

A  peculiar  disturbance  which  is  known  by  the  author  as  amnestic  color- 
blindness, and  which  is  at  times  found  in  right-sided  homonymous  hemi- 
anopsia with  aphasia,  consists  in  the  patient's  not  being  able  to  name,  or  in 
his  naming  wrongly,  colors  that  are  held  before  his  eyes.  When  examining 
with  the  perimeter,  this  circumstance  might  easily  lead  to  the  assumption 
that  an  alteration  of  the  color-sense  is  present.  Such  patients  are  merely 
not  in  condition  to  find  spontaneously  the  word  which  belongs  to  the  color 
set  before  their  eyes.  If  bundles  of  colored  wools  are  placed  before  them, 
and  they  are  set  to  sort  the  colors  which  belong  together,  they  do  it  without 
hesitation  or  fault,  thus  proving  that  the  color-sense  is  normal  and  that 
the  disturbance  is  one  that  belongs  to  the  aphasic  symptom -complex.  The 
author  has  described  such  cases.^ 

HEMIANOPSIA  HOMONYMA  DUPLEX. 

If  right-  and  left-sided  homonymous  hemianopsias  occur  in  the  same 
patient,  then  the  loss  of  the  homonymous  right  and  left  halves  of  the  visual 
fields  of  both  eyes  causes  absolute  bilateral  blindness,  just  as  if  the  right 
and  left  optic  conducting  paths  from  the  chiasm  had  been  destroyed  at 
any  two  points.  If  in  this  condition  the  disease-focus  in  both  hemispheres 
attacks  the  optic  conducting  path  on  the  other  side  of  the  primary  optic 
centres,  and  if  there  is  no  indirect  pressure  exerted  on  the  primary  optic 
centre,  the  pupil-reaction  of  both  eyes  remains  intact,  notwithstanding  the 

1  Compare  Vcrroy,  Archives  d'Ophtalmologie,  1888,  Juillet,  Aout ;  and  Eperon, 
Archives  d'Ophtalmologie,  1888,  Juillet,  Aout. 

'  Ophthalmiatrische  Beitrage  zur  Diagnostik  der  Gehirn-Krankheiten,  1884,  S.  28. 
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presence  of  absolute  amaurosis.  In  contrast  to  this,  if  the  optic  tract  is 
destroyed  on  one  side,  and  the  optic  path  in  the  hemisphere  or  the  optic  per- 
ception centre  in  the  cortex  on  the  other  has  lost  its  function,  a  hemianopic 
pupil-reaction  is  obtained,  notwithstanding  the  bilateral  absolute  blindness 
and  the  loss  of  the  pupil-reaction  on  exposure  to  light-stimulus. 

If  a  lesion  occupy  the  situation  of  the  primary  optic  centres  on  both 
sides,  the  pupil-reaction  on  both  sides  will  fail  with  the  occurrence  of 
sudden  bilateral  blindness.  Peltzer^  has  described  such  a  case  in  which 
post-mortem  section  showed  embolism  of  the  basilar  artery,  with  foci  of 
softening  in  both  optic  thalami,  the  corpora  quadrigemina,  and  the  occipital 
lobe. 

A  sudden  onset  of  bilateral  lesion  of  the  tract,  in  which  pupil-reaction 
is  wanting,  has  not  yet  been  observed. 

Doyne  ^  mentions  a  case  in  which  a  temporary  right-sided  homony- 
mous hemianopsia  lasting  fourteen  days  occurred,  followed  by  a  left-sided 
homonymous  hemianopsia.  At  the  post-mortem  examination  disease-foci 
were  found  in  both  occipital  lobes. 

Occasionally  patients  suffering  with  homonymous  hemianopsia  state  that 
they  were  entirely  or  almost  entirely  blind  for  some  seconds,  or  even  for 
hours,  after  their  attack,  followed  by  a  slow  return  of  power  of  vision  upon 
one  side.  In  such  instances  probably  a  large  hemorrhage  has  destroyed  the 
optic  perception  centre  of  one  hemisphere  at  its  median  surface,  and  exerted 
a  pressure  on  the  centre  in  the  other  hemisi^here,  by  which  the  first  one 
affected  was  temporarily  stopped  from  functional  activity. 

Bilateral  hemianopsia,  with  blindness,  may  occur  suddenly,  without 
any  further  focal  symptoms,  as  a  case  of  Bouveret's,  in  which  a  post- 
mortem was  made,  shows.  Unilateral  or  bilateral  paralytic  symptoms, 
with  disturbances  of  sensation  and  aphasic  symptoms,  are  associated  with 
the  sudden  onset  of  blindness,  according  as  other  brain  paths  or  cortical 
centres  are  unilaterally  or  bilaterally  involved. 

When  an  apoplectiform  bilateral  blindness  in  which  the  conditions  point 
to  a  cerebral  lesion  appear,  the  following  points  when  making  a  prognosis 
should  be  considered.  The  primary  bilateral  blindness  changes  to  normal 
vision.  In  this  case  the  foci,  which  occur  in  each  hemisphere,  jiress  only 
temporarily  on  the  optic  conduction  path,  without  destroying  it.  Here 
also  the  bilateral  blindness  might  be  considered  as  an  indirect  bilateral 
focal  symptom.  Again,  one  optic  centre  may  be  destroyed  and  the  other 
only  temporarily  pressed  upon.  In  this  case,  after  a  few  days,  a  right-  or 
left-sided  complete  or  incomplete  homonymous  hemianojisia  will  ensue. 
Again,  an  original  attack  of  blindness  may  produce  rigiit-  or  left-sided 
hemianopic  defects. 

All  forms  of  defect  which  are  observed  in  simple  homonymous  hemi- 


•  Berliner  Kliniache  Wochcnschrift,  1872,  47. 
'  Opbthiilmic  Keview,  1889,  877. 
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anopsia  may  appear  iu  the  most  diverse  combinations  in  bilateral  homony- 
mous hemianopic  cases.  Limiting  the  study  and  analysis  to  those  ex- 
amples which  have  been  described  Avith  special  regard  to  defects  of  the 
field  of  vision  up  to  the  year  1894,  the  following  groupings  are  met  with  : 

I.  Absolute  defects  in  both  homonymous  halves  of  the  visual  fields. 

II.  An  absolute  defect  in  the  homonymous  halves  of  the  visual  field  in 
one  direction,  whilst  an  incomplete  defect  occurs  in  the  homonymous  halves 
of  the  other  visual  field.  III.  Defects  iu  the  fields  of  vision  which  are 
complete  and  absolute  in  both  homonymous  halves ;  or  complete  and  ab- 
solute in  the  homonymous  halves  in  one  direction  and  incomplete  in  the 
other;  or  incomplete  in  the  homonymous  halves  in  both  directions.  To 
the  first  group  belongs  Steffan's  case,^  in  which  apoplectiform  bilateral 
color-hemianopsia  with  normal  visual  acuteness  occurred  (bilateral  homony- 
mous hemianopsia).  An  analogous  case  has  been  seen  by  Alexander.^  In 
a  case  seen  by  Hoche^  the  lower  halves  of  the  fields  failed  as  far  as  the 
horizontal  meridian.  Inside  the  limits  of  these  defects  perception  was  in- 
completely lost,  and  in  these  portions  photopsia  and  visual  hallncinations 
occurred.  Scholer*  has  seen  an  interesting  case  in  which  the  loss  of '  the 
right  halves  of  the  fields  of  vision  was  such  that  there  was  only  bare  per- 
ception of  light  left,  whilst  there  was  a  color-hemianopsia  in  the  left  re- 
maining homonymous  halves.  There  were  also  tongue-shaped  defects  in 
the  upper  quadrants  of  the  right  homonymous  halves,  with  a  narrow  periph- 
eral active  zone  that  extended  as  far  as  the  vertical  line  of  separation. 

In  Quaglino's  case^  apoplectiform  blindness  first  occurred.  Later  there 
■was  only  an  absolute  defect  in  the  upper  left  quadrants  of  each  eye,  the  rest 
of  the  fields,  with  the  exception  of  a  color-blindness  which  remained  per- 
manently, recovering  completely. 

Scholer's  and  Quaglino's  cases  to  a  certain  extent  form  a  separate 
section  in  Group  I.,  because  small  absolute  defects  in  the  homonymous 
halves  in  one  direction  occurred  in  them. 

To  Group  II.  belongs  a  case  of  Siemerling's.®  Here  complete  homon- 
ymous hemianopsia  of  the  right  side  occurred  suddenly,  whilst  iu  the  left 
halves  a  color-hemianopsia  was  present. 

The  following  cases  belong  to  Group  III.  In  one  seen  by  Schweigger'^ 
there  was  a  complete  hemianopsia  on  the  left  sides  of  the  fields  of  vision. 
In  the  homonymous  right  halves  only  a  portion  of  the  upper  quadrants  had 
failed.    Sachs  ^  notes  an  instance  in  which  absolute  homonymous  hemi- 


'  Archiv  fiir  Ophthalmologie,  xxvii.  2,  ii. 
2  Ibid.,  XV.  3,  102. 

'  Archiv  fiir  Psychiatrie  und  Nervenkrankheiten,  Bd  xxiii.  Heft  1. 

*  Loco  citato. 

*  Giornale  d'Oftalmologia  italiano,  1867. 

^  Archiv  fiir  P.syehiatrie  und  Nervenkrankheiten,  Bd.  xxi.  Heft  1. 

'  Archiv  fiir  Ophthalmologie,  x.xii.  3,  305. 

8  "Wiener  Klinische  Wochenschrift,  1888,  22,  23. 
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anopsia  of  the  right  side  was  present.  In  tiie  homonymous  left  sides  of 
the  visual  fields  the  upper  quadrants  temporarily  failed.  Swanzy  and 
Werner'  have  seen  instances  in  which  both  left  upper  and  right  lower 
quadrants  were  lost.  Groenouw  ^  has  represented  the  scheme  of  an  anal- 
ogous field  of  vision  in  which  in  addition  there  were  small  homonymous 
hemiauopic  scotomata  in  the  lower  left  quadrants.  In  a  case  by  Doyne^ 
there  was  at  first  a  complete  right  homonymous  hemianopsia.  This  con- 
dition having  been  recovered  from,  an  incomplete  absolute  hemianopsia  ap- 
peared in  the  ujjper  quadrants  of  the  left  halves  of  the  visual  fields.  A 
post-mortem  examination  was  made.  In  a  ]iatient  studied  by  Moeli*  a 
left-sided  complete  homonymous  hemianopsia  was  present.  Large  objects 
could  be  imperfectly  perceived  in  the  right  halves  of  the  fields.  Later, 
almost  complete  blindness  ensued.  There  was  also  a  small  portion  of  the 
field  in  the  macular  region  of  the  right  side  in  which  a  deadened  perception 
remained  stationary  for  some  time.    A  post-mortem  description  is  given. 

A  case  which  Forster  describes^  is  interesting.  A  complete  right  ho- 
monymous hemianopsia  appeared  in  a  man  forty-four  years  old.  The 
dividing  line  between  the  defective  and  active  portions  of  the  fields  passed 
round  the  fixation-point  of  both  eyes  in  such  a  manner  that  it  reached 
beyond  the  horizontal  meridian  two  degrees  in  the  right  halves.  It  also 
lay  slightly  above  and  below  the  horizontal  meridian,  and  somewhat  to  the 
right  of  a  perpendicular  line  drawn  through  the  fixation-point.  There 
was  an  overshot  portion  of  visual  field  in  the  region  of  the  macula. 
Vision  was  almost  normal.  Four  years  later  an  absolute  left  homonymous 
hemianopsia  appeared,  so  that  only  a  small  central  portion  remained  active. 
This  little  area  extended  to  the  right  of  the  fixation-point  in  the  hori- 
zontal meridian  of  each  field  about  one  degree  and  to  the  left  two  degrees 
below  from  the  fixation-point.  In  several  other  meridians  it  reached  from 
two  degrees  to  two  and  a  half  degrees  to  the  right.  Upward  from  the 
horizontal  meridian  there  was  no  field.  The  field  was  obtained  hj  a 
white  square  object  one  and  one-half  millimetres  wide.  Absolute  color- 
blindness was  present  in  this  very  small  visual  area. 

Absolute  blindness  might  naturally  have  been  expected  to  result  from 
the  second  attack,  and  the  query  arises,  How  was  such  a  small  central 
field  of  vision  retained  ?  After  the  first  attack  it  is  clear  that  there  was  an 
overshot  portion  of  the  field  of  vision  in  the  macular  region,  which  reached 
towards  the  right  two  degrees  beyond  the  fixation-point.  From  this  circum- 
stance it  may  be  assumed  that  when  the  left  halves  of  the  visual  fields  fii-st 
became  defective  there  was  an  overshot  portion  of  the  field  situated  towards 
the  left,  which  was  present  as  an  organic  ])art  of  the  right  halves  of  the 

'  Ophtlmlmic  Keview,  1890,  p.  869. 

'  Archiv  fur  Psychintrie  und  Nervenkrankheiteii,  xxiii.  2. 
'  The  Liiiicet,  188!),  ii.  1002. 

*  Arohiv  fiir  Psychintrie  und  Nervenkriinkhoiten,  xxii.  99. 
'  Archiv  fiir  Ophthalmologic,  xxxvi.  1,  94. 
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visual  field,  and  which  reached  two  degrees  beyond  the  fixation-point  into 
the  left  halves  of  the  visual  fields.  In  the  beginning,  however,  there  was 
a  right-sided  incomplete  homonymous  hemianopsia  that  contained  a  rem- 
nant of  the  active  portion  of  the  visual  field,  which  reached  one  degree  in 
the  horizontal  meridian  towards  the  right  beyond  the  fixation-point  and. 
two  degrees  towards  the  left.  This  area  had  an  extent  of  two  and  a  half 
degrees  towards  the  lower  part  of  the  field.  This  small  remnant  in  the 
right  homonymous  halves  of  the  right  field  that  alone  remained  active 
(shown  in  Fig.  75,  in  which  the  double-lined  portion  is  the  space  of  the 


Fig.  75. 


Scheme  showing  overshot  macular  fields. 

double-innervated  portion  of  the  macula)  became  covered  in  consequence  of 
the  overshot  macular  portion  (abc)  of  the  homonymous  left  halves,  and 
hence  could  be  brought  into  provable  existence  only  when  the  left  homony- 
mous halves  were  lost  four  years  later. 

That  such  small  remnant  of  the  visual  field  may  remain  active  in 
homonymous  hemianopsia  is  proved  by  the  following  case  which  the  author 
has  observed.  A  man,  forty-two  years  old,  who  had  suffered  from  syphilis 
some  years  before,  became  suddenly  paralyzed  on  the  right  side  and  had  a 
right-sided  homonymous  hemianopsia.  He  recovered  from  the  paralysis. 
The  ophthalmoscopic  condition  was  normal.  Acuteuess  of  vision  was 
almost  normal.  The  dividing  line  lay  exactly  in  the  vertical  meridian, 
the  color-vision  limits  coinciding  with  it.  The  right  halves  of  the  fields, 
with  the  exception  of  a  small  macular  portion,  were  lost.  The  retained  cen- 
tral area  was  cut  in  an  upward  direction  exactly  in  the  horizontal  meridian, 
Vol.  II.— 20 
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and  extended  from  the  fixation-point  eight  degrees  towards  the  riglit  side, 
being  situated  between  this  and  the  one  hundred  and  fortieth  meridian. 
It  formed  a  triangle  whose  base  lay  in  the  eighth  parallel  circle  towards 
the  right,  and  whose  apex  was  situated  towards  the  vertical  meridian.  It 
passed  beyond  the  fixation-point  by  a  width  of  two  degrees  in  the  vertical 
meridian.  There  was  a  color-blind  zone  between  the  line  wliich  sharply 
cut  oiF  the  color-field  limits  in  the  vertical  meridian  of  the  left  halves  which 
were  active  and  situated  towards  the  right.  Two  degrees  to  the  right  of  the 
fixation-point  there  was  a  deadened  area  for  red  and  blue.  Schweigger '  has 
described  an  analogous  case  of  bilateral  homonymous  hemianopsia  in  which 
a  macular  remnant  of  the  field  of  vision,  having  an  extent  of  from  two  to 
three  degrees,  and  in  which  color-perception  was  present,  was  retained. 

Sometimes  bilateral  hemianopsias  of  this  kind  are  accompanied  by  dis- 
turbances of  the  perception  of  position  in  space,  as  in  Forster's  and  Groe- 
nouw's  cases,  or  with  psychical  blindness,  as  in  Quaglino's  and  Siemerling's 
cases,  as  well  as  in  one  described  by  the  author.^ 

Homonymous  hemianopsia  is  not  observed  in  the  so-called  purely  ner- 
vous diseases,  except  under  the  name  of  amaurosis  partialis  fugax  (scotoma 
scintillans,  or  hemianopic  glimmer  scotoma),  which  lasts  a  short  time  and 
to  a  certain  degree  must  be  placed  among  the  functional  disturbances.  The 
condition  is  most  likely  to  be  the  result  of  a  passing  spasm  of  the  vessels 
in  the  region  of  single  cerebral  arteries.  It  may  be  well  conceived  that, 
in  consequence  of  sudden  alteration  of  the  condition  of  nourishment  of  the 
optic  paths,  such  a  stimulus  which  is  conducted  to  the  optic  perception 
centres  and  there  causes  lively  photopsias  may  be  set  free.  The  continu- 
ation of  the  nuti'ient  disturbance,  with  the  diminished  cajiacity  of  conduc- 
tion in  the  paths,  calls  forth  a  scotoma  which  increases  in  size,  and  at  its 
margins  the  flashing  of  light  continues  because  adjacent  fibres  are  placed 
in  a  condition  of  excitation. 

Mauthner  ^  believes  that  the  conduction  by  the  tract  fibres  is  interrupted 
at  some  definite  point,  and  at  the  same  time  the  end  of  the  tract  at  this  spot 
which  is  connected  with  the  intact  centre  is  excited,  and  hence,  in  addition 
to  the  defect,  peculiar  subjective  light-symptoms  are  called  forth. 

In  an  epileptic  case  seen  by  the  author  there  wa.s  loss  of  the  homony- 
mous left  lower  quadrants  of  the  fields  of  vision,  followal  by  a  loss  of  the 
entire  left  halves.  During  the  first  day  the  attacks  occurred  at  irregular 
intervals.  On  the  second  day  they  appeared  every  quarter  of  an  hour.  The 
third  day  there  were  epileptic  seizures,  which  caused  the  patient  to  pass  into 
a  condition  of  status  epilepticus,  during  which  he  died.    Post-mortem  ex- 


*  Archiv  fiir  Augenheilkundc,  1890,  xxii.  880. 

"  Die  Seclenblindheit  als  Herderschcinung  und  ihrc  Bcziehungon  7Air  homonymen 
Hcmianopsic,  7,ur  Aluxio  und  Agraphio.    Wiesbaden,  1887. 
'  Gcbirn  und  Auge,  Wiosbndon,  1881,  p.  513. 

*  Ueber  Sehstorungeii  bei  functionullen  Nervenleiden,  Wilbrund  und  Saenger,  Leip- 
zig, 1892,  S.  44. 
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amination  showed  au  extreme  congestion  of  the  brain  and  its  vessels,  which 
was  most  markai  in  the  occipital  lobes.  Over  this  region  the  pia  mater 
was  separable  with  great  difficulty.  This  case  shows  that  scintillating  sco- 
tomata,  which  are  usually  so  harmless,  may  precede  some  severe  nervous 
disease, — a  point  to  which  Charcot  has  already  called  attention,  at  the  same 
time  citing  a  very  interesting  case.  Generally  the  attacks  last  but  a  short 
time,  and  this  accounts  for  the  Avaut  of  published  accounts  of  the  visual 
fields.  The  patients  usually  come  to  the  physician  when  the  attack  is  over. 
As  scotoma  scintillans  occurs  both  unilaterally  and  bilaterally,  and  as  in 
the  latter  cases  it  leads  to  blindness,  such  cases  should  not  be  mistaken  for 
the  bilateral  hemianopsia  that  appears  as  an  indirect  focal  manifestation  in 
both  hemispheres. 

THE  FIELD  OF  VISION  IN  FUNCTIONAL  NERVOUS  DISTURBANCES. 

In  nervous  subjects  visual  disturbances,  such  as  the  appearance  of  small 
clouds  and  the  rapid  tiring  of  the  eyes  when  doing  near  work,  so  that,  for 
example,  letters  run  together  and  disappear,  are  troublesome  symptoms. 
At  the  same  time  there  may  be  complaints  of  photopsia,  visual  hallucina- 
tions, sudden  onsets  of  monocular  and  binocular  double  vision,  pain  in  the 
eye  and  orbit,  attacks  of  seeing  objects  larger,  smaller,  nearer,  or  farther 
than  they  actually  are,  with  tears  in  the  eyes,  and  blindness  on  exposui'e 
to  light.  The  ophthalmoscopic  condition  and  pupil-reaction  are  perfectly 
norn^al.  "With  this  symptom-complex,  which  is  known  as  nervous  asthe- 
nopia, certain  pathological  phenomena  are  almost  invariably  associated,  the 
knowledge  of  which  is  of  the  greatest  importance  to  the  physician.  This 
is  so,  on  the  one  hand,  because  the  whole  symptom-complex  may  be  mis- 
taken for  signs  of  severe  organic  lesion  of  the  hinder  portion  of  the  visual 
nerve-tract,  without  any  ophthalmoscopic  symptoms  in  a  series  of  cases ; 
and,  on  the  other  hand,  because  it  may  be  confounded  with  organic  lesions 
of  the  cerebro-spinal  nerve-system  and  of  the  optic  tracts  themselves. 

With  regard  to  the  changes  in  the  field  of  vision,  two  groups  of  visual 
field  changes  can  be  differentiated :  (a)  general  concentric  shrinkage,  and 
(b)  symptoms  of  weariness  in  the  field  of  vision.  Both  these  are  only  dif- 
ferent degrees  of  intensity  of  the  same  condition. 

(a)  When  such  a  field  is  examined  with  the  usual  white  surface  five 
millimetres  square,  it  appears  evenly  reduced.  It  varies  in  size  from 
almost  normal  to  a  reduction  of  the  fifth  degree.  The  field  of  vision  is 
assumed  to  be  shrunken  in  a  high  degree  if  its  periphei'al  extent  does  not 
pass  beyond  the  fifteenth  parallel  circle. 

While  the  organic  lesions  of  the  visual  nerves  usually  cause  irregulari- 
ties and  sector-shaped  gaps  in  the  outline  of  the  limiting  margin  of  the 
field  of  vision,  the  limits  of  the  field  of  vision  give,  on  the  contrary,  by 
functional  nervous  disturbances,  a  non-toothed  form  corresponding  to  the 
diminution  of  the  field  of  vision  for  white  test-objects.  The  limits  for 
colors  also  show  a  relative  diminution.    In  some  cases  of  general  moderate 
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dimiuutiou  the  limits  for  red  and  for  blue,  as  Charcot  has  observed,  are  seen 
approaching  each  other  very  closely,  coinciding  with  or  crossing  each  other. 

In  cases  of  concentric  diminution  where  the  shrinkage  is  great,  the 
color-limits  may  almost  coincide  with  those  for  white.  There  is  a  weaken- 
ing of  the  power  of  distinguishing  colors,  so  that  small  colored  objects  are 
not  correctly  perceived.  Thus,  blue  appears  gray  and  red  may  seem  brown. 
Acuteness  of  central  vision  seems  to  be  greatly  lessened.  The  sense  of 
orientation  is  retained.  If  the  field  be  examined  with  intensely  lighted 
large  objects,  it  will  be  found  to  have  increased  evenly  in  all  its  meridians : 
in  fact,  electric  sparks  are  recognized  at  the  periphery.  If  the  subject 
is  made  to  fix  a  certain  point  accurately  for  some  time,  the  jjeriphery 
changes  quickly  from  clear  vision  to  a  vague  appearance  of  fog,  thus 
being  brighter  on  the  side  towards  the  light  and  darker  on  the  other 
side.  If  the  vision  is  kept  firmly  fixed  on  one  point  for  some  time,  the 
fixation-point  becomes  lost  and  the  whole  field  of  vision  ai)pears  as  if 
covered  with  a  bright  fog.  This  process,  which  occurs  under  physiological 
circumstances  in  every  person,  occurs  in  such  subjects  in  a  markedly  brief 
period  of  time ;  that  is,  such  individuals  adapt  themselves  (in  Aubert's 
sense)  very  slowly.  The  author  has  demonstrated  this  by  a  series  of  ex- 
aminations on  a  number  of  patients  with  a  Forster's  photometer.  This 
peripheral  fog  is  the  result  of  rapid  tiring  of  the  retinal  substance,  and 
results  only  when  a  small  point  is  accurately  and  continuously  fixed  by  the 
eye.  In  this  way  light  and  shadow  cannot  alternate  on  the  surface  of  the 
retina,  and  the  affected  portions  of  the  retina  have  no  chance  to  recover 
themselves  as  they  do  in  the  processes  of  assimilation  when  light  and 
shadow  alternate.  (Hering.) 

If  the  functional  disorder  is  of  recent- origin,  the  size  of  the  diminution 
of  the  field  is  to  a  certain  extent  changeable,  so  that  upon  some  days  the 
shrinkage  appears  greater  than  ujjon  others.  Often  the  degree  of  dimi- 
nution is  the  same  in  both  eyes.  In  these  cases  there  are  disturbances  of 
cutaneous  sensibility  which  are  much  more  marked  on  the  side  of  the  body 
Avhere  there  is  the  greater  diminution  of  the  field.  Rarely  there  may 
be  an  apparent  concentric  shrinkage  of  one  field  only.  Charcot  has  ob- 
served concentric  shrinkage  of  the  field  of  vision  lasting  without  change 
for  thirty-eight  years  in  an  hysterical  patient. 

(b)  The  symptoms  of  too  rapid  appearance  of  exhaustion  in  the  field  of 
vision  sliould  be  regarded  as  a  slighter  degree  of  such  conditions,  and,  there- 
fore, easier  of  response  to  therapeutical  measures.  Objects  directly  or  in- 
directly fixed  rapidly  become  indistinct  and  disappear, — a  condition  that 
becomes  troublesome  Avhen  the  eyes  are  used  continuously  for  near  work. 
In  the  year  1877  Forster  first  called  attention  to  this  abnormal  condition 
of  exhaustion,  and  recommended  the  method  of  examination  now  known 
as  "  Forster's  displacement  type,"  which  consists  in  using  a  white  exam- 
ining object,  and  then,  beginning  on  the  vertical  meridian,  bringing  the 
test-object  from  the  periphery  of  the  field  of  vision  on  the  temporal  side 
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with  equal  rapidity  across  the  field  in  all  its  meridians  to  the  nasal  side,  and 
noting  the  points  of  recognition  and  disappearance. 

If  the  functional  nervous  disturbance  has  the  form  of  the  too  ready 
exhaustion  of  the  retina,  then  the  succession  of  figures  will  present  a  type 
(see  Fig.  76)  which  in  the  meridians  that  exhibit  the  temporal  half  (the 
first  part  examined)  possess  a  larger  area  than  the  nasal  half.  This  is  so 
because  in  the  region  of  the  latter  half  the  retina  had  become  exhausted. 
After  a  slight  period  of  rest,  during  which  the  patient  must  keep  the 


Fig.  76. 


eyes  shut,  the  so-called  "  control  examination"  is  made  reversedly  in  the 
same  meridians  and  in  the  same  succession.  In  this  way  a  second  field 
is  obtained  whose  greatest  extent  is  on  the  nasal  side,  because  this  was  the 
less  exhausted  half  of  the  patient's  retina  during  this  examination. 

The  author  has  modified  this  somewhat  clumsy  and  prolonged  method 
of  examination  in  the  following  manner.  The  white  examining  object, 
beginning  at  the  temporal  margin,  is  passed  along  the  horizontal  meridian 
(that  being  the  meridian  of  greatest  extent)  i-egularly  and  slowly  towards 
the  nasal  margin.  An  assistant  is  then  to  mark  the  point  where  the 
object  is  first  perceived  as  O  on  the  form  (see  Fig.  77),  and  the  point 
where  it  disappears  as  1.  This  action  is  reversed,  and  the  point  on  the 
temporal  side  where  the  object  disappears  from  the  field  after  the  second 
tiring  movement  is  designated  on  the  form  by  the  number  2.  Then  the 
first  movement  is  immediately  repeated,  and  tlie  point  where  the  object  dis- 
appears is  marked  on  the  nasal  side  with  the  figure  3.  If  the  points  do 
not  lie  inside  one  another,  in  consequence  of  the  exhaustion  of  the  retina  not 
producing  any  decrease  in  the  extent  of  the  field,  the  figures  are  marked  one 
over  the  other  on  the  form.    In  this  manner  it  can  be  determined  whether 
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the  field  is  evenly  diminished  at  first,  in  which  half  of  the  field  the  ex- 
hausting process  acts  most  rapidly,  and  to  what  parallel  circle  the  field  may 
be  diminished  by  increasing  exhaustion. 

In  all  such  exhausting  examinations  it  is  shown  that  the  field  of  vision 
becomes  at  first  more  rapidly  exhausted  in  the  temporal  half  than  in  the 
nasal  half,  and  that  the  nearer  the  fixation-point  the  less  is  the  shrinkage. 
In  order  to  avoid  mistakes  in  the  examination,  at  least  as  far  as  is  practicable 
in  clinical  examinations,  care  must  be  taken  that  the  patient  fixes  the  point 
on  the  perimeter,  and  that  there  is  as  little  closing  of  the  eyelids  as  possible. 


Fig.  77. 


It  must  be  understood  that  any  other  meridian  than  the  horizontal  one  may 
be  used  for  the  examination,  because  if  the  condition  of  ready  exhaustion 
is  present  it  shows  itself  equally  over  the  whole  surface  of  the  retina. 

These  subnormal  appearances  of  a  ready  exhaustion  are  caused  by  the 
rapid  diminution  of  excitability  in  the  visual  substance  of  the  retina  as 
compared  with  what  is  present  in  physiologically  normal  subjects.  In 
these  latter  the  recovery  (assimilation  of  Hering)  of  the  used  material  (dis- 
similation of  Hering)  during  the  action  of  the  light  upon  the  retinal  sub- 
stance in  a  measure  spontaneously  continues,  so  that  the  excitability  of  the 
retina  remains  at  one  stage  continuously,  thus  under  ordinary  circumstances 
satisfying  the  requirements  of  vision.  A  lessening  of  the  recovery  of  the 
used  material  produces  a  rapid  diminution  in  the  excital)ilit3'  and  a  con- 
dition of  uselessness  in  the  visual  substance  of  the  retina,  from  which  con- 
dition the  symptoms  of  nervous  asthenopia  (ancasthesia  retinaj,  hyperesthesia 
retinse)  may  arise. 

As  the  recovery  of  the  visual  substance  depends  upon  the  replacenicnt 
of  the  used  material,  so  a  process  of  assimilation  which  is  slower  than  usual 
must  delay  such  a  recovery  of  substance.  That  this  is  so  in  a  large  series 
of  cases  of  functional  nervous  disturbance  possessing  evenly  spread  con- 
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centric  diminution  of  tlie  field  of  vision,  especially  where  there  is  shrink- 
age due  to  exhaustion,  can  be  proved  by  means  of  Forster's  photometer. 
AVhilst  the  normal  eye,  after  the  usual  stay  in  a  bright  light,  takes  one 
minute  to  see  the  string-table  of  Forster's  photometer  through  an  opening 
in  a  two-millimetres-square  diaphragm,  subjects  suffering  from  general  con- 
centric diminution  of  the  field  caused  by  purely  functional  nervous  dis- 
turbances find  it  necessary  to  take  ten  minutes'  or  even  a  half-hour's  rest 
in  a  darkened  room  to  recover  a  degree  of  vision  equal  to  that  obtained 
by  the  normal  eye.  If  such  subjects  were  adapted  (in  Aubert's  sense, 
for  Hering  places  the  attainment  of  the  condition  of  morbid  equilibrium 
under  adaptation),  and  they  were  placed  with  the  proper  precautions  in 
front  of  a  perimeter,  the  field  of  vision  would  be  found  to  be  nearly  or 
quite  normal. 

In  some  subjects  whose  assimilation  processes  are  retarded  during  the 
time  they  keep  the  eye  fixed  on  the  fixation-point  in  the  perimeter  and 
when  they  are  examined  with  a  white  object  of  the  regular  size,  there  is  an 
even  concentric  loss  of  the  peripheral  portions  of  the  field  of  vision.  If 
the  strength  of  the  excitation  be  increased, — for  instance,  by  using  a  larger 
examining  object, — the  extent  of  the  field  of  vision  under  otherwise  like 
conditions  will  appear  larger.  If  a  less  intense  examining  object — for  in- 
stance, a  colored  one — be  employed,  a  reduction  of  the  color-limits  will  be 
found.  Thus  it  will  be  seen  that  in  the  purely  functional  nervous  disturb- 
ances there  is  a  relative  reduction  in  both  the  white  and  the  color  fields. 

Usually,  if  normal  or  only  slightly  contracted  limits  to  the  field  of 
vision  are  commenced  with,  symptoms  of  exhaustion  can  be  established. 
Further,  if  it  be  desired  to  call  forth  exhaustion  symptoms  of  diverse  type, 
no  attempt  should  be  made  when  the  patient  is  already  exhausted  ;  and, 
finally,  it  will  be  found  that  the  exhaustion  in  the  peripheral  parts  of  the 
temporal  halves  of  the  field  takes  place  more  rapidly  than  it  does  in  the 
peripheral  portions  of  the  nasal  halves,  upon  account  of  the  peripheral  por- 
tion of  the  temporal  halves  lying  farther  away  from  the  fovea  centralis. 

In  certain  grades  of  concentric  shrinkage  of  the  field  caused  by  pui-ely 
functional  nervous  trouble,  it  will  generally  be  found  that  the  limits  of  red 
vision  reach  to  or  even  pass  beyond  those  for  blue  vision.  This  fact  is  due 
to  the  remarkable  phenomenon  ^  that  small  blue  objects  seen  during  dimin- 
ished illumination  are  more  clearly  recognized  at  the  periphery  than  at  the 
centre  of  the  field. 

Diminution  of  the  field  in  purely  functional  nervous  conditions  is 
directly  related  to  the  degree  of  retardation  of  assimilation  in  the  visual 
substance.  This  progress  of  concentric  lessening  can  be  demonstrated  only 
when  the  exhaustion  is  systematically  studied  and  central  fixation  is  accu- 
rately maintained.  The  process  of  exhaustion  generally  becomes  complete 
during  examination  with  the  perimeter.    Occasionally  cases  are  observed 


*  Landolt,  Graefe  und  Saemisch,  Handbuch  der  gesammten  Augenlieilkunde,  iii.  535. 


312 


PERIMETRY  AND  ITS  CLINICAL  VALUE. 


in  which  to  a  certain  extent  tlie  exliaustion  appears  rliythmically,  so  that 
from  point  to  point  along  the  same  meridian  tlie  examining  object  alter- 
nately appears  and  disappears.  This  condition  the  author  has  designated 
"oscillating  field  of  vision."  The  heavy  dashes  (Fig.  78)  mark  the  strips 
in  which  the  examining  object  was  perceived.  In  the  intervening  free 
spaces  perception  was  wanting  at  the  moment  of  the  examination.  The 
same  oscillation  existed  when  the  examination  was  made  with  colors. 
Such  an  oscillating  field  of  vision  ordinarily  shows  a  different  form  at  each 
examination.    Sometimes  when  the  disappearing  portions  of  perception  in 

Fig.  78. 


Left  field. 


the  field  of  vision  are  studied  in  association  with  one  another  it  will  be 
found  that  to  a  certain  extent  they  have  a  zonular  form.  It  is  very  unusual 
to  find  a  central  exhaustion  scotoma. 

The  oscillating  field  of  vision  is  obtained  only  in  such  patients  as  com- 
plain of  extraordinarily  intense  photopsias.  It  is  usually  a  passing  phe- 
nomenon during  the  condition  of  too  ready  exhaustion.  Many  nervous 
subjects  when  entering  a  dark  room  perceive  bright  and  colored  appear- 
ances similar  to  those  of  the  kaleidoscope  in  the  field  of  vision. 

THE  SIMULATION  OF  DEFECTS  IN  THE  FIELD  OF  VISION. 

As  a  rule,  malingerers  know  nothing  about  central  scotomata,  ring- 
shaped  scotomata,  or  hemianopic  defects  of  the  visual  field.  These  con- 
ditions are  simulated  with  great  difficulty,  and  only  when  the  subject  is 
well  up  in  the  special  knowledge  of  these  conditions.  The  simulation, 
therefore,  usually  takes  the  form  of  a  mere  concentric  contraction,  either  in 
a  case  in  which  the  objective  conditions  are  normal  or  in  one  in  which  some 
disturbances  are  present.  In  both  cases,  the  simulator,  as  a  rule,  is  not 
satisfied  with  the  pretence  of  concentric  diminution  of  slight  degree. 
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If  there  is  a  well-grounded  suspicion  of  malingering,  the  confidence 
of  the  examinee  must  be  preserved  in  order  that  he  can  carry  his  deceit 
through  successfully.  His  first  statements  are  valuable,  as  changes  in  later 
statements  become  apparent  the  more  he  becomes  confused  by  the  different 
methods  employed. 

The  examiner  must  keep  the  examinee  under  observation,  and  dictate 
the  limits  of  the  field  areas  to  an  assistant  as  they  are  found.  The  simulator 
must  be  examined  on  separate  days  with  the  same  objects  and  by  similar 
methods,  so  that  the  several  results  may  be  compared. 

One  of  the  simplest  and  most  important  means  of  proving  the  truth  of 
the  subject's  statements  consists  in  estimating  the  size  of  the  field  at  different 
distances  from  the  eye,  thus  permitting  a  comparison  of  the  several  values 
found.  For  this  purpose  the  string  apparatus  introduced  by  the  writer  can 
be  employed.  To  the  middle  of  the  upper  margin  of  the  perimeter  (the 
point  for  fixation,/,  in  Fig.  4)  is  to  be  fastened  a  black  linen  thread  three  times 
as  long  as  the  radius  of  the  perimeter,  and  on  this  thread  is  to  be  hung  a  white 
ball  having  a  diameter  of  fifteen  millimetres.  This  ball  is  placed  at  the  end 
of  a  long  black  iron  rod.  By  this  means  the  ball  can  be  carried  in  all  direc- 
tions of  the  field  of  vision  at  similar  distances,  as,  for  example,  from  the  point 
/  shown  in  Fig.  4.  If  the  circle  of  the  perimeter  is  placed  in  the  vertical 
meridian,  the  examinee  made  to  fix  his  eye,  and  the  white  ball  placed  at 
the  full  extent  of  the  thread  and  carried  from  the  periphery  towards  the 
fixation-point  in  the  horizontal  meridian,  the  ball  will  be  arrested  when  it 
reaches  the  spot  where  the  patient  observes  it.  The  circle  of  the  perimeter 
is  then  to  be  brought  to  the  ball  and  the  corresponding  parallel  circle  read  off. 
In  this  way  the  greater  portion  of  the  field  of  vision  can  be  determined. 
Care  must  be  taken  to  have  the  circle  of  the  perimeter  perpendicular  to  the 
axis  of  the  meridian  that  is  examined,  so  that  the  simulator  may  have  no 
point  by  which  he  can  mentally  measure  the  position  of  the  object  in  space. 
It  is  necessary  that  the  perimeter  be  so  placed  that  a  black  wall  in  the  shape 
of  a  half-cylinder  shall  surround  the  test-object  so  that  the  simulator  cannot 
by  indirect  vision  see  anything  but  the  perimeter  upon  a  black  surface. 

The  size  of  the  field  is  first  measured ;  after  a  calculated  period  of  time 
for  recuperation,  the  field  is  retakeu  with  an  ordinary  five-millimetre-square 
white  object.  Generally  the  simulator  is  found  to  possess  a  much  larger  field 
when  examined  by  the  thread  apparatus  than  when  he  is  examined  by  the 
ordinary  method. 

The  plan  recommended  by  Schmidt-Rimpler  ^  is  more  cumbersome. 
The  examining  object  is  made  fast  at  the  utmost  limit  of  its  recognition, 
and  a  prism  of  thirty  degrees  is  placed  before  the  eye.  The  patient  is  made 
to  open  the  other  eye  and  fix  with  it  as  well.  The  base  of  the  prism  is  held 
in  such  a  manner  that  the  picture  of  the  examining  object  falls  on  the  part 
which  is  said  to  be  blind.    As  the  fixation-point  is  seen  double,  the  simu- 


'  Deutsche  Medicinische  'Wochenschrift,  1892,  24, 
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lator  is  tempted  to  give  a  correct  ausvver  as  to  the  examining  object  at  the 
periphery  also.  The  presence  of  an  object  in  the  periphery  surrounded 
by  colors  is  proof  of  the  fraud. 

Uneducated  simulators  at  times  state  that  the  examining  object  cannot 
be  perceived  at  the  fixation-point,  whilst  it  can  be  recognized  in  other  merid- 
ians. This  they  do  even  when  no  other  symptoms  of  exhaustion  can  be 
determined.  The  relation  of  the  orientation  to  the  size  of  the  defect  found 
in  the  field  is  important.  If  there  is  a  narrow  field  of  vision,  and  the 
patient  can  move  about  without  hinderanee,  it  is  probable  that  there  is 
no  organic  lesion  present.  Proof  of  simulation  can  be  obtained  from  the 
relation  of  the  size  of  the  visual  field  to  central  acuteness  of  vision.  Often 
so  high  a  degree  of  loss  of  visual  acuteness  is  simulated  that  in  reading 
only  separate  letters  of  the  larger  prints  are  said  to  be  recognized.  If  this 
be  so,  the  least  trouble  found  when  the  case  is  examined  with  a  perimeter 
will  be  a  central  color-scotoma.  The  simulator,  knowing  nothing  about  the 
existence  of  such  a  condition,  will  almost  without  exception  not  complain 
of  such  a  symptom,  and  thus  will  be  detected. 

When  color-limits  are  studied  with  the  perimeter,  the  boundaries  for 
color  of  the  least  light  intensity  should  be  taken  first,  beginning  with 
green,  then  red,  and  lastly  blue.  During  the  examination  the  simulator 
should  not  be  asked  to  state  when  he  recognizes  the  color  of  the  exam- 
ining object,  but  should  always  be  requested  to  state  when  he  recognizes 
the  surface. 

In  regard  to  the  trustworthiness  of  the  statements  of  the  patients,  con- 
clusions may  be  drawn  from  the  gradual  loss  of  the  impression  of  color 
towards  the  periphery  and  the  assertions  as  to  change  in  the  tone  of  the 
color  of  the  examining  object.  Usually  the  patients  state  that  the  colors 
suddenly  appear  and  disappear. 
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Congenital  color-blindness,  or  the  congenital  defect  in  some  eyes 
of  confounding  certain  pronounced  colors,  has  probably  existed  as  long  as 
the  human  race.  But  the  first  recorded  case,  so  far  as  known  to  the 
authors,  dates  back  only  about  one  hundred  and  twenty  years.  This  is 
reported  by  Huddar  in  the  sixty-seventh  volume  of  the  Philosophical 
Transactions  of  1777,  and  is  that  of  a  shoemaker  named  Harris,  a  very 
intelligent  man,  who  could  not  distinguish  certain  colors,  and  who  could 
not  find  the  cherries  on  the  tree  because  they  appeared  to  him  of  the  same 
color  as  the  leaves.  This  case  is  referred  to  by  the  Abbe  Rozier  in  the 
thirteenth  volume  of  his  journal,  in  1779,  with  the  remark  that  the 
anomaly  in  question  was  not  so  rare,  as  was  shown  by  the  case  of  the 
painter  Calarean,  who  painted  in  his  own  portrait  red  close  to  green  without 
observing  it.  Rozier  must  have  had  a  clear  view  on  the  subject,  for  he 
states  that  there  are  people  to  whom  nature  appears  dichromic,  and  also 
people  to  Avhom  the  colors  seem  to  be  nothing  but  shades  or  "  degi'adations" 
of  white  or  gray.  The  next  best  known  case  in  the  last  century  is  that  of 
the  English  chemist  Dalton,  who  was  red-blind  and  probably  the  first  to 
study  his  color-sense  by  the  spectrum.  He  found  that  the  color-series 
from  red  to  'green  appeared  to  him  monochromatic  and  like  yellow,  whilst 
the  other  half  appeared  blue.  While  Dalton  was  thus  successful  in  study- 
ing his  color-perception,  he  was  less  so  in  looking  for  the  cause  of  his 
anomaly.  He  thought  it  was  not  only  probable  but  almost  beyond  doubt 
that  one  of  the  media  of  his  eye  was  colored,  most  likely  the  vitreous,  so 
that  the  green  and  red  rays  of  light  were  absorbed  there  before  reaching 
the  retina, — an  idea  which  even  John  Herschel  could  not  argue  him  out  of 
Dalton  insisted  upon  it,  and  directed  that  after  his  death  his  eyes  should 
be  examined.  This  was  done  by  his  physician,  Ransome,  who  found  the 
vitreous  of  a  pale  yellow  color  and  when  held  before  the  eye  without  influ- 
ence upon  the  color  of  red  or  green  objects. 
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The  first  who  entered  into  a  systematic  study  of  this  subject  was 
Seebcck.  He  not  only  collected  all  the  former  observations,  but  examined 
many  persons  himself  with  the  view  of  determining  the  frequency  of  this 
anomaly.'  He  used  colored  papers  and  glasses,  sometimes  even  prismatic 
diffraction  colors,  and  mentions  colored  worsteds,  rejecting  silk,  however, 
on  account  of  its  lustre.  He  clearly  points  out  that  no  scientific  value  can 
be  placed  on  the  naming  of  the  color,  but  that  the  method  of  matching  has 
to  be  employed.  He  knows  red-blindness  and  green-blindness  and  the  factor 
of  heredity,  but  blue-blindness  is  unknown  to  him.  Though  Seebeck 
covered  almost  the  whole  ground  as  far  as  the  theoretical  side  of  the  subject 
was  concerned,  still  the  practical  side  remained  untouched.  This  was  done 
first  by  George  Wilson  (1818-1859),  who  published  his  main  researches  in 
1853-55  in  different  papers  read  before  the  Royal  Scottish  Society  of  Arts, 
and  in  1855  in  book  form  under  the  title  "On  Railway  and  Ship  Signals 
in  Relation  to  Color-Blindness."  He  examined  over  a  thousand  persons, 
recognized  total  color-blindness,  recZ-blindness,  and  ^/-eeTi-blindness,  and 
first  proposed  to  make  the  position  of  a  certain  class  of  railroad  employees 
dependent  upon  the  possession  of  a  normal  color-sense.  He  also  employed 
worsteds  for  the  examination,  and,  to  shorten  the  latter,  proposed  to  let  the 
person  pick  out  only  the  red  and  green  colors. 

Wilson's  work  did  not  receive  the  attention  it  deserved,  probably 
mainly  because  at  that  time  the  ophthalmoscope  was  occupying  the  minds 
of  ophthalmologists  and  left  no  space  for  a  subject  in  which  that  wonderful 
instrument  could  be  of  no  avail.  Indeed,  it  seems  that  Wilson's  researches 
were  almost  entirely  forgotten  for  twenty  years,  when  Favre  in  France 
(1873)  and  later  Blaschko  and  Stilling  in  Germany  and  Cohen  in  Holland 
took  up  the  subject  anew. 

But  the  main  impetus  to  the  practical  side  of  this  question  was  given 
by  Holmgren,  who  in  1877  published  his  work  on  "Color-Blindness  and  its 
Relation  to  Railroads  and  the  Marine."  In  this  he  described,  without  any 
knowledge  of  Wilson's  work,  the  dangers  of  color-blindness,  and  proposed 
a  method  of  testing  Avith  skeins  of  wool,  which  is  still  most  used,  under 
the  name  of  Holmgren's  test,  and  will  be  given  later.  In  the  same  year 
Bonders  in  Holland  published  his  papers  on  the  quantitative  examination 
of  the  color-sense,^  and  two  years  later  Dr.  B.  Joy  Jeffries,  of  Boston,  fol- 
lowed with  his  well-known  work  "  Color-Blindness :  its  Dangers  and  its 
Detection"  (Boston,  2d  ed.,  1884),  which  has  done  a  great  deal  to  impress 
upon  the  American  people  the  importance  of  the  subject.  At  about  the 
same  time  (1879)  the  writer  of  tliis  article  called  the  attention  of  the  officers 
of  the  Pennsylvania  Railroad  to  tlie  researches  of  Holmgren,  with  the 
happy  result  that  in  1880  a  new  system  of  testing  for  color-blindness, 
vision,  and  hearing  was  introduced,  which  will  be  described  later.    At  the 


'  Poggendorf '8  Annnlen,  Bd.  xlii.,  1837. 
'  Graefo's  Archiv,  Bd.  xxiii.  4,  1877. 
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International  Medical  Congress  held  at  London  in  1881  an  international 
committee,  of  which  Bonders  was  the  president  and  upon  which  the  writer 
had  the  honor  of  being  placed  as  the  American  representative,  drew  up 
important  recommendations  for  the  examination  of  the  eyesight  of  mariners 
and  railway  servants.  They  emphasized  the  necessity  for  a  standard  of 
acuteness  of  vision  as  well  as  proof  of  color-sense.  In  November,  1880, 
the  Council  of  the  Ophthalmological  Society  of  the  United  Kingdom  had 
appointed  a  committee  to  consider  defects  of  sight  in  relation  to  public 
safety,  but  only  the  question  of  color-blindness  was  dealt  with  in  this  body, 
with  the  result  that  among  eighteen  thousand  and  eighty-eight  persons  at 
different  periods  of  life  and  in  various  social  positions  4.76  per  cent,  of 
males  and  0.4  per  cent,  of  females  were  found  to  be  color-blind  to  some 
extent.  Though  in  England  the  question  has  been  frequently  discussed 
since  that  time,  in  medical  journals  as  well  as  in  commercial  papers,  still  up 
to  the  present  time  there  have  been  no  government  regulations  issued  in 
that  country  with  regard  to  it.  But  to  this  subject  we  must  return  subse- 
quently. At  present  we  shall  close  our  historical  remarks  and  turn  to  the 
existing  condition  of  the  question. 

It  is  easy  enough  to  define  congenital  color-blindness  as  that  defect  of 
an  eye  through  which  it  is  unable  to  distinguish  between  certain  colors 
while  in  other  respects  the  eye  is  normal,  but  the  greatest  difficulty  at  once 
arises  when  we  undertake  to  classify  the  different  kinds.  For  the  different 
views  on  the  subject  of  color-perception,  especially  the  theory  of  Helmholtz 
and  that  of  Hering,  have  changed  not  only  the  nomenclature  but  even  the 
symptomatology,  so  that,  as  Geissler  ^  remarks,  it  would  be  almost  necessary 
for  the  unbiassed  student  to  treat  of  the  subject  side  by  side  in  two  different 
ways,  first  in  the  sense  of  TIelmholtz,  and  then  in  the  sense  of  Hering. 
We  shall  try  in  this  article  to  refrain  as  much  as  possible  from  theories  and 
hypotheses,  which  had  to  be  given  to  some  extent  in  the  article  on  Normal 
Color- Perception,  and  endeavor  to  keep  mainly  to  the  facts. 

The  principal  types  of  color-blindness  are  usually  described  under  the 
headings  of  total  and  j^artial  color-blindness.  These  will  now  be  described, 
and  then  a  few  words  added  about  reduced  color-sense  ;  but  it  must  be  re- 
membered that  we  treat  only  of  the  congenital  form  at  present,  while  the 
acquired  form  will  be  referred  to  later. 

Total  Color- Blindness,  or  Achromatopsia. — Little  difference  exists  be- 
tween the  authors  of  the  different  schools  in  the  description  of  the  manner 
in  which  the  colored  world  appeal's  to  individuals  of  this  class.  The  whole 
spectrum  appears  to  them  in  different  shades  of  gray,  witli  the  maximum  of 
brightness  in  the  yellow  or  the  green.  A  totally  color-blind  teacher,  whose 
case  Magnus  ^  reports,  compared  tlie  spectrum  to  a  delicately  executed  lead- 
pencil  drawing  which  from  the  sodium  line  became  gradually  darker  towards 


'  Die  Farbenblindhcit,  Leipzig,  1882,  p.  40. 

«  Centralblatt  fiir  Prakt.  Augenheilk.,  Bd.  iv.  S.  373,  1880. 
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botli  unshortened  ends.  Any  photographic  print  of  flowers  or  colored 
objects  will  indicate  the  appearance,  but  with  this  difference,  that  here  the 
blue  parts  appear  the  brightest.  This,  according  to  Hering,  would  mean 
that  all  the  chromatic  substances  had  disappeared,  only  the  wliite-black  one 
remaining.  With  regard  to  the  Young-Helmholtz  theory,  Foster  thinks 
that  such  cases,  well  authenticated,  would  be  almost  fatal  to  it ;  but,  as 
already  mentioned  in  the  article  on  Color-Perception,  it  is  even  easier  to 
comprehend  these  cases  by  this  theory  on  the  assumption  that  all  the  three 
photo-chemical  substances  have  become  alike,  as  is  amply  justified  by  the 
color-vision  of  the  extreme  periphery  of  our  retina.  Further,  such  cases" 
as  that  mentioned  'in  the  report  of  the  Committee  on  Color- Vision,'  in 
which  the  principal  sensation  was  green,  and  another  in  which  it  was  blue- 
violet,  can  then  be  easily  explained  by  assuming  that  all  color-sensitive 
terminals  are  provided  with  a  substance  very  similar  to  the  green-  or  the 
blue-sensitive  material  of  the  normal  eye.^  We  might  therefore  be  tempted 
to  add  a  class  of  monochromatics  to  that  of  achromatics ;  but,  as  all  these 
cases  are  very  rare,  and  therefore  not  of  much  practical  importance,  we  shall 
pass  to  the  second  class,  the  partially  color-blind. 

All  typical  cases  of  partial  color-blindness  are  characterized  by  the  spec- 
trum appearing  to  them  dichromatic  and  by  the  presence  in  it  of  a  neutral 
band, — i.e.,  of  a  spectral  region  that  looks  to  them  white  or  gray.  Accord- 
ing to  Helmholtz's  theory,  which  is  followed  by  Holmgren,  three  classes 
are  distinguished, — blue-blindness,  green-blindness,  and  red-blindness. 

Blue-blindness,  also  called  violet-blindness,  akyanopsia,  axanthopsia, 
according  to  the  Young-Helmholtz  theory  is  due  to  the  blue-sensitive  sub- 
stance having  become  equal  to  the  green-sensitive,  or  sometimes,  perhaps, 
to  the  red-sensitive  substance,  so  that  the  blue-blind  person  sees  only  red 
and  green.  Holmgren  had  such  a  case  of  uniocular  blue-blindness,  where 
the  red  half  of  the  spectrum  was  separated  from  the  green  part  by  a  neutral 
colorless  zone  in  the  yellow.  This  yellow  appeal's  to  such  persons  gray, 
because  yellow,  like  gray,  excites  all  the  cones  of  their  retina.  Hering  calls 
this  condition  yellow-blue-blindness,  which  according  to  his  hypothesis  is  due 
to  the  absence  of  the  yellow-blue  substance  in  the  retina.  Usually  the 
spectrum  is  considerably  shortened  at  the  blue  end,  which  was  also  found  to 
be  so  in  the  case  of  this  kind  examined  by  the  Committee  on  Color-Vision 
above  mentioned.  In  a  typical  case  of  this  class  we  find,  besides  the  symp- 
toms just  given,  that  blue  is  usually  confounded  with  green,  purple  with 
red,  orange  with  yellow,  and  violet  with  yellow-green  or  gray,  which  can 
easily  be  explained  by  the  Helmholtz  theory. 


'  Procoodings  of  the  Koyal  Society,  vol.  li.,  No.  311,  p.  287,  July,  1892. 

'  One  might  compare  the  asual  sensitive  plate  of  the  photographer  with  the  retina  of 
that  patient  of  Abney's  who  perceived  only  the  blue-violet  well,  because  that  plate  also  is 
most  sensitive  to  that  color ;  and  the  phototype  of  the  author's  color-stick  for  the  detection 
of  color-blindness,  shown  in  the  accompanying  illustratiou,  will  serve  to  show  how  the 
different  colors  would  appear  to  such  a  person. 
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Gh-een-blindness,  achloropsia,  aglauhopsia,  or,  according  to  Hering,  red- 
green-blindness  with  the  spectrum  not  shortened,  is  of  greater  practical 
importance  than  the  foregoing  types.  A  person  with  this  defect  confounds 
light  green  with  dark  red;  he  does  not  recognize  a  dark-green  letter  on 
black,  but  recognizes  well  a  red  one  on  the  same  background.  The  spec- 
trum is  not  shortened  at  either  end,  and  contains  only  two  colors  for  him, 
separated  by  a  more  or  less  marked  neutral  band,  as  the  colored  plate 
shows.  What  name  these  persons  give  the  colors  to  the  left  of  the  neutral 
zone,  the  "  warm  colors"  of  Donders,  whether  they  call  them  red,  green, 
or  yellow,  is  not  of  much  significance,  and  depends  upon  circumstances,  espe- 
cially the  degree  of  brightness,  but  usually  the  name  yellow  is  preferred. 
The  very  interesting  case  recorded  by  von  Hippel  of  uniocular  green-blind- 
ness without  shortening  of  the  spectrum  could  name  all  the  colors  of  the  spec- 
trum when-  he  saw  it  in  its  entire  length  ;  but  when  single  colors  alone  were 
shown,  while  the  rest  were  covered,  he  called  all  colors  from  the  extreme  red 
to  the  bluish  green  yellow,  and  from  there  everything  blue.  The  single  colors 
%oere  -perceived  only  as  different  shades  of  yellow  or  of  blue.  The  green-blind 
recognizes  blue,  and  sees  a  certain  green  like  red  and  gray,  so  that  if  he  is 
given  purple  to  match  he  will  match  it  with  bluish  green  or  gray.  The 
reason  of  this  is  that  purple  excites  two  color- sensations,  red  and  blue,  or 
in  his  eyes  all  the  sensations  which  make  up  gray ;  but  as  green,  according 
to  the  modified  Young-Helmholtz  theory,  affects  this  patient  in  the  same 
way  ^  a  weak  red,  it  is  clear  that  a  bluish  green  must  appear  to  him  like 
blue  plus  red,  and  therefore  equal  to  purple  or  gray.  The  accompanying 
diagram  will  make  this  still  clearer.    Here  the  red  and  the  green  curve  may 
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indicate  by  their  neighboring  position  that  the  green-sensitive  substance  in 
the  retina  has  become  equal  to  the  red-sensitive  material.  It  is  evident 
from  the  figure  that  at  G,  where  in  normal  eyes  green  would  be  per- 
ceived, all  the  substances  are  equally  stimulated,  just  as  gray  would  stimu- 
late them  ;  but  it  is  also  clear  that  the  jjurple  of  normal  eyes  would  find  its 
position  here,  as  it  stimulates  the  red  and  the  blue  sensation  equally.  We 
have  therefore  at  this  point  the  equation  :  Green  =  Gray  =  Purple.  Some 
of  the  most  frequent  confusions,  according  to  Preyer,  are  the  following : 
brown  with  dark  green,  red  with  green,  red  with  orange,  red  with  yellow, 
red-yellow  with  green-yellow,  bluish  green  with  purple. 

Red-blindness,  anerythropsia,  or,  according  to  Hering,  red-green-blind- 
ness with  shortened  spectrum,  is  cliaracterized  by  the  fact  that  three  impor- 
tant points — the  beginning  of  the  spectrum,  the  band  of  greatest  brightness, 
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and  the  neutral  zone  between  the  yellow  and  the  blue — are  transferred  farther 
towards  the  blue.  The  red-bliud  person  confounds  the  light-red  colors  with 
dark  green,  and  he  cannot  see  a  dark-red  square  on  a  black  ground.  His 
spectrum  consists  also  of  yellow  and  blue,  but  his  yellow  does  not  begin,  as 
in  the  former  class,  in  the  red,  but  only  in  the  orange.  This,  according  to 
the  Young- Helmholtz  theory,  would  mean  that  the  red-sensitive  substance 
has  become  equal  to  the  green-sensitive,  so  that  bluisli  green  excites  all  the 
terminals  of  his  retina,  producing  the  sensation  of  gray.  The  accompany- 
ing diagram  shows  this  at  a  glance.    Here  again  the  red  and  the  green 
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curve  indicate  by  their  position  that  the  red-sensitive  has  become  equal  to 
the  green-sensitive  substance.  The  point  where  the  two  substances  are 
equally  stimulated  is  at  GB,  therefore  farther  towards  the  blue  than  in  the 
case  of  green-blindness.  Here  is  situated  the  neutral  line,  indicating  that 
to  this  patient  a  bluish  green  must  ajopear  as  gray.  Red  at  R  stimulates 
very  slightly,  so  that  the  purple  of  the  normal  eye  must  look  to  the  patient 
like  blue.  It  will  be  interesting  in  this  connection  to  hear  from  Dr.  Pole, 
who  is  red-blind,  and  who  describes  his  case  very  carefully  in  a  long  article 
in  the  Philosophical  Transactions,  vol.  cxlix.,  1859,  from  which  we  give  the 
following  extract :  "  It  is  only  after  long  and  careful  investigation  that  I 
have  come  to  the  conclusion  that  my  sensations  of  color  are  limited  to  blue 
and  yellow.  But  before  I  found  this  out — that  is,  for  nearly  thirty  years  of 
my  life — I  firmly  believed  that  what  I  now  know  to  be  only  differences  in 
tone  of  one  or  other  of  these  were  different  colors,  and  hence  I  was  in  the 
habit  of  talking  of  red,  crimson,  scarlet,  green,  brown,  purple,  pink,  orange, 
etc.,  not,  of  course,  with  the  confidence  of  normal  eyes,  but  still  with  a  full 
belief  that  I  saw  tliem.  If,  therefore,  at  that  time  any  scientific  man  had 
examined  me,  I  should  have  given  him  a  description  of  my  case  which  I 
now,  after  more  careful  study,  know  would  have  been  entirely  wrong.  I 
should  have  told  him,  among  other  incorrect  statements,  that  I  saw  red 
objects  of  a  full  tone,  such  as  vermilion,  a  soldier's  coat,  etc.,  perfectly  M'ell, 
and  I  could,  if  necessary,  have  supported  my  assertion  by  naming  correctly 
a  great  variety  of  bodies  having  this  color,  which  indeed  I  am  in  tlie  habit 
of  doing  every  day."  Purple  to  such  a  patient  ajjpears  like  blue,  because 
he  cannot  see  the  red  in  it.  From  PreyerMve  will  give  now  the  most  fre- 
quent confusion-colors  for  the  red-blind  :  red  with  darlc  green,  yellow  with 
green,  green  with  bright  red,  bluish  green  with  gray,  orange  with  greenisli 
yellow  or  with  red,  orange  with  golden  yellow,  with  gra.ss  green,  or  with  red. 


>  Arch,  fur  Physiol.,  Rd.  i.  4,  5,  S.  299,  1868. 
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purple  with  blue.  Very  interesting  also  are  the  two  tables  given  by  Pfluger 
in  the  Archio  fur  Aiigeiiheilkunde,  Bd.  xi.  1,  S.  9,  1881,  in  which  he  shows 
by  means  of  the  revolving  disk  that  the  red-blind  requires  on  the  disk  a 
much  larger  surface  of  black  than  does  the  green-blind  to  produce  the 
sensation  of  the  same  gray,  as  is  also  demonstrated  by  the  fact  that  the 
neutral  gray  of  the  red-bliud  appears  to  the  normal  eye  darker  than  that 
of  the  green-blind. 

Reduced  Color-Sense,  Dyschromatopsia. — By  this  term  is  meant  that 
condition  of  an  individual  in  whicb  only  quantitative  disturbances  of 
color- perception  are  present.  Here  no  errors  are  committed  if  the  colored 
objects  are  of  sufficient  size  and  in  a  very  good  light ;  but  admixture  of 
white,  gray,  and  black  changes  the  character  of  the  main  color  much  more 
quickly  than  for  the  normal  eye.  This  is  quite  different  from  a  color-blind 
eye,  which  has  a  very  fine  power  of  distinction  for  the  colors  that  it  can 
recognize.  Holmgren  calls  incomplete  color-blind  those  persons  who  can- 
not recognize  the  ground  color  in  tones  strongly  mixed  with  white,  but  see 
in  them  principally  gray  or  brown.  We  also  find  other  persons  who  can- 
not well  distinguish  the  violet  rays  fi'om  the  blue,  or  who  call  violet  gray 
or  brown.  But,  as  they  recognize  all  the  other  spectral  colors,  we  must  put 
them  in  this  class.  As  a  strange  peculiarity  we  must  further  mention  that 
some  persons  who  recognize  all  the  spectral  colors,  even  if  they  are  carefully 
isolated,  who  see  no  neutral  band  in  the  spectrum  and  stand  the  test  with 
the  polariscope  (vide  postea),  do  not  pass  Holmgren's  test  No.  1.  They 
seem  to  stand  on  the  limit.  Perhaps  their  defect  is  to  be  explained  by  the 
fact  that  the  spectral  colors  are  much  purer,  while  those  of  the  worsteds 
are  frequently  very  mixed,  and  that  they  can  recognize  colors  well  if  pure, 
but  not  if  these  colors  contain  many  spectral  colors,  making  it  more  diffi- 
cult for  the  mind  to  pick  out  the  dominant  one.  Here  we  must  again  call 
attention  to  the  fact  mentioned  in  the  paper  on  Color-Perception,  that,  ac- 
cording to  Helmholtz,  persons  with  trichromatic  vision  do  not  always  show 
the  same  color-perception.  Even  the  two  eyes  of  the  same  observer  fre- 
quently show  small  differences  as  tested  by  his  leukoscope.  Helmholtz 
explains  these  differences  by  the  assumption  that  in  such  abnormal  trichro- 
matics  the  green-sensitive  substance  has  become  not  like,  but  somewhat 
similar  to,  the  red-sensitive  substance.  We  may  add  here  that  for  complete 
color-perception  the  brain-cells  are  just  as  necessary  as  the  photo-chemical 
substances.  It  might  occur  that  these  central  elements  do  not  perform  their 
fimction  well,  because  they  are  not  developed  and  educated  enough  ;  just 
as  we  find  is  the  case  with  the  cerebral  parts  connected  with  the  periphery 
of  our  retina,  where  the  faculty  of  distinguishing  colors  and  form  can  be 
developed  by  practice  to  some  extent.  We  can  understand  now  that 
there  may  be  such  a  condition  as  color-ignorance,  in  whicli  the  peripheral 
and  conducting  parts  are  perfectly  normal,  but  the  central  parts  are  not 
educated  enough  to  react  with  the  proper  name  for  the  peculiar  sensation. 
That  even  this  may  be  objectionable  for  certain  employments  is  evident; 
Vol.  II.— 21 
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and  how  far  this  iguoranco  may  go  sometimes  is  shown  by  the  following 
passage  from  tlie  Report  of  the  Committee  on  Color-Vision  :  "  The  possi- 
bility of  the  existence  of  real  color-ignorance  such  as  would  lead  to  a  non- 
recognition  of  the  true  color  of  a  signal  appeared  to  them  [the  committee] 
very  doubtful  until  they  had  taken  the  evidence  of  Staff-Surgeon  Preston, 
li.'N.,  for  it  was  hard  to  conceive  of  ignorance  which  would  lead  to  con- 
fusion in  naming  a  red,  a  green,  and  a  white  signal.  His  evidence,  how- 
ever, was  conclusive  of  its  existence  at  certain  recruiting  centres,  and  more 
especially  in  a  certain  class  of  recruits."  ^ 

With  the  examination  of  the  color-sense,  it  must  be  remembered,  we 
have  made  about  the  reverse  experience  of  that  for  acuity  of  vision. 
Taking  the  least  visual  angle  which  among  educated  people  has  been 
found  necessary  for  the  recognition  of  objects,  we  find  that  this  is  far  too 
large  for  the  inhabitants  of  mountain  villages  or  of  prairies.  There  we 
find  many  "  over-normal"  eyes, — which  of  course  is  a  misnomer, — whilst 
when  we  examine  the  color-sense  at  the  same  remote  places  whei-e  neither 
occupation  nor  dress  educates  the  mind  for  color-perception,  we  find  also 
many  who,  measured  by  the  complex  color-language  of  the  educated,  are 
subnormal.  But  here  it  must  be  remarked  that  color-ignorance  can  be 
cured  by  education,  while  trioe  congenital  color-blindness  is  incurable,  so  that 
a  person  who  shows  simple  color-ignorance  in  an  examination  may  be  justly 
re-examined. 

Relation  of  Congenital  Color-Blindness  to  Heredity  and  Sex. — There  can 
be  no  doubt  that  heredity  and  sex  play  an  important  part  in  the  occurrence 
of  color-blindness.  Total  color-blindness  occurs  almost  entirely  in  the 
male  sex,  and  frequently  several  brothei's  are  affected  with  the  same  ab- 
normality, as  in  the  instance  reported  by  De  Wecker.  Sometimes  nystag- 
mus and  amblyopia  are  present,  so  that  the  eyes  have  often  been  regarded 
as  abnormal  in  other  respects.  In  red-blindness  and  green-blindness  these 
relations  have  been  studied  best,  and  it  was  known  for  a  long  time  that  this 
anomaly  usually  passes  from  grandfather  to  gi'andson,  while  almost  without 
exception  the  daughter  of  the  color-blind  father,  and  frequently  even  the 
son,  remain  free  from  the  defect.  Thus,  Dr.  Pliny  Earle,  in  the  American 
Journal  of  the  Medical  Sciences  for  April,  1845,  commuuicates  the  case  of 
his  own  family,  in  which  during  four  generations  there  were  derived  from 
seventeen  marriages  thirty-two  male  descendants  with  eighteen  color-blind 
and  twenty-nine  female  descendants  with  two  color-blind.  The  fourth 
generation  was  divided  into  nine  families  of  twenty-one  male  members 
Avitli  nine  color-blind  and  twenty-two  female  members  with  two  color- 
blind. Once  it  occurred  that  neither  father  nor  grandfather  showed  the 
anomaly,  which,  however,  appeared  in  the  great-grandson.  Jeffries,  in  his 
book  on  Color-Blindness,  p.  58,  reports  from  Professor  Horner,  of  Zurich, 
the  case  of  an  ancestor  born  in  1642  from  whom  seven  generations  de- 


>  Loc.  cit.,  p.  800. 
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scended  with  fourteen  color-blind  male  descendants.  The  transmission  of 
the  anomaly  was  such  that  no  female  offspring  ever  suffered  from  it,  that 
with  one  exception  the  color-blind  fathers  had  sons  with  normal  color- 
vision,  and  finally  that  the  color-blind  male  members  had  normally  seeing 
mothers,  but  were  always  (except  the  one  son)  the  grandsons  of  color-blmd 
grandparents  upon  the  maternal  side.  It  seems,  further,  that  the  influence 
of  heredity  is  gradually  diminishing,  as  in  the  case  reported  by  Mauthner.^ 
The  transference  of  the  defect  to  female  members  of  a  family  is  rare,  but 
Cunier  ^  gives  an  observation  which  sliows  an  heredity  of  the  defect  from 
the  mother  to  the  daughters  in  jive  generations,  whilst  the  sons  remained 
free ;  altogether  twelve  color-blind  women,  who  could  not  distinguish  cherry- 
red  from  blue.  Five  of  these  descended  from  one  mother  ;  the  male  mem- 
bers of  the  family,  eight  in  number,  were  not  color-blind.  Interesting 
also  is  the  fact  that  brothers  show  usually  the  same  individual  character  of 
red-blindness  or  green-blindness. 

The  visual  acuity  with  the  color-blind  of  these  types  is  usually  very 
good,  though  of  course  errors  of  refraction  occur.  Nystagmus  does  not 
occur,  and  both  eyes  show  usually  the  same  kind  of  anomaly,  if  they  are 
both  color-blind  ;  at  least  there  is  no  case  on  record  where  the  one  eye  was 
red-blind  and  the  other  green-blind. 

Blue  or  yellow-blue  blindness  has  thus  far  not  been  shown  to  be  hered- 
itary, but,  as  Geissler  ^  remarks,  "  as  this  kind  of  anomaly  is  not  found  out 
so  easily,  and  as,  besides,  only  a  few  well-authenticated  cases  are  known,  the 
factor  of  heredity  cannot  be  excluded."  Uniocular  blue-blindness  was 
found  three  times  by  Holmgren.  This  anomaly  also  occurs  exclusively 
among  men. 

Here  the  fact  may  be  mentioned  that  Darwin,  Preyer,  Jeffries,  and 
Thomson  found  among  their  color-blind  cases  some  which  showed  a  very 
defective  power  of  distinguishing  different  tones,  but  this  we  must  regard 
perhaps  rather  as  au  accident ;  at  least  we  are  not  warranted  as  yet  in 
assuming  causal  connection. 

Acquired  Color- Blindness. — There  is  one  great  difference  between  con- 
genital and  acquired  color-blindness.  In  the  congenital  form  the  visual 
acuity  or  form-sense  is  almost  always  normal,  while  in  the  acquired  form  we 
can  almost  always  find  a  loss  of  form-sense  :  so  that  it  may  be  stated  that 
a  man  who  once  had  normal  color-sense  cannot  lose  it  without  sooner  or 
later  losing  more  or  less  of  his  form-sense.  We  shall  see  later  that  there 
are  a  few  exceptions  to  this  rule,  but  they  seem  all  to  depend  on  some  trouble 
in  the  cerebral  centres  for  color-perception.  As  in  acquired  color-blindness 
the  loss  of  color-sense  may  be  confined  either  to  the  central  parts  of  the 
retina,  as  in  central  color-scotoma,  or  to  peripheral  parts  of  the  visual 
field,  it  is  clear  that  testing  by  colored  worsteds,  as  in  Holmgren's  method, 

'  Vortrage  aus  dem  Gesammtgebiet  der  Augenheilkunde,  4.  Heft,  1879. 
'  Annales  d'Oculistique,  t.  i.  p.  417,  1838. 
'  Loc.  cit.,  p.  88. 
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will  not  suffice,  since  the  color  of  such  large  objects  may  still  be  recognized 
by  certain  healthy  areas  of  the  retina.  Other  tests  have  to  be  used,  which 
will  be  mentioned  hereafter.  Acquired  coloi'-blindness  is  frequently  found 
in  diseases  of  the  optic  nerve.  In  typical  cases  of  atrophy  the  following 
changes  are  observed  with  regard  to  color-perception.  First  tlie  perception 
of  green  is  disturbed,  it  appearing  yellowish,  later  grayish,  whilst  all  the 
other  colors  are  well  recognized  ;  soon,  however,  the  red  also  is  seen  grayish, 
so  that  in  orange  only  the  yellow  and  in  purple  only  the  blue  is  perceived. 
The  green-blindness  is  therefore  soon  followed  by  red-blindness,  and  so  it 
happens  that  red,  green,  and  yellow  are  confounded.  Violet  is  considered 
to  be  dark  blue.  Later  yellow  also  is  lost,  and  finally  blue  is  perceived  no 
longer  as  such.  These  changes  occur  first  in  the  peripheral  parts  of  the 
retina,  so  that  the  areas  in  which  the  respective  colors  should  be  recognized 
according  to  the  table  given  in  the  article  on  Normal  Color-Perception  are 
more  and  more  narrowed  down,  until  the  fovea  centralis  begins  also  to  be 
involved,  at  first  still  recognizing  the  colors  of  large  objects,  but  later 
losing  even  this  power  and  seeing  everything  grayish.  Central  scotomata 
for  colors  may  occur  alone,  as  in  various  affections  of  the  optic  nerve,  the 
chorioid,  and  the  retina,  but  the  most  frequent  form  is  that  which  occurs 
in  tobacco  amblyopia.  Here  is  observed  an  oval  area,  involving  more  or 
less  the  fovea  centralis  and  extending  as  far  as  the  optic  nerve,  in  which 
colors  are  not  recognized.  Such  a  patient  could  do  the  rough  work  of  a 
laborer,  but  would  be  unable  to  follow  the  occupation  of  a  clerk,  as  his 
reduced  visual  acuity  would  not  allow  him  to  see  fine  print.  He  could  still 
recognize  the  colors  of  large  objects,  like  skeins  of  wool,  but  would  be 
unable  to  see  the  color  of  a  distant  signal,  as  the  small  image  of  that  colored 
light  would  fall  only  on  his  color-blind  area.  Besides  these  chronic  nervous 
diseases,  acute  infectious  diseases,  like  typhoid  and  typhus  fever,  malaria, 
erysipelas,  etc.,  may  be  followed  by  defects  in  color-perception,  usually 
inducing  these  by  attacking  the  optic  nerve. 

There  are,  however,  a  few  cases  on  record  in  which  the  color-sense  is 
suddenly  disturbed  while  the  visual  acuity  remains  the  same  as  before. 
Here  belongs  a  case  carefully  studied  by  Steffan,' — that  of  a  man  sixty-two 
years  old,  who  after  an  apoplectic  attack  suddenly  lost  the  power  of  dis- 
tinguishing colors,  which,  as  a  color-printer,  he  had  formerly  been  able  to 
do  very  well.  His  vision  remained  perfect  otherwise,  and  his  color-defect 
in  both  eyes  was  most  pronounced  for  green.  Four  years  later  this  status 
was  the  same,  light-sense  and  fundus  oculi  remaining  perfectly  normal. 
Steffan  justly  remarks  that  this  case  is  probably  tlic  first  by  which  a 
separate  centre  for  color-vision  is  established,  and  he  explains  this  sudden 
loss  of  color-sense  in  both  eyes  by  an  apoplectic  focus  in  the  median  line 
affecting  the  color-centres  in  cadi  occipital  lobe.  This  case,  then,  is  one  of 
psychical  color-blindness,  and  falls  into  the  same  category  as  the  case  of 


'  Arch,  fur  Ophthal.,  I3d.  xxvii.  2,  S.  11,  1881. 
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temporary  general  psychical  blindness  lately  reported  by  Macewen  and  men- 
tioned by  Keen  in  his  article  on  Brain  Surgery  in  Harper's  Magazine  for 
August,  1893.  Very  important  also  are  those  cases  in  which  after  con- 
cussion of  the  brain  the  color-sense  becomes  affected  either  temporarily  or 
permanently.  Wilson,  for  example,  mentions  the  case  of  a  physician  who, 
after  a  fall  from  his  horse,  was  unable  to  distinguish  the  different  color- 
shades  of  flowers,  and  to  whom  the  stalk  and  the  leaves  of  a  rose-bush 
appeared  of  the  same  color  as  the  rose.  Other  more  or  less  temporary 
anomalies  of  color-vision,  as  in  hysterical  amblyopia  or  in  hypnotism,  seem 
also  to  depend  on  central  disturbances,  but  will  not  be  further  considered, 
as  they  are  of  no  practical  importance. 

Statistics  of  Congenital  Color-Blindness. — "We  must  accept  the  earlier 
statistics  about  defective  color-vision  with  great  reserve,  as  they  were  fre- 
quently obtained  by  inaccurate  methods  and  with  an  unconscious  tendency 
to  error  in  the  direction  of  excess.  The  following  table  gives  the  result  of 
trustworthy  observers,  who  worked  with  numbers  large  enough  to  exclude 
accidental  circumstances. 


Observer. 

Examined, 
Males. 

Color- 
Blind. 

Per 
Cent. 

Examined, 
Females. 

Color- 
Blind. 

Per 
Cent. 

32,165 

1,019 

3.16 

19,183 

802 

4.12 

14,764 

11 

0.073 

Committee  of  the  Ophthalmological 

14,846 

617 

4.16 

489 

2 

0.4 

4,000 

155 

3.8 

Dr.  Adele  Field  in  China*  .... 

600 

19 

3.16 

600 

1 

0.17 

In  two  Japanese  regiments '  .  .  .  . 

1,200 

41 

3.4 

Total  

71,994 

2,653 

3.69 

15,853 

14 

0.088 

This  table  points  clearly  to  the  prevalence  of  color-blindness  among  the 
male  population,  and  also  to  its  equal  occurrence  in  different  nationalities. 
Among  ten  thousand  men  there  are  about  three  hundred  and  sixty-nine  who 
are  more  or  less  color-blind,  while  among  ten  thousand  women  only  about 
nine  are  found  to  be  defective  in  color-perception.  With  regard  to  the  cause 
of  the  rare  occurrence  of  color-blindness  among  the  female  sex,  one  might 
think  of  the  early  education  of  the  female  mind  for  color.  But  although 
this  fact  may  account  to  some  extent  for  its  rarity,  and  cei-tainly  does  for 
the  absence  of  color-ignorance,  it  cannot  be  considered  a  sufficient  cause,  as 
we  have  too  many  examples  of  highly  educated  men,  like  Dr.  E.  Brodhun 
or  Dr.  Hochecker,  who  have  given  much  attention  to  their  color-perception 
and  undoubtedly  developed  it  to  the  highest  degree  possible  for  them,  but 
who  by  no  amount  of  color-education  can  be  made  to  distinguish  between 

1  Dr.  F.  H.  Bickerton,  in  Iteport  of  the  Committee,  p.  319. 

^  Report  of  the  Committee,  p.  290. 

'  Geisslcr,  Die  Farbenblindheit,  S.  97. 

*  Medical  and  Surgical  Keporter,  June  1,  1889,  p.  651. 
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certain  colors.  It  seems  to  be  more  probable  that  the  highly  developed 
color-sensitive  retina  and  brain  of  women  belong  to  the  development  of 
their  sex,  like  the  highly  developed  mammary  gland.  Slowly  indeed  this 
fine  feminine  color-sense  has  been  developed  for  thousands  of  years  by  the 
needs,  wants,  and  pleasures  of  the  feminine  life,  but  now  they  are  endowed 
with  this  result  of  long  development  at  birth  by  the  very  nature  of  their 
sex. 

Seat  of  Color-Blindness. — As  our  complete  nervous  apparatus  for  the 
perception  of  color  consists  essentially  of  three  parts, — the  retina  with  the 
chromo-sensitive  end-organs,  the  conducting  fibres,  and  the  cerebral  centres, 
in  the  latter  term  including  those  of  the  higher  and  lower  orders, — it  is 
evident  that  the  cause  of  color-blindness  might  lie  in  either  of  these  three 
organs.  The  question  now  arises,  Where  must  we  locate  the  defect  in  the 
different  forms  of  color-blindness?  With  regard  to  congenital  color-blind- 
ness, there  seems  to  be  no  doubt  that  the  fault  is  in  the  photo-chemical  sub- 
stances in  the  retina,  or  that  at  any  rate  the  defect  lies  in  front  of  the  chiasm, 
as  there  are  undoubted  cases  of  uniocular  color-blindness.  Reduced  color- 
sense  must  probably  be  also  attributed  to  abnormal  conditions  of  the  photo- 
chemical substances,  while  color-ignorance  of  course  has  its  cause  in  un- 
educated or  undeveloped  centres.  With  reference,  however,  to  acquired 
color-blindness,  we  find  that  any  or  all  of  three  factors  may  be  at  fault.  A 
lesion  in  the  retina,  a  defect  of  conducting  power  in  the  optic  fibres,  or  a 
pathological  change  in  the  cerebral  centres  for  color-vision  may  explain  a 
special  case.  But  it  is  a  strange  fact,  according  to  Leber,'  that  in  diseases 
of  the  retina  color-blindness  sets  in  only  when  the  pathological  process  has 
gone  on  to  secondaiy  atrophy  of  the  inner  retinal  layer  (the  layer  of  nerve- 
fibre)  and  of  the  papilla  nervi  optici.  Stilling  found  the  color-sense  intact 
in  chorio-retinitis,  glaucoma,  retinitis  albuminurica  and  apoplectica,  and 
hemorrhage  into  tlie  macula  lutea  in  chorioiditis.  This  fact,  that  retinal 
or  chorio-retinal  diseases  produce  reduced  vision  without  color-blindness, 
whilst  diseases  of  the  optic  nerve  produce  reduced  sight  with  more  or  less 
color-blindness,  seems  to  indicate  that  the  photo-chemical  substances  have  a 
greater  power  of  resistance  to  pathological  influences  than  the  axis-cylinders, 
and  that  the  former  become  much  affected  only  when  the  latter  begin  to  be 
diseased.  It  seems,  then,  that  acquired  color-blindness  is  more  apt  to  be 
due  to  lesion  of  the  optic  nerve  or  of  the  cerebral  centres.  If  due  to  lesion 
of  the  conducting  fibres,  it  is  plain  that  form-vision  must  be  disturbed  also, 
as  is  the  case  in  atrophy  of  the  optic  nerve,  etc.  But  if  the  lesion  (con- 
cussion, blood-clots,  tumor,  etc.)  is  in  the  cerebral  centres,  especially  of  the 
occipital  lobes,  then  with  the  color-sense  the  form-sense  may  or  may  not  be 
affected,  according  as  the  morbid  process  extends  to  one  or  both  centres,  as 
Steffan's  case  above  mentioned  demonstrates. 

Dangers  of  Color-Blindness. — We  have  already  spoken  of  the  mistakes 


'  Graefe  und  Samisch,  Bd.  ii.  S.  1037. 
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that  color-blind  people  are  apt  to  make;  but,  as  most  color-blind  men  are 
either  red-blind  or  green-blind,  and  as,  further,  white,  red,  and  green  are 
the  colors  of  the  signals  used,  we  give  here  a  little  table,  modified  from  the 
Report  of  the  Committee,  p.  291,  which  shows  at  a  glance  tlie  most  frequent 
mistakes  with  regard  to  these  signals. 


Color  of  Signal. 

To  a  Red-Blind 
Person  appears 

To  a  Green-Blind 
Person  appears 

Keel. 

Green  or  yellow.* 

Eed  or  yellow. 

Green:  the  dominant  color  of  signal  being  equal 
to  green  of  spectrum  well  to  the  red  side  of  the 
neutral  band. 

Grayish  green  or 
grayish  yellow. 

Grayish    red  or 
grayish  yellow. 

Green :  the  dominant  color  of  signal  being  equal 
to  green  of  spectrum  at  the  neutral  band  of  the 
green-blind. 

Whitish  green  or 
whitish  yellow.'' 

Whitish. 

Green  :  the  dominant  color  of  signal  being  equal 
to  green  of  spectrum  at  the  neutral  band  of  the 
red-blind. 

Whitish. 

Whitish  blue." 

Green :  the  dominant  color  of  signal  being  equal 
to  green  of  spectrum  well  to  the  blue  side  of  the 
neutral  band. 

Whitish  blue. 

Grayish  blue. 

White. 

White. 

White. 

Krom  this  table  it  is  clear  how  dangerous  to  the  travelling  public  a  red- 
blind  or  green-blind  man  would  be,  as  he  might  mistake  a  red  signal  for  a 
green  one,  or  a  green  signal  for  a  white  one,  or  vice  versa.  It  is  true  that 
in  a  testing-room  a  color-blind  might  recognize  the  colors  by  their  relative 
brightness  and  dilution  with  white,  for  which  these  color-blind  have  indeed 
a  very  fine  power  of  distinction.  For,  as  the  table  shows,  the  red  and 
different  green  signals  look  different,  for  example,  to  a  red-blind  man,  and 
this  power  of  distinction  by  their  relative  luminosity  has  been  confirmed 
by  the  Committee,  and  has  been  observed  frequently  by  the  writer,  who 
found  that  men  who  could  not  pass  Holmgren's  test  nevertheless  differ- 
entiated more  or  less  correctly  the  colors  of  the  lanterns  in  the  office  if  the 
light  was  not  diminished  at  the  same  time  by  some  means  or  other. 

It  might  be  supposed  that  if  the  colors  of  the  signals  could  be  rightly 
given  in  the  testing-room  they  would  be  equally  well  recognized  elsewhere. 
But  it  must  not  be  forgotten  that  the  atmospheric  conditions  of  the  testing- 
room  are  often  very  different  from  those  existing  outside.    For  the  color- 

'  The  table  of  the  Committee  says  green,  but  it  is  clear  from  the  former  exposition 
that  the  red-blind  may  think  the  red  green  or  yellow,  according  to  circumstances. 

'  Here  the  table  of  the  Committee  gives  a  grayish  blue,  which  is  seemingly  not  correct, 
as  the  green  of  that  position  in  the  spectrum  lies  in  the  red-blind  towards  the  red  side  of 
the  neutral  band,  as  their  own  colored  table  shows. 

'  Here  the  Committee's  table  gives  a  grayish  red,  which  cannot  be  correct,  as  the 
green  of  that  spectral  position  lies  beyond  the  neutral  band  of  the  green-blind  towards  the 
blue. 
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blind  depends  in  his  judgment  mostly  on  the  brightness  of  the  colors, 
which  factor  is  frequently  changed  by  a  misty  atmosphere  or  by  dirt  on  the 
cloth  or  the  glass,  and  under  such  conditions  he  may  easily  confound  the 
white  signal  of  safety  with  the  green  one  of  caution  or  even  with  the  red 
one  of  danger,  so  that  it  must  be  evident  that  any  judgment  of  the  color  of 
a  signal  which  depends  upon  its  brightness  would  be  fallacious.  In  this  con- 
nection it  may  be  interesting  to  mention  the  case  of  a  red-blind  man  who 
was  accustomed  to  take  his  standard  from  a  star  and  decide  upon  his 
signal  lights  by  comparison. 

Change  of  the  Colors  of  Signals. — One  might  argue  that  the  colors 
of  signals  should  be  changed,  as  a  greenish  color  well  towards  the  blue 
would  make  it  easier  for  the  color-blind  to  tell  it  from  red ;  but  even  then 
mistakes  would  occur,  especially  in  certain  conditions  of  foggy  weather,  when 
the  bluish-green  light  in  its  passage  through  the  mists  is  deprived  of  the 
blue  rays  in  greater  proportion  than  of  the  green  ones,^  so  that  then  the 
same  mistakes  would  happen  as  with  the  light  that  was  green  from  the 
start.  Blue  might  still  more  easily  overcome  the  difficulty  of  the  color- 
blind ;  but  that  cannot  be  done  for  practical  purposes.  For  a  blue  glass  as 
commonly  met  with,  which  means  one  that  transmits  many  red  rays  besides 
the  blue  ones,  allows  four  per  cent,  of  the  naked  light  behind  it  to  pass 
through  it,  while  by  a  glass  of  fairly  pure  blue  the  luminosity  would  be 
reduced  to  about  two  per  cent.  This  luminosity  in  foggy  weather  would 
be  reduced  to  nothing,  a  great  danger  in  our  times  of  high  speed  by  land 
and  water,  where  it  is  necessary  to  I'ecoguize  the  color  of  the  light  a  few 
thousand  feet  away.  A  yellow  signal  would  be  luminous  enough,  but  under 
certain  circumstances  would  appear  too  much  like  white.  Hence  no  good 
substitute  can  be  found  for  the  green,  which  transmits  from  ten  to  twenty 
per  cent,  of  the  luminosity  of  the  light  behind  it,  whilst  the  red  glass  also 
allows  about  ten  per  cent,  of  the  light  behind  it  to  pass  through.  Red, 
green,  and  white,  then,  seem  to  be  the  best  signal  colors  for  practical  pur- 
poses, and  cannot  be  replaced  by  others,  where  three  signals  must  be  used  ; 
so  that  as  the  colors  cannot  be  adapted  to  the  color-blind,  these  latter  ought 
not  to  be  admitted  to  positions  where  quick  and  accurate  distinction  between 
red,  green,  and  white  is  an  absolute  necessity.^ 

Accidents  Due  to  Color-Blindness. — Wilson  was  the  first  who  laid  stress 
upon  the  practical  importance  of  the  subject;  but  his  warning  was  un- 
heeded. Nobody  believed  that  accidents  could  be  due  to  color-blindness 
until  it  happened  on  the  night  of  November  15,  1875,  near  Lagerlunda  in 
Sweden,  that  two  express-trains  i-an  into  each  other,  whereby  many  persons 


*  Keport  of  the  Committee,  p.  305. 

^  It  may  be  interesting  in  this  connection  to  romaric  that  Cohn  (Archiv  fiir  Augen- 
heilkunde,  Bd.  viii.  3  and  4 ;  Bd.  ix.  1,  1878)  found  that  in  electric  light  the  color  of  the 
same  object  could  bo  recognized  from  two  to  four  times  as  far  with  red  and  from  one  and 
a  half  to  two  and  a  half  times  as  far  with  green  as  was  the  case  in  daylight,  a  fact  that  may 
perhaps  be  made  practical  use  of  in  the  near  future. 
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were  injured  and  one  passenger  and  eight  employees  of  the  road  were 
instantly  killed.  At  the  inquest  facts  were  developed  which  led  Holmgren 
to  believe  that  this  accident  was  caused  by  color-blindness.  From  that 
time  Holmgren  worked  with  indefatigable  energy  in  this  matter,  and  so 
successfully  that  since  the  beginning  of  1877  only  men  with  normal  color- 
vision  are  employed  in  the  railroad  service  of  Sweden.  But  this  is  by  no 
means  so  at  present  in  all  other  countries.  Even  in  Europe,  where  the 
government  has  more  power  in  such  matters  than  here,  the  regulations  are 
as  yet  by  no  means  perfect^  and  efficient,  except  in  Holland,. where  the 
arrangements  leave  nothing  to  be  desired.  In  Italy,  M'here  the  railways 
belong  to  tlie  state  but  are  worked  by  private  companies,  there  is  no  special 
law  for  the  examination  of  railway  servants  as  to  their  color-sense,  but  the 
employees  are  tested  by  Holmgren's  method  and  as  a  means  of  control  by 
Stilliug's  or  Pfliiger's  tables.  In  France  there  are  state  and  private  rail- 
roads. There  exists  no  uniform  law  about  examination  for  color-sense,  but 
Holmgren's  wools  are  usually  employed.  In  Germany,  where  nearly  all 
the  roads  belong  to  the  government,  the  examination  for  color-sense  is  pre- 
scribed by  law,  but  the  methods  differ  in  the  different  states.  In  Austria,  at 
least  in  the  state  railroads,  the  color-sense  is  looked  into,  and  the  examina- 
tion is  similar  to  Holmgren's.  In  England  up  to  the  present  time  there 
have  been  no  government  regulations  issued  to  enforce  an  examination  for 
color-blindness.  Each  company  adopts  or  neglects  precautions  as  it  pleases, 
and  the  tests  employed  are  generally  inefficient.  In  the  United  States  of 
America  only  three  States,  Ohio,  Massachusetts  (1881),  and  Alabama  (1887), 
have  passed  laws  ;  but  they  are  satisfactorily  carried  out  only  in  the  State  of 
Alabama.  There  are,  indeed,  in  other  States  of  this  country,  for  example, 
in  Pennsylvania,  private  companies  that  for  their  own  satisfaction  have 
instituted  a  color-examination,  but  the  great  majority  of  them  seem  still  to 
think  like  a  certain  railroad  company  in  Georgia,  which,  on  an  inquiry  as  to 
their  examination  for  color-sense,  reported  in  1893,  "  The  State  laws  of 
Georgia  do  not  require  the  railroad  companies  to  examine  their  employees 
as  to  color-blindness  ;  hence  we  do  not  require  it  of  them." 

And  yet  there  can  be  no  doubt  that  every  color-blind  person  who  is 
employed  on  a  ship  or  a  railway  must  in  certain  positions  be  a  source  of 
danger  to  the  public.  To  get  a  better  idea  of  the  danger  to  which  the  public 
is  exposed  in  this  respect,  the  reader  must  be  reminded  that  in  the  year  1892 
there  were  employed  by  the  different  railroad  companies  of  the  United  States 
no  fewer  than  821,415  men,  wliile  the  number  of  miles  covered  amounted 
to  171,563.52.  Taking  3.69  as  the  percentage  of  color-blindness  among 
men,  we  should  get  the  enormous  number  of  30,310  color-blind  men. 
Though  of  course  not  all  of  these  have  to  do  with  the  recognition  of  colored 
signals,  and  though  many  thousand  miles  have  been  protected  by  a  test  for 


1  Report  of  the  Council  of  the  British  Medical  Association  on  the  Efficient  Control 
of  Railway  Servants'  Eyesight,  March,  1892. 
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color-vision,  nevertheless  there  must  be  still  thousands  of  color-blind  rail- 
road employees  who  are  a  serious  danger  to  the  public.  That  many  acci- 
dents have  been  caused  by  their  mistakes  seems  very  probable,  though  it 
must  be  admitted  that  it  would  be  more  difficult  to  ascribe  them  conclusively 
to  defective  color-vision  than  it  was  in  the  loss  of  the  Isaac  Bell,  in  1875, 
reported  in  the  Annual  Report  of  the  Supervising  Inspector-General  of 
Steamboats  to  the  Secretaiy  of  the  Treasury,  Washington,  1880.  It  reads 
as  follows  :  "On  the  night  of  the  5th  of  July,  1875,  there  was  a  collision 
near  Norfolk,  Virginia,  between  the  steam-tug  Lumberman  and  the  steam- 
ship Isaac  Bell,  the  former  vessel  bound  to,  and  the  latter  from,  Norfolk. 
The  accident  occurred  about  nine  p.m.  on  an  ordinary  clear  night,  under 
circumstances  which  until  recently  seemed  more  or  less  mysterious.  The 
master  of  the  steamer  and  all  his  officers  made  oath  that  at  the  time  signals 
were  made  to  the  tug  the  latter  was  from  one  to  two  points  on  the  steamer's 
starboard  bow,  and  consequently  the  steamer's  green  light  only  was  visible 
to  the  approaching  tug.  Yet  the  master  of  the  tug,  whose  statement  was 
unsupported  by  any  other  testimony,  asserted  that  the  steamer's  red  light 
was  exhibited,  and  signalled  accordingly.  The  discrepancy  in  the  statement 
was  so  great  that  many  persons  uncharitably  charged  the  master  of  the  tug 
Avith  being  intoxicated,  although  no  evidence  was  offered  in  support  of  the 
charge.  By  this  accident  ten  persons  lost  their  lives.  Upon  a  visual  ex- 
amination of  this  officer  under  the  rules  during  the  past  summer,  and  during 
which  time  there  had  been  no  question  as  to  sight  by  the  Sergeant  of  the 
Marine  Hospital  at  Norfolk,  he  was  found  to  be  color-blind,  two  examina- 
tions having  been  accorded  him,  with  an  interval  of  ten  days  between 
them."  Two  more  cases  are  given  in  the  evidence  of  Dr.  T.  H.  Bickerton 
before  the  Committee  on  Color-Vision.  There  can  be,  then,  no  longer  any 
doubt  that  the  color-blind  must  be  excluded  from  such  positions,  as  their 
defect  is  incurable  and  the  colors  of  the  signals  cannot  be  changed.  The 
only  question  now  is.  How  can  they  be  quickly  detected  ?  What  test  shall 
be  employed  ? 

Tests  for  Color- Blindness. — More  than  forty  different  methods  are  in 
existence  for  testing  color-vision,  to  describe  which  fully  would  be  impos- 
sible in  the  space  allotted  to  this  article,  so  that  only  the  most  important 
ones  will  be  mentioned  here.  First,  however,  it  must  be  remarked  that,  no 
matter  what  test  is  employed,  but  one  eye  at  a  time  should  be  examined, 
because  even  if  only  one  eye  is  defective  the  person  should  be  rejected,  as 
from  dust,  foreign  bodies  on  the  cornea,  or  other  causes  in  the  normal  eye 
he  may  be  obliged  to  close  it  at  the  very  moment  when  the  recognition  of 
the  color  is  necessary. 

Naming  of  Colors. — This  test  is  a  bad  one,  and  by  no  means  conclusive, 
as  on  the  one  hand  the  congenital  color-blind  may  be  able  to  name  the  colors 
used  in  the  examination,  having  t<aught  himself  to  give  the  usual  names  to 
the  different  shades,  as  was  before  mentionefl,  especially  in  the  case  of  Pole, 
and  as  on  the  other  hand  many  a  normal-eyed  person  may  not  succeed  in  giving 
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the  proper  names  to  puzzliug  tints  from  sheer  confusion  or  ignorance.  This 
test,  though  still  used, — for  example,  by  the  Board  of  Trade  in  London  at 
least  up  to  1892,— is  of  no  value  for  the  detection  of  congenital  color- 
blindness, though  it  is  of  use  in  acquired  color-blindness,  where  the  patient 
formerly  had  the  full  knowledge  of  colors,  and  where  this  method  must  be 
employed  not  only  for  direct  vision,  but  also  to  obtain  the  field  of  vision 
for  the  different  colors.  As  a  test  for  color-ignorance,  further,  it  is  very 
good,  especially  if  the  puzzling  shades  are  avoided.  Such  a  test  to  exclude 
color-ignorance  is  necessary,  especially  in  navigation,  where  it  is  often  requi- 
site that  the  lookout-man  should  without  a  moment's  delay  pass  to  the 
officer  in  charge  the  name  of  the  color  of  a  light ;  because  hesitation,  whether 
caused  by  real  color-ignorance  or  by  want  of  knowledge  of  the  proper  word 
(from  being  a  foreigner),  might  involve  serious  disaster.  Such  color-igno- 
rant people  ought  to  be  excluded  until  they  have  so  perfected  their  educa- 
tion that  they  can  name  the  important  colors  without  hesitation. 

Matching  of  Colors. — All  the  other  tests  to  be  named  now  depend  upon 
the  principle  of  matching  a  given  color  with  another  one  to  be  selected  from 
a  greater  number  by  the  person  examined.  Here  the  naming  is  avoided, 
and  the  examiner  can  draw  conclusions  about  the  color-sense  of  the  examinee 
by  the  colors  taken  to  match  the  first.  Most  of  these  tests  use  colored  pig- 
ments in  reflected  or  transmitted  light,  some  use  specti'al  colors,  and  some 
the  subjective  colors  of  successive  or  simultaneous  contrast. 

.  Wool  Test  of  Holmgren. — This  method  has  been  recommended  by  the 
Committee  on  Color-Vision  as,  in  their  opinion,  the  "  simplest  efficient  test." 
This  test,  or  a  modification  of  it,  is  certainly  moi'e  used  than  any  other. 
One  important  point,  however,  must  be  stated  here.  A  color,  as  explained 
in  the  article  on  Color-Perception,  has  three  constants,  which  together  deter- 
mine it  unambiguously  :  1,  hue  ;  2,  purity,  tint,  or  saturation  ;  and,  3,  bright- 
ness or  shade  ;  and  matching  it  exactly  with  another  color  would  for  a  normal 
eye  require  this  latter  to  have  these  three  constants  also  the  same.  Now, 
the  color-blind  person  mistakes  the  hues,  but  still  looks  for  the  same  purity 
and  brightness  as  in  the  test-skein.  This  would  require,  however,  an  im- 
mense number  of  wools,  in  order  that  the  confounded  hues  should  be  present 
in  the  proper  admixture  with  white  and  the  corresponding  brightness  to  be 
of  perfect  equality  for  the  color-blind  eye.  Equality,  therefore,  being  im- 
possible, similarity  only  can  be  insisted  upon.  "  As  long,  however,  as  there 
is  only  similarity,  it  is  very  difficult  to  agree  whether  the  difference  is  one 
of  hue,  or  of  saturation  or  brightness."  ^  This  must  be  conceded ;  but 
though  a  perfect  scientific  diagnosis  cannot  be  obtained  in  that  way,  but  by 
other  methods  to  be  given  later,  for  practical  purposes  this  method  is  per- 
fectly sufficient,  as  it  certainly  shows  that  the  color-blind  person  confounds 
colors  in  a  way  that  would  render  his  employment  in  certain  occupations  a 
danger  to  the  public.    Besides,  this  method  is  even  more  convincing,  as  it 
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is  witli  pigment  colors  that  he  has  to  do  in  his  signals.  Holmgren  fre- 
quently calls  attention  to  the  point  that  to  get  resemblance  in  color  must  be 
the  main  endeavor  of  the  examinee,  and  that  he  must  pick  out  all  those 
wools  that  are  somewhat  lighter  or  darker,  but  of  the  same  color,  etc. 

One  other  point  must  be  mentioned  here.  There  can  be  no  doubt  that 
the  wools  are  apt  to  deteriorate  with  use,  not  only  by  the  constant  handling, 
but  also  to  some  extent  by  the  light.  They  must,  therefore,  be  renewed 
from  time  to  time.  But  special  care  must  be  taken  to  have  the  test-skeins 
always  of  the  proper  character  as  to  hue,  purity,  and  brightness.  The 
Committee  recommends  that  sealed  patterns  of  all  three  test-colors  should 
be  kept  by  some  central  authority,  and  that  eveiy  set  of  test-wools  should 
be  officially  passed  as  fulfilling  the  necessary  conditions  as  to  these  three 
standard  colors,  and  also  as  to  the  sufficiency  and  variety  of  confusion-colors. 
Captain  Abney  has  referred  the  standard  test-colors  as  approved  by  Holm- 
gren to  the  spectrum,  as  follows :  "  The  first  standard  is  a  light-green  color, 
which  can  be  matched  with  a  green  in  the  spectrum  (-1  =  566  fi/j)  when  forty 
per  cent,  of  white  is  added.  The  second  standard  skein  is  light  purjile  or  pink, 
and  its  complementary  color  is  a  green  in  the  spectrum  of  A  =  510  fi/x.  The 
color  is  diluted  with  about  forty  per  cent,  of  white.  The  third  test-skein 
has  a  color  corresponding  with  a  red  of  the  spectrum  (A  =  633  nu)  diluted 
with  eighteen  per  cent,  of  white."  Thus  the  three  standard  test-colors  are 
fixed  once  for  all,  and  can  always  be  found  again  when  by  an  accident  the 
standard  sealed  pattern  skeins  shall  have  been  lost.  We  will  give  now 
Holmgren's  method  of  examination  and  diagnosis  in  his  own  words. 

"methods  of  EXAMINATION  AND  DIAGNOSIS. 

"  The  Berlin  wools  are  placed  in  a  heap  on  a  large  table,  covered  by  a 
white  cloth,  and  in  broad  daylight.  A  skein  of  the  test-color  is  taken  from 
the  pile  and  laid  far  enough  away  from  the  others  not  to  be  confounded 
with  them  during  the  examination.  The  person  examined  is  requested  to 
select  other  skeins  from  the  pile  nearly  resembling  it  in  color,  and  to  place 
them  by  the  side  of  the  sample.  At  the  outset  it  is  necessary  that  he  should 
thoroughly  understand  that  he  is  required  to  search  the  heap  for  the  skeins 
which  make  an  impression  on  his  chromatic  sense,  and  quite  independently 
of  any  name  he  may  give  the  color  similar  to  that  made  by  the  test-skein. 
The  examiner  should  explain  that  resemblance  in  every  respect  is  not  neces- 
sary ;  that  there  are  no  two  specimens  exactly  alike ;  that  the  only  question 
is  the  resemblance  of  the  color,  and  that,  consequently,  he  must  endeavor  to 
find  something  similar  in  shade,  something  lighter  and  darker  of  the  same 
color,  etc.  If  the  person  examined  cannot  succeed  in  understanding  this  by 
a  verbal  explanation,  resort  must  be  had  to  action.  Tiie  examiner  should 
himself  pick  out  the  skeins,  thereby  showing  in  a  practical  manner  what  is 
meant  by  a  shade,  and  then  restore  the  whole  to  the  pile,  except  the  sample 
skein.  As  it  would  require  too  much  time  to  examine  every  individual  in 
^this  way,  it  is  advisable,  when  examining  large  numbera,  to  instruct  them 
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all  at  once,  and  to  ask  them  to  observe  attentively  the  examination  of  those 
preceding  them,  so  as  to  become  more  familiar  themselves  with  the  process. 
This  saves  time,  and  there  is  no  loss  of  security,  for  no  one  with  a  defective 
chromatic  sense  will  be  able  to  find  the  correct  skeins  in  the  pile  the  more 
easily  from  having  a  moment  before  seen  others  looking  for  and  arranging 
them.  He  will  make  the  same  characteristic  mistakes;  but  the  normal 
observer,  on  the  other  hand,  will  generally  accomplish  his  task  much  better 
and  more  quickly  after  having  seen  how  it  has  to  be  done. 

"  The  well-known  colored  plate  of  Holmgren  is  for  the  purpose  of 
assisting  the  examiner  in  the  choice  of  his  colors,  and  to  help  him  to  decide 
the  character  of  the  color-blindness  from  the  mistakes  made.  The  colors 
in  the  plates  are  of  two  characters : 

"  1.  The  colors  for  samples  (test-colors) ;  that  is,  those  which  the  ex- 
aminer presents  to  the  persons  examined  ;  and, 

"  2.  The  '  confusion-colors  that  is  to  say,  those  which  the  color-blind 
will  select  as  matches  with  the  sample. 

"  The  first  are  shown  on  the  plate  as  horizontal  bands,  and  are  dis- 
tinguished by  Roman  numerals ;  the  second  are  shown  as  vertical  bands, 
under  the  test-colors,  and  are  distinguished  by  Arabic  figures, 

"  The  colored  table  is  not  intended  to  be  used  as  a  test ;  it  is  simply  to 
assist  the  examiner  in  his  choice  of  correct  test-colors,  and  to  help  him  to 
diagnose  the  special  form  of  color-blindness. 

".As  to  the  similarity  between  the  confusion-colors  of  the  plate  and  the 
wools  which  the  color-blind  take  from  the  heap,  reliance  must  be  placed 
simply  on  the  hue,  and  not  on  their  brightness  or  degree  of  color  saturation. 
In  all  cases  where  we  have  to  vary  from  this  rule  we  must  hold  to  the 
relative  rather  than  the  absolute  saturation.  The  confusion-colors  sliown 
in  the  plate  are  only  to  illustrate  the  mistakes  which  the  color-blind  will 
make,  and  for  this  purpose  they  serve  perfectly.  Having  made  this  ex- 
planation, we  can  pass  directly  to  the  test  itself  The  following  are  the 
directions  for  conducting  it,  and  for  making  a  diagnosis  from  the  results : 

"  Test  I. — The  green  test-skein  is  presented.  This  sample  should  be 
the  palest  shade  (the  lightest)  of  very  pure  green,  which  is  neither  a  yellow- 
green  nor  a  blue-green  to  the  normal  eye,  but  fairly  intermediate  between 
the  two,  or  at  least  not  verging  upon  yellowish  green. 

"  Ride. — The  examination  must  continue  until  the  examinee  has  placed 
near  the  test-skein  all  the  other  skeins  of  the  same  color,  or  else,  with  these 
or  separately,  one  or  more  skeins  of  the  class  of  'confusion-colors'  (1-5),  or 
until  he  has  sufficiently  proved  by  his  manner  that  he  can  easily  and  un- 
erringly distinguish  the  confusion  of  colors,  or  gives  unmistakable  proof  of 
a  difficulty  in  accomplishing  it. 

"  Diagnosis. — An  examinee  who  places  with  the  test-skein  '  confusion- 
colors'  (1-5) — that  is  to  say,  finds  that  it  resembles  the  '  test-color' — is  color- 
blind, whilst  if  he  evinces  a  manifest  disposition  to  do  so,  though  he  does 
not  absolutely  do  so,  he  has  a  feeble  chromatic  sense. 
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"  Remark. — We  might  have  taken  more  than  five  colors  for  '  confusion  ;' 
bnt  we  must  remember  that  we  are  not  taking  into  consideration  every  kind 
of  defective  color-sense,  but  only  those  which  are  important  in  connection 
with  railways. 

"  As  to  No.  1,  which  represents  a  gray,  we  would  remark  that  too  much 
stress  must  not  be  laid  on  its  luminosity,  or  any  slight  difference  in  its  hue 
from  the  gray  skeins  which  the  examinee  puts  with  the  sample. 

"If  it  is  only  required  to  determine  whether  a  person  is  color-blind  or 
not,  no  further  test  is  necessary ;  but  if  we  want  to  know  the  kind  and 
degree  of  his  color-blindness,  then  we  must  proceed  with  the  next  test. 

"  Test  II. — A  purple  skein  is  shown  to  the  examinee.  The  color  should 
be  midway  between  the  lightest  and  darkest.  It  will  only  approach  that 
given  in  II  of  Plate  II.,  as  the  color  of  the  M'OoI  is  much  more  brilliant  and 
saturated,  and  bluer. 

"  Rule. — The  trial  must  be  continued  until  the  examinee  has  placed  all 
or  the  greater  part  of  the  skeins  of  the  same  shade  near  the  sample,  or  else, 
simultaneously  or  separately,  one  or  more  skeins  of  the  '  confusion-colors' 
(6-9).  If  he  confuses  the  colors  he  will  select  either  the  light  or  deep  shades 
of  blue  and  violet,  especially  the  deep  (6  and  7),  or  the  light  or  deep  shades 
of  one  kind  of  green  or  gray  inclining  to  blue  (8  and  9). 

"  Diagnosis. — 1.  A  person  who  is  proven  color-blind  by  the  first  test, 
and  who  in  the  second  test  selects  only  purple  skeins,  is  incompletely  color- 
blind. 

"  2.  If  in  the  second  test  he  selects  with  the  purples  blue  and  violet,  or 
one  of  them,  he  is  completely  red-blind. 

"  3.  If  in  the  second  test  he  selects  with  purple  only  green  and  gray,  or 
one  of  them,  he  is  comjjletely  green-blind. 

"  Remark. — The  red-blind  never  selects  the  colors  taken  by  the  green- 
blind,  and  vice  versa.  The  green-blind  will  often  place  a  violet  or  blue 
skein  by  the  side  of  the  green,  but  it  will  then  only  be  the  brightest  of 
these  colors.    This  does  not  affect  the  diagnosis. 

"  The  fact  that,  in  this  test,  many  green-blind  select,  besides  gray  and 
green  or  one  of  these  colors,  also  bright  blue,  has  led  to  misunderstanding. 
Some  have  concluded  from  this  that  red-  and  green-blindness  may  exist 
together  in  the  same  individual ;  others  have  thought  that  these  two  kinds 
of  color-blindness  are  not  readily  distinguished  by  this  method.  The  firet 
conclusion  is  not  correct.  The  two  kinds  of  color-blindness  have  great 
similarity,  but  differ  in  innumerable  slight  variations.  They  are  to  be  con- 
sidered as  two  sharply  defined  classes. 

"The  second  conclusion  can  arise  only  from  not  understanding  and  not 
using  the  method  correctly.  Tlie  especial  purpose  of  this  method  must  be 
kept  constantly  in  view, — viz.,  to  find  out  the  characteristics  of  the  defects 
in  color-perception  of  those  examined.  The  characteristic  of  green-blind- 
ness is  the  confusion  of  purple  with  gray  or  green,  or  both.  This  con- 
fusion is  the  point  to  be  determined  ;  everything  else  may  be  neglected.  A 
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complete  color-blind,  who  confuses  purple  with  gray  or  green  (bluish  green), 
or  with  both,  is  green-blind,  do  lohat  else  he  may.  This  is  the  rule  ;  and 
the  careful  and  observant  examiner  who  understands  the  application  of  the 
test  will  at  once  distinguish  it.  It  is,  indeed,  often  possible,  in  marked 
cases  of  incomplete  color-blindness,  to  decide  to  which  class  it  belongs  by 
the  way  the  examinee  acts  with  his  hands.  We  do  not  mean  by  this  that 
the  diagnosis  is  always  very  easy.  Practice  and  knowledge  are  necessary. 
As  there  is  a  long  series  of  incomplete  color-blindness  between  normal 
vision  on  the  one  hand  and  complete  color-blindness  on  the  other,  there 
must  naturally  be  a  boi'der-line  where  differences  of  the  two  kinds  of 
color-blindness  cease  to  be  recognized. 

"  The  examination  may  end  with  this  test,  and  the  diagnosis  be  con- 
sidered as  perfectly  settled.  It  is  not  even  necessary,  practically,  to  decide 
whether  the  color-blindness  is  red  or  green.  But  to  more  thoroughly  con- 
vince railway  employees  and  others,  who  are  not  specialists,  of  the  reality 
of  the  color-blindness,  the  examination  may  be  completed  by  one  or  more 
tests.  It  is  not  necessary  to  the  diagnosis,  and  serves  only  as  a  confirmation 
of  it. 

*'  Test  III. — The  red  skein  is  presented  to  the  examinee.  It  is  neces- 
sary to  have  a  vivid  red  color,  like  the  red  flag  used  as  signals  on  railways. 
The  color  should  be  that  of  lib  of  the  plate,  rather  towards  yellowish  red. 

"  Rule. — This  test,  which  is  applied  to  those  completely  color-blind, 
should  be  continued  until  the  person  examined  has  placed  beside  the  test- 
skein  all  the  skeins  belonging  to  this  hue  or  the  greater  part,  or  else  one  or 
more  '  confusion-colors'  (10  to  13).  The  red-blind  chooses,  besides  the  red, 
green  and  shades  of  brown,  which  (10  to  11)  to  the  normal  sense  seem 
darker  than  red.  On  the  other  hand,  the  green-blind  selects  shades  of  these 
colors  which  appear  lighter  than  red  (12  to  13). 

*'  Remark. — Every  case  of  comparatively  complete  color-blindness  does 
not  always  make  the  precise  mistakes  we  have  just  mentioned.  These  ex- 
ceptions are  either  instances  of  persons  who  are  not  quite  completely  color- 
blind, or  of  completely  color-blind  persons  who  have  been  practised  in  the 
colors  of  signals,  and  who  endeavor  not  to  be  discovered.  They  usually 
confound  at  least  green  and  brown ;  but  even  this  does  not  always  happen. 

"  Monochromatic  Vision. — The  absence  of  all  except  one  color- sensation 
will  be  recognized  by  the  confusion  of  every  hue  having  the  same  intensity 
of  light. 

"  Violet-blindness  will  be  recognized  by  a  genuine  confusion  of  purple, 
red,  and  orange  in  the  second  test.  The  diagnosis  should  be  made  with 
discrimination.  The  first  test  often  shows  blue  to  be  a  '  confusion-color.' 
This  may  in  certain  cases  be  the  sign  of  violet-blindness,  but  not  always. 
We  have  not  thought  it  advisable  to  recognize  defects  of  this  kind,  and 
only  the  marked  cases,  tliat  other  tests  establish  as  violet  color-blindness, 
should  be  reckoned  in  the  statistics." 

That  Holmgren's  test,  if  carefully  carried  out,  is  a  very  efficient  one 
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there  can  be  no  doubt.  But  that  it  takes  some  time  will  be  admitted  by  all 
who  have  used  it,  aud  also  that  such  testing  requires,  as  the  Committee' 
says,  "  careful  training,  and  is  not  to  be  learnt  except  by  practice ;  for  it 
requires  not  only  a  registration  of  the  absolute  mistakes,  but  also  a  ready 
observation  of  the  manner  in  which  the  candidate  acts  whilst  under  exam- 
ination." In  short,  a  medical  man  is  needed,  as  is  also  demanded  for  this 
test  by  the  Council  of  the  British  Medical  Association  mentioned  above, — 
a  medical  man  with  special  knowledge  about  the  physics  of  light  and  the 
physiology  and  pathology  of  color-perception,  who  is  not  very  frequent, 
and  whose  services  for  large  bodies  of  men  would  be  a  heavy  financial  bur- 
den. These  points  were  clearly  brought  to  the  mind  of  the  writer  when  in 
1880  the  officers  of  the  Pennsylvania  Railroad  invited  him  to  give  advice  and 
assistance  to  them  in  their  examination  of  the  employees  as  to  sight,  color- 
sense,  and  hearing.  Here  the  number  of  men  to  be  examined  was  about 
forty  thousand,  scattered  over  more  than  five  thousand  miles  of  track,  with 
about  twelve  thousand  men  actually  dependent  upon  colored  signals  for  their 
guidance,  whilst  the  number  of  ophthalmic  surgeons  was  limited,  and  not 
sufficient  to  make  these  examinations  in  any  reasonable  time.  This  idea  was 
therefore  given  up,  as  well  as  the  thought  of  training  a  sufficient  number 
of  the  company's  surgeons  to  perfoi'm  this  special  task  with  fairness  to  the 
men  and  safety  to  the  company.  A  system  was  needed  that  could  be 
applied  locally  on  each  division,  quietly,  and  at  the  convenience  of  the 
men  without  compelling  them  to  lose  much  time.  It  had  to  be  of  so 
simple  a  nature  that  the  facts  could  be  collected  by  non-professional  persons 
and  could  be  so  clearly  presented  to  the  division  superintendent  and  to  the 
surgical  expert  as  to  enable  a  perfectly  correct  decision  to  be  made  in  every 
case.  These  and  other  considerations  of  weight  led  the  writer  to  the  inven- 
tion of  an  instrument  for  the  examination  of  the  color-sense  which  could 
be  efficiently  used  by  any  intelligent,  instructed  official,  and  a  record  of 
which  could  be  permanently  kept  for  the  information  of  the  officers,  aud 
as  a  guide  for  the  action  of  any  surgical  expert  whom  the  company  might 
appoint  to  superintend  the  entire  system.  Holmgren's  method  of  matching 
colored  worsteds  is  adhered  to,  and  the  test-colors  to  be  matched  are  green, 
rose,  and  red.  Hence  there  is  no  departure  from  Holmgren's  principle,  the 
only  novelty  being  to  reduce  the  number  of  colors  to  those  similar  to  the 
test-colors  and  to  those  usually  chosen  by  the  color-blind,  and  so  to  identify 
them  as  to  enable  an  absent  expert  or  superintendent  to  know  jjrccisely 
what  colors  had  been  selected  to  mat(;h  the  test-colors.  The  instrument 
was  first  described  in  the  Transactions  of  the  American  Ophthalmological 
Society  for  1880,  aud  later  in  several  other  journals.  The  description  of  it 
as  given  by  the  writer  at  the  sixteenth  annual  meeting  of  the  American 
Ophthalmological  Society  is  as  follows.  The  instrument  consists  of  two 
flat  sticks  about  two  feet  in  length  and  one  inch  in  width,  fastened  by  a 
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hinge  at  one  end  and  connected  by  a  button  at  the  other.  Between  these, 
and  concealed  from  view,  are  forty  white  buttons,  having  the  figures  from 
1  to  40  clearly  engraved  on  them,  attached  to  the  stick  by  small  wire 
hooks,  which  loill  pei-m  it  of  their  easy  removal  or  change  of  position.  To  the 
eyes  of  these  buttons  are  attached  forty  skeins  of  colored  wool. 

In  obedience  to  Holmgren,  the  test-skeins  are  three  :  1,  light  green,  A  ; 
2,  rose  or  purple,  B ;  and  3,  red,  C.  These  skeins  are  shown  to  the  per- 
sons examined  in  turns,  and  they  are  directed  to  select  from  the  stick  the 
colors  which  will  match  them. 

On  the  stick  the  colors  are  arranged  alternately  to  match  the  tests,  and 
to  be  of  those  confusion-tints  which  experience  shows  to  be  most  commonly 
selected  by  the  color-blind.  The  first  twenty  tints,  set  a,  are  therefore 
green  and  gray  and  tan-colored  confusion-tints,  and  this  part  suffices  for 
detecting  any  color-blindness. 

From  21  to  30,  set  b,  the  tints  are  alternately  rose  and  blue,  and  from 
31  to  40,  set  c,  the  tints  are  red,  and  its  confusion -colors  brown  or  sage, 
etc.  It  is  arranged,  however,  that  the  real  tints  commence  with  figure  1 
and  range  onward  by  the  odd  figures,  while  the  confusion-tints  are  desig- 
nated by  the  even  figures,  so  that  when  the  entire  examination  is  concluded 
— in  a  case  of  normal  sight — only  odd  figures  should  appear  recorded  on 
the  blank,  whilst  if  a  fault  has  been  made  by  a  color-blind  person  it  will  be 
revealed  by  the  even  numbers.  In  the  green  test  the  appearance  on  the 
blank  of  numbers  beyond  20  would  be  more  than  suspicious,  with  the  rose 
anything  below  21  or  above  30,  and  with  the  red  any  number  below  31. 
It  Avill  be  seen  that  any  superintendent  or  supervising  expert  could  thus  be 
sure  of  the  presence  or  absence  of  color-blindness  by  remembering  the 
simple  theory  of  the  arrangement  and  scanning  the  blank  on  which  the 
numbers  of  the  tints  selected  had  been  recorded. 

The  first  twenty  tints  are  green  and  its  confusion -tints,  but  the  color- 
blind has  the  whole  forty  to  choose  from,  and  does  frequently  select  reds  at 
the  end  of  the  series,  and  thus  proclaim  his  defect.  Again,  of  these  confu- 
sion-tints, five  are  gray  and  five  are  shades  of  brown,  and  we  may  thus  guess 
at  red-  or  green-blindness  by  the  first  mistakes  of  the  color-blind, — the 
green-blind  preferring  the  grays,  and  the  red-blind  selecting  the  browns. 
The  positions  of  the  skeins  in  each  set  can  be  readily  changed  at  pleasure 
on  the  stick. 

In  the  rose-test,  between  21  and  30,  the  green-blind  frequently  select 
greens  in  the  first  series,  and  thus  show  their  defect. 

The  examination  for  color-blindness  by  this  instrument  is  conducted  for 
the  Pennsylvania  Railroad  Company  by  the  agents  of  the  division  superin- 
tendents according  to  the  following  instructions  : 

Place  the  test-skein  J.  at  a  distance  of  not  less  than  three  feet,  and, 
without  naming  the  color,  direct  the  person  examined  to  name  the  color, 
and  to  select  from  the  first  twenty  tints,  or  set  (a),  of  the  yarns  on  the  stick, 
ten  tints  of  the  same  color  as  skein  A,  stating  that  they  do  not  match,  but 
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are  different  shades  of  the  same  color.  Record  the  number  of  tints  so 
selected.  Do  the  same  with  skeins  B  and  C,  using  for  B  the  tints  from  21 
to  30,  and  for  C  the  tints  from  31  to  40.  If  the  odd  numbers  are  selected 
readily,  the  examination  may  be  gone  over  very  quickly. 

When  color-blindness  is  detected,  any  one  of  the  even  numbers  or  "  con- 
fusion-colors" may  be  used  as  a  test-skein,  and  the  man  may  be  directed  to 
name  the  color  and  to  select  similar  tints,  when  he  will  most  probably  choose 
odd  numbers,  which  should  be  recorded,  stating  the  number  on  the  stick  of 
the  "  confusion-color"  used  for  a  test,  and  then  giving  the  numbers  chosen 
to  match  it. 

Then  a  soiled  white  flag  should  be  shown,  and  the  man  be  directed 
to  name  it,  give  its  proper  value  as  a  signal,  and  select  tints  to  match  it, 
which  should  be  recorded ;  next  a  green  and  finally  a  red  flag  are  used 
likewise. 

All  the  particulars  are  to  be  recorded  as  the  examination  proceeds,  not 
leaving  them  to  memory.  Use  the  numbers  in  recording.  Note  whether 
the  selection  is  prompt  or  hesitating  by  a  distinct  mark  after  the  proper 
word  on  the  blank  form.  When  the  deficient  color-sense  is  discovered,  and 
variations  in  the  mode  of  testing  are  made  by  the  examiner  or  examinee, 
they  should  be  noted  under  remarks,  or  on  a  separate  sheet  to  be  referred  to, 
if  the  blank  has  not  room  enough. 

This  plan  has  worked  to  the  entire  satisfaction  of  the  company.  An 
important  feature  of  it  is  that  it  allo^vs  an  intelligent  layman  to  test  the 
men,  and  so  to  sift  out  those  that  are  suspicious  according  to  the  numbers 
on  the  blank.  These  reports  are  then  sent  to  the  surgical  expert  of  the 
road,  at  whose  request  the  color-defective  person  also  would  be  ordered  to 
report  for  a  final  professional  examination.  Thus  on  the  road  the  laymen 
merely  collect  data,  which  do  not  decide  the  question,  but  lead  to  the  exam- 
ination by  an  expert ;  and  the  men  are  provided  with  a  place  for  an  appeal 
and  a  protection  from  all  errors  of  the  examination  or  mistakes  of  their 
own  the  result  of  trepidation  or  misunderstanding.  This  is  a  point  highly 
valued  by  the  men  of  the  road  themselves,  as  the  followuig  words  show, 
written  by  Grand  Chief  Conductor  C.  S.  Wheaton,  of  Cedar  Rapids,  Iowa, 
in  1887  :  "The  Pennsylvania  system  permits  of  appeal,  while  that  in  Ala- 
bama does  not.  A  greater  latitude  is  allowed  on  part  of  the  Pa.  R.  R. ; 
they  give  an  employee  an  opportunity  to  thoroughly  test  himself;  while  in 
Alabama  they  do  not.  I  look  upon  the  Pennsylvania  system  as  the  most 
fair  to  the  employee,  and  still  affording  the  company  and  its  patrons  the  best 
possible  protection."  From  records  of  the  examination  of  the  first  two 
thousand  men  by  non-professional  but  intelligent  employees,  it  is  evident 
that  all  color-blind  persons  must  liave  been  detected,  since  about  4.2  per 
cent,  are  clearly  so  defective  from  their  separate  reports.  Later  a  smaller 
percentage  was  found, — among  twenty-five  thousand  one  hundred  and  fifty- 
eight  men,  only  four  Iiinidrcd  and  eighty-one,  or  about  2  per  cent., — ap- 
parently because  the  men  had  begun  to  ask  themselves  about  their  color- 
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sense,  and,  when  defective,  left  the  service  before  detection,  that  they  might 
obtain  employment  on  other  roads  where  no  examinations  were  required. 
This  also  refers  to  the  new  men,  who  would  not  apply  when  they  became 
aware  of  something  wrong  with  their  color-sense. 

In  1887  the  same  system  was  adopted  by  the  Philadelphia  and  Eeading 
Railroad,  with  about  fifteen  thousand  employees  on  two  thousand  two 
hundred  miles  of  track,  after  a  serious  conflict  ^between  the  officers  and  the 
men,  which  was  settled  to  the  satisfaction  of  both  by  the  mediation  of  the 
writer.  Among  the  first  four  thousand  five  hundred  and  fifty-three  men 
examined  there  were  3.5  per  cent,  found  to  be  color-blind.  This  test  was 
also  used  in  England  by  the  Midland  Railway,  the  London  and  South- 
western, and  by  many  roads  of  this  country,  as  has  been  shown  lately  by 
the  writer  in  the  Medical  Neios  for  August  18, 1894,  in  an  article  "A  New 
Wool  Test  for  the  Detection  of  Color-Blindness,"  from  which  we  shall  now 
cite.  How  many  roads  have  adopted  Thomson's  color-stick  is  shown  by 
the  replies  received  in  response  to  a  circular  recently  sent  to  one  hundred 
of  the  most  important  railroad  corporations  of  this  country,  controlling 
129,970  miles,  asking  if  examinations  were  made  as  to  color-blindness. 
Thus  it  was  found  that 


Miles. 

Twenty-four  using  Dr.  Thomson's  test  controlled   38,786 

Eleven  using  other  methods  controlled  15,679 

Thirty-one  making  no  test  controlled   29,428 

Thirty-four  making  no  reply  controlled   46,077 


The  Pennsylvania  Railroad  system  has  accomplished  much  good,  but 
there  is  yet  more  to  be  done  to  bring  all  the  roads  in  the  country  under  the 
protection  of  some  efficient  method  of  testing,  to  secure  both  the  roads  and 
the  public  against  loss  of  life  and  property  from  these  well-known  defects 
of  their  employees.  The  total  mileage  of  the  country  is  180,955,  and  there 
are  nearly  1,000,000  employees. 

Great  progress  has  been  made,  since,  at  this  time  (1896)  the  total 
number  of  corporations  which  have  adopted  this  system,  and  have  used 
the  "  color-stick"  and  the  new  wool  test  for  the  detection  of  color-defects, 
is  estimated  at  seventy-eight,  having  under  control  a  total  mileage  of 
106,395  miles. 

The  protection  of  over  100,000  miles  of  track  by  one  system  is  an 
efficient  answer  to  the  charge  from  England,  where  the  total  trackage  is 
but  19,288  miles,  that  nothing  had  been  done  in  the  United  States  beyond 
the  passing  of  a  law  in  the  State  of  Alabama  on  this  subject.  It  is  also 
a  great  credit  to  the  directors  and  officers  of  those  roads,  who  have  volun- 
tarily brought  about  this  reform  without  any  pressure  from  legislation. 

In  order  to  show  how  the  Pennsylvania  Railroad  Company  keeps  its 
records  of  these  examinations,  we  submit  the  following  fac-simile  of  an 
actual  blank : 
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WEST  JEESET  EAILROAD  COMPANY. 

Camden,  January  19,  1883. 
Examination  of  sight  and  hearing  of  James  A.  Morris,  aged  twenty-two,  employed 
as  locomotive  fireman,  applicant  for 


ACUTENESS  OF  VISION. 

The  number  of  the  series 
seen  at  twenty  feet  distant. 

^                                    RANGE  OF  VISION. 

Least  number  of  inches  at 
which  type  D— 0.6  in  test- 
type  pamphlet  can  be  read. 

Eight  eye, 
4^  inches. 

Left  eye, 
4J  inches. 

Right  eye. 
Left  eye. 

20-30 
20-20 

FIELD  OF  VISION. 

Good  or  defective  

Good. 

Color-senHe. 

TeBt-.skein 
submitted. 

Name 
given. 

Numbers  selected  to  match. 

A — Green. 
B— Eose. 
C— Eed. 

Green. 

Eed. 

Eed. 

3,  26,  24,  7,  11,  22,  15,  5,  1,  17,  28,  9,  19,  30,  13. 
37,  33,  29,  12,  39,  31,  21,  35,  25,  27,  23. 
37,  33,  31,  35,  23. 

Second  Color-Test. 

Third  Color-Test. 

Number 

Name 

Numbers 

Flag 

Name  and 

Numbers 

shown. 

given. 

selected. 

shown. 

use  given. 

selected. 

Soiled 

Safety, 

24 

Green. 

26,  22. 

White. 

White. 

2,  4,  6. 

39 

Yellow 

Could  find 

Soiled 

Caution, 

red. 

no  match. 

Green. 

Green. 

36,  38. 

Soiled 

Danger, 

30 

Blue. 

26. 

Eed. 

Eed. 

37,  33,  31. 

Selection  prompt  or  hesitating. 
Prompt. 


Hearing. 


Right  Ear. 

Left  Ear. 

Watch. 

Conversation. 

Watch. 

Conversation. 

8  feet. 

20  feet. 

8  feet. 

20  feet. 

Remarks. 

Escaping  steam  prevented  watch-test. 

J.  J.  Burleigh,  Examiner. 
Acuteness,  right  eye  defective.    Range,  good.    Field,  good.    Color-sense,  defective. 
Hearing,  see  remarks. 

Jos.  Crawford,  Superintendent. 

Note. — Those  approved,  marked  "  Appd." 

Those  not  approved,  marked  "  Not  Appd." 


DETECTION  OF  COLOE-BLINDNESS. 


341 


As  the  result  of  much  experience,  and  after  a  recent  study  of  the  entire 
subject,  I  would  suggest  some  improvements  that  will  enable  a  new  test  to 
be  used  in  connection  with  the  color-stick  or  as  a  substitute  for  it.  The 
color-skeins  of  tliis  new  arrangement  have  been  most  carefully  selected,  and 
a  standard  set  will  be  kept,  so  that  renewals  may  be  made  of  the  entire  set 
or  of  those  skeins  that  may  become  faded,  soiled,  or  lost.  The  new  set 
consists  of  a  large  green  and  a  large  rose  test-sk-ein,  and  forty  small  skeins, 
each  marked  with  a  bangle  having  a  concealed  number,  extending  from  1  to 
40,  placed  in  a  double  box,  so  an-anged  as  to  keep  the  two  series  apart  and 
to  permit  each  to  be  exposed  upon  a  table  in  a  confused  mass.  The  stick  is 
dispensed  with,  as  giving  too  fixed  an  arrangement  to  the  skeins  and  not 
enough  confusion,  although  the  skeins  could  be  readily  removed  from  their 
hooks  and  changed  in  position  for  this  purpose. 

The  large  green  skein  being  placed  near  by,  the  small  skeins  from  1  to 
20  are  exposed  in  good  daylight,  and  the  employee  under  examination  is 
directed  to  select  ten  shades  of  the  same  color  as  the  test-skein.  One  with 
normal  vision  mil  choose  promptly  and  with  ease  the  ten  greens  with  odd 
numbers  on  the  bangles.  A  color-blind  person  will  hesitate,  and  his  selec- 
tions will  contain  some  even  numbers,  and  the  confusion-colors  will  be 
shades  of  brown,  etc.,  containing  some  red,  or  shades  of  gray,  and  will 
indicate  the  color-defect.  These  figures  are  to  be  recorded  on  a  blank,  and 
the  twenty  skeins  are  to  be  removed.  The  large  rose  skein  is  then  used, 
and  the  examination  repeated  in  like  manner  with  skeins  numbered  from  21 
to  40,  and  the  result  recorded.  The  confusion-skeins,  which  have  even 
numbers,  are  blue,  green,  and  gray.  From  the  selections  made  by  the 
man  found  color-defective  by  the  green-test,  we  are  able  to  decide  the  char- 
acter of  his  color-blindness.  Those  selecting  blues  are  red-blind ;  those 
taking  greens  and  grays  are  green-blind,  according  to  the  nomenclature 
of  Holmgren.  There  are  ten  roses  and  ten  confusion-colors  in  the  second 
series. 

The  red  test  skein  of  the  stick,  with  its  confusion-colors,  is  omitted 
entirely,  and  the  test  is  made  to  conform  more  strictly  with  Holmgren's 
method,  while  tlie  examiner  is  also  provided  with  forty  questions  of  decisive 
clearness.  Greater  scientific  accuracy  is  obtained  by  this  method,  and  with 
the  careful  selection  of  these  confusion-colors  I  now  regard  this  system  as 
an  improvement  upon  the  stick,  and  as  a  safer  and  more  simple  method  to 
be  used  by  a  non-professional  examiner.  The  blank  will  also  give  to  the 
division  superintendent  or  to  any  supervising  surgical  expert  a  more  simple 
i-eport  of  the  examination.  The  yarns  are  to  be  kept  from  the  light  in  the 
double  box,  one  side  of  which  is  colored  green  and  the  other  rose,  to  aid  the 
examiner  in  keeping  the  series  separate  and  to  save  time.  The  test  will  be 
a  valuable  addition  to  those  to  be  used  by  surgical  experts.  This  test  is 
known  as  the  New  Wool  Test,  and  will  be  used  by  the  Pennsylvania 
Railroad  Company  in  conjunction  with  the  color-stick  test. 

Doubtful  cases  are  tested  again  by  Holmgren's  wools  and  other  tests. 
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Another  modification  of  Holmgren's  test  is  Dr.  Jeaffreson's  test-disk, 
which  is  thus  described  by  the  Committee :  ^ 

"  Dr.  Jeaffreson's  test-apparatus  consists  of  a  rotating  celluloid  disk, 
about  a  foot  in  diameter,  upon  which  skeins  of  wools  ai'c  arranged  radially 
at  the  outer  edge.  All  of  the  disk,  except  a  small  aperture,  is  covered. 
By  means  of  a  button  attached  to  its  centre,  the  disk  can  be  turned  until 
any  color  is  brought  opposite  to  that  stindard  test-color  which  is  seen  in 
the  upper  aperture.  The  test-skeins  are  the  three  Holmgren  test-colore, 
and  a  yellow,  blue,  and  purple.  The  apparatus  is  mounted  on  a  frame,  so 
that  it  can  be  hung  upon  the  wall. 

"  In  using  the  test  the  usual  course  is  to  point  out  to  the  person  under 
examination  the  pale-green  wool  in  the  upper  aperture,  and  request  him  to 
turn  the  button  until  he  brings  several  skeins  of  what  appear  to  him  to  be 
the  same  color  on  the  disk  opposite  to  the  one  he  has  to  match,  "When  the 
examination  with  this  color  is  completed,  the  pink  skein  is  proceeded  with 
in  the  same  manner,  and  this  is  followed  by  the  other  t€st-colors,  if  con- 
sidered necessary,  following  it,  if  desired,  with  from  one  to  twenty  con- 
fusion-colors. The  colors  on  the  disk  which  are  chosen  can  be  registered 
by  numbers  for  future  reference,  or  for  comparison  with  the  results  of  a 
second  examination,  where,  in  case  of  disputes,  it  is  called  for." 

A  new  series  of  Berlin  wools  for  an  accurate  detection  of  subnormal 
color-perception  was  brought  forward  by  Dr.  C.  A.  Oliver^  in  1886.  He 
objects  to  all  fixed  arrangements,  and  makes  his  set  consist  of  three  series  of 
colors.  First,  five  principal  test-skeins,  pure  green,  red,  blue,  yellow,  and 
rose,  all  of  equal  intensity.  Second,  a  series  of  twenty  small  pure  match- 
skeins  of  either  a  pure  tint  or  a  pure  shade  of  one  of  the  larger  skeins. 
Each  skein  has  a  small  black  metallic  bangle,  containing  intaglio  lettering, 
fastened  to  it,  which  indicates  the  tint  or  the  shade  of  one  of  the  princi])al 
tests.  Third,  a  series  of  seventy-two  small  confusion  match-skeins.  This 
set  may  also  be  used  by  any  educated  layman,  as  each  test-skein  has  its 
color-value  expressed  upon  it.  It  is  certainly  a  good  test,  on  account  of 
the  careful  choice  of  the  colors  and  their  scientific  arrangement.  At  the 
meeting  of  the  American  Ophthalmological  Society  in  1893  Dr.  Oliver 
simplified  his  method  still  more  by  dispensing  with  all  but  the  five  prin- 
cipal test-skeius,  five  pure  match-skeins,  and  eighteen  confusion-skeins  of 
relative  equal  intensity  to  the  pure  match-skeins,  so  that  he  now  employs 
only  twenty-eight  wools.  The  patient  is  asked  to  pick  out  the  three 
nearest  matches  to  each  of  the  test-skeins. 

The  color-table  by  Dr.  A.  Daae,  of  Norway,  is  based  upon  the  principle 
of  Holmgren.  It  contains  ten  horizontal  lines  of  seven  little  squares  of 
colored  wools  each.  Only  in  two  lines  (No.  8  and  No.  10)  are  all  the 
colors  alike,  being  different  shades  of  green  and  red.    All  the  other  lines 


'  Loc.  cit.,  p.  392. 

'  Triinsuctions  of  the  American  Oplithalinologicnl  Society,  1886. 
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contain  different  colors.  If  any  of  these  other  lines  seem  to  consist  of 
shades  of  the  same  color  to  any  person,  he  is  color-blind,  the  different  lines 
indicating  the  different  kinds  of  color-blindness.  This  table  is  very  con- 
venient ;  but  in  most  cases  a  confirmatory  examination  by  some  other  test 
will  be  reqnired. 

There  are  many  other  modifications  of  Holmgren's  method,  as  the 
color- tables  of  Reuss,  the  embroidery  patterns  of  Cohn,  the  colored  cylin- 
ders of  Badal,  the  yarn-covered  spools  of  Schenke,  and  the  rolls  of  pseudo- 
isochroraatic  wools  of  Donders ;  but  we  must  pass  them  over  and  turn  to 
the  examination  by  colored  pigments,  which  are  much  lauded  by  Cohn  and 
Mauthner,  the  latter  of  whom  remarks  that  one  of  his  color-blind  patients 
could  distinguish  red  worsteds  by  the  difference  of  their  surface,  whilst  the 
same  person  with  these  pigments,  enclosed  as  they  are  in  little  glass  bottles, 
did  not  have  the  same  clues,  and  so  betrayed  himself.  Mauthner  has 
thirty-three  little  bottles  filled  with  different  pigments,  some  with  one  pig- 
ment only,  some  with  two  pigments,  pseudo-isochroniatic,  but  so  chosen  that 
they  apjiear  of  different  colors  to  the  normal  but  of  the  same  color  to  the 
color-blind  eye,  and  some  vials  finally  with  such  pigments,  anisochromatic, 
as  must  appear  different  to  normal  and  to  color-blind  eyes.  The  examina- 
tion is  proceeded  with  in  the  same  way  as  with  the  wools,  but  the  bottles 
must  always  be  held  so  that  as  little  light  as  possible  is  reflected  from 
the  glass,  since  otherwise  this  light  mingles  with  that  from  the  pigments 
and  disturbs  the  test. 

Colored  lanterns  have  also  been  used  by  Holmgren  and  others,  one  with 
red  and  one  with  green  glasses.  There  are  three  shades  of  each  color  that 
can  be  turned  around  the  flame.  This  method  is  not  so  conclusive  as 
other  tests,  for  reasons  already  given,  but  is  useful  to  convince  the  color- 
blind or  the  officers  of  a  railroad  of  the  actual  presence  and  danger  of  the 
defect.  A  similar  lantern-test  is  used  by  Dr.  Emmet  Welsh,  who  in  his 
present  examination  of  the  employees  of  the  Grand  Rapids  and  Indiana 
Railroad  uses  also  Holmgren's  test  and  the  writer's  color-stick,  and  thus 
far  has  found  among  six  hundred  and  seventy  men  twenty-six  color-blind, 
or  3.88  per  cent. 

Stilling  has  constructed  chromo-lithographic  tables  which  depend  upon 
the  fact  that  the  color-blind  are  not  able  to  distinguish  two  colors  quite 
different  to  the  normal  observer  if  these  lie  on  the  same  side  of  the  neutral 
band  in  his  dichromatic  spectrum  and  have  the  same  brightness.  His  Table 
2,  for  example,  consists  of  red  letters  on  a  brown  ground,  which  cannot  be 
deciphered  by  a  red-blind  person.  They  are,  however,  open  to  the  objec- 
tion that  if  the  two  colors  do  not  happen  to  suit  the  patient's  individual 
peculiarity  the  letters  will  be  still  recognized  by  him. 

While  the  methods  above  mentioned  allow  only  of  the  determination 
of  the  color-perception  qualitatively,  there  are  other  tests  by  which  the 
color-sense  can  be  tested  quantitatively.  Of  these  we  shall  mention  two  or 
three.    The  first  is  that  by  Donders,  first  described  in  Graefe's  Archiv, 
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xxiii.  4,  p.  282,  1877.  For  reflected  dayliglit  he  uses  small  circles  of 
colored  paper  one,  two,  five,  ten,  and  fifteen  millimetres  in  diameter, 
which  are  glued  to  a  small  piece  of  black  velvet.  For  railroad  men  he 
recommends  the  material  used  for  the  signal-flags.  If  the  object  which  is 
recognized  in  its  color  by  the  normal  eye  at  twenty  metres  is  seen  only 
at  four  metres,  then  the  examinee  should  have  a  color-sense  equal  to 
Bonders  takes  it  as  a  general  law  that  bright  saturated  colors  one  mil- 
limetre in  diameter  when  placed  on  black  velvet  in  a  good  light  will  be  seen 
at  five  metres  by  an  eye  with  normal  color-acuity.  Bonders  has  also  con- 
structed an  apparatus  for  examination  by  transmitted  light,  \vhich  allows 
the  brightness  of  the  light  to  be  so  varied  that  the  one-millimetre  opening 
covered  by  the  colored  glass  wdll  appear  in  the  right  color  to  the  normal 
eye  at  five  metres.  The  openings  in  the  screen  are  also  one,  two,  five,  ten, 
fifteen,  and  twenty  millimetres  in  diameter.  If  we  now  call  m  the  diameter 
of  the  opening  necessary  to  make  the  patient  see  the  color  at  d  metres, 
■whilst  the  color  of  the  one-millimetre  opening  is  normally  seen  at  D  metres, 

then  the  patient's  power  of  color-perception  K  is  really  Kz=  _  — ,  as  the 

color-perception  is  in  inverse  ratio  to  the  amount  of  light  necessary  for  its 
recognition.  The  amount  of  light,  how^ever,  is  proportional  to  the  square 
of  the  diameter  of  the  colored  opening,  and  inversely  proportional  to  the 
square  of  the  distance  of  the  patient  from  the  luminous  opening.  But, 

as  Bonders  says,  this  Ki=—  ^  =  C~  is  not  very  convenient, 

inr  jJr     V??i  Dy 

"  so  that,  as  a  rule,  we  may  confine  ourselves  to  the  formula  Color  Vision, 
or  C.  v.,  equals  —  —,  and,  if  we  use  the  one-millimetre  opening  only,  to 

d 

the  formula  C.  V.  equals         i.e.,  the  usual  formula   employed  also  to 

express  the  visual  acuity.  To  give  an  example,  let  us  suppose  that 
the  patient  could  recognize  the  color  of  the  twenty-millimetre  opening 
only  when  at  one-fourth  metre  from  it,  while  the  examiner  Avith  normal 
color-sense  could  see  the  color  of  the  one-millimetre  opening  at  five  me- 
tres, then  the  person's  C.  V.  would  equal  -1  ><  i  =         Should,  how- 

20      5  400 

ever,  the  light  behind  the  opening  be  so  weak  tliat  the  examiner  himself 
sees  the  color  of  the  one-millimetre  opening  only  at  three  metres,  while 
the  patient  recognizes  the  color  only  when  the  opening  is  twenty  milli- 
metres large  and  he  is  one-half  metre  from  it,  then  the  C.  Y.  of  the 

patient  would  be  ^  X  |  =  In  reality  the  color- vision  is  more  re- 

duced, it  being  only  ^^^^i^^  in  the  first  andj^-l^in  the  second  ca.se,  as 

compared  witli  that  of  the  examiner.  The  examiner  must  not  allow  the 
patient  to  gaze  steadily  at  the  color  longer  than  one  or  two  seconds,  as 
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otlierwise  the  complementary  color  may  be  called  up  and  thus  the  decision 
be  rendered  difficult. 

Dr.  Oliver  has  also  constructed  an  instrument  for  measuring  the  color- 
sense.'  This  instrument  consists  of  a  perforated  disk  of  blackened  zinc  in 
which  there  is  inserted  a  movable  graduated  slide  made  of  dead-black 
vulcanite,  the  disk  being  bolted  to  three  circular  cards  upon  which  are 
known  areas  of  color.  By  rotation  of  these  color-bearing  cards  and  move- 
ment of  the  slide,  any  definite  amount  of  color-exposure  may  be  made.  By 
means  of  an  ingenious  scale  upon  the  slide,  the  amount  of  exposed  color- 
area  (from  OQC  millimetre  square  to  ninety  millimetres  square)  can  be  seen 
at  a  glance.  The  color-cards  have  \ipon  them  adajDtations  for  both  re- 
flected and  transmitted  light. 

Lately  Dr.  Brudenell  Carter  has  devised  a  new  instrument  for  the  quan- 
titative determination  of  the  color-sense.  It  must  be  used  in  a  dark  room, 
and  consists  of  an  oblong  box  which  has  in  the  front  side  a  collimator  lens 
that  makes  the  rays  of  light  from  a  lamp  enclosed  in  a  separate  box  fall 
parallel  on  the  opposite  side  of  the  little  dark  chamber,  where  a  slide  moves 
behind  a  round  hole  in  this  back  wall.  This  slide  is  so  arranged  that  differ- 
ent pigment  colors  either  on  a  white  or  a  blackened  background  can  be 
exposed  to  view ;  while  the  amount  of  light  that  falls  on  these  colors  is 
regulated  by  a  changeable  diaphragm,  the  opening  of  which  can  be  made  to 
vary  from  zero  to  one  thousand  square  millimetres.  There  are  also  on  the 
front  side  two  sight-tubes,  so  that  both  examiner  and  patient  may  look  at 
the  same  time.  The  physician  first  determines  with  what  diaphragm  he  is 
just  able  to  distinguish  the  different  colors  on  the  slide ;  then  the  patient 
does  the  same  for  his  eyes.  At  the  outside  of  the  box  there  is  an  index  that 
registers  the  side  of  the  square  diaphragm  used,  in  millimetres.  Suppose 
the  examiner  had  to  use  under  the  existing  conditions  a  square  diaphragm 
of  2  millimetres'  side  and  the  patient  one  of  3.5  millimetres'  side,  then  the 
color-sense  of  the  patient  as  compared  with  that  of  the  surgeon  would  be 
(2)  2  _  4 

(^TS)  —  12  35'     ^  little  less  than  |-,  as  of  course  the  color-sense,  as  stated 

before,  is  in  inverse  proportion  to  the  amount  of  light  necessary,  and  this 
quantity  of  light  is  directly  proportional  to  the  opening  or  the  square  of  the 
side  of  the  diaphragm  used,  the  diaphragm  retaining  always  the  form  of  a 
square.  While  the  instrument  is  thus  used  for  reflected  light,  it  can  also 
be  employed  for  transmitted  light  by  using  the  colored  glasses  in  the  side 
and  letting  the  patient  look  at  them  from  the  opposite  side  as  before. 
Carter  found  in  several  cases  of  imperfect  color-perception  that  while  he 
could  readily  distinguish  light-red  and  light-green  dots  with  a  diaphragm  of 
four  square  millimetres,  the  patient  had  to  use  an  opening  of  eighty  square 
millimetres  for  the  same  thing.  Of  course  the  absolutely  red-blind  or 
green-blind  could  not  see  the  colors,  even  in  tiie  fullest  illumination  possible, 


1  Transactions  of  the  American  Ophthalmological  Society,  1885. 
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in  the  sense  in  which  we  see  them  :  so  that  the  three  last-mentioned  instru- 
ments are  more  useful  for  patients  with  reduced  color-sense,  but  very  good 
for  an  examination  of  the  central  color-sense. 

The  phenomenon  of  simultaneous  contrast  has  been  referred  to  in  detail 
in  the  article  on  Normal  Color-Perception.  This  contrast  has  been  used  for 
the  detection  of  color-blindness  in  various  ways  by  Cohn,  Pfliiger,  and  others. 
We  shall  mention  here  only  the  test  of  the  colored  shadows  by  Stilling, 
which  depends  upon  the  fact  that  the  shadow  of  an  object  like  a  lead-pencil 
produced  by  colored  glass  in  front  of  a  light  appears  in  the  complemenfeiry 
color  of  the  glass  used  if  the  shadow  is  illuminated  by  daylight.  In  day- 
time all  that  is  needed  is  an  ordinary  lamp,  in  front  of  which  is  held  a  piece 
of  colored  glass  with  the  one  hand,  whilst  with  the  other  one  holds  a  lead- 
pencil  in  front  of  a  sheet  of  white  paper  fastened  to  the  wall.  The  shadow 
of  the  pencil  at  once  appears  upon  the  white  paper  in  the  contrast-color  of 
the  glass.  The  red-blind  or  green-blind,  who  mostly  concern  us,  will  de- 
clare the  shadow  to  be  simply  dark  if  red  or  green  glass  is  used ;  at  the  best 
they  may  pronounce  it  blue  with  a  red  glass,  as  this  also  transmits  yellow 
rays,  whilst  with  the  use  of  a  green  glass,  which  transmits  not  only  yellow 
but  also  blue  rays,  they  may  consider  the  color  of  the  shadow  as  blue  or  as 
yellow.  If  the  examiner  is  in  doubt  about  the  statement  of  the  candidate, 
it  is  best  to  make  the  patient  match  the  color  of  the  shadow  by  worsteds,  or 
to  make  him  point  to  the  nearest  color  in  a  good  color-table.  Holmgren 
has  constructed  an  apparatus,  called  a  chromatoskiameter,  which  allows  this 
examination  to  be  made  with  greater  convenience,  and  Cohn  for  the  same 
purpose  has  devised  his  chromaskiopticon  ;  but,  as  Oliver  remarks,  it  is  a 
serious  objection  to  the  general  employment  of  this  method  that  "  we  are 
dealing  here  with  subjective  coloi's,  which  are  so  vague  and  dependent  upon 
so  many  idiosyuci'asies"  that  not  everybody  sees  them  well  enough  to  make 
it  a  conclusive  test.  Here  the  author  may  be  allowed  to  mention  a  very 
simple  and  quick  method  which  he  frequently  employs  in  his  office.  It 
consists  in  making  a  patient  look  through  a  good  cobalt  glass  at  a  light 
which  to  an  eye  accommodated  for  the  distance  of  the  light  or  a  nearer 
point  will  appear  red  with  a  blue  halo  around  it,  whilst  to  an  eye  accom- 
modated to  a  distance  greater  than  that  of  the  light  it  will  appear  blue  with 
a  red  halo  ai'ound  it.  The  red-blind  or  green-blind  will  see  the  blue  very 
well,  but  the  red  will  betray  him  soon  by  its  absence. 

In  Belgium  an  instrument  like  an  optometer  is  used  which  allows  at 
the  one  end  a  green,  blue,  red,  or  violet  glass  to  be  placed  while  the  person 
being  examined  looks  through  a  stcuopjeic  opening  into  the  instrument 
and  matches  the  colors  he  sees  by  colored  worsteds.  Tliis  method,  like 
that  of  Donders,  will  also  demonstrate  central  color- scotomata. 

For  scientific  examinations  the  spectral  colors  are  used.  A  spectroscoi>e 
is  employed,  and  the  patient  is  not  only  asked  to  name  the  colors  of  the 
spectrum  seriatim,  as  of  course  he  might  liave  learnt  thorn  by  heart,  but 
also  to  match  them  with  colored  wools.    The  instrument  must  be  so  con- 
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structed  that  by  a  special  device  any  color  of  the  spectrum  in  variable  width 
can  be  exposed  alone,  and  that  this  spectral  color  is  indicated  by  a  scale. 
Hii-schberg  had  a  double  spectroscope  made  for  him  which  is  fully  described 
in  the  Centralblatt  fur  praktische  Augenheilkunde,  Bd.  iii.  S.  55, 1879.  The 
patient  is  here  enabled  to  match  a  given  spectral  color  with  another  imme- 
diately below  it.  It  allows  further  of  the  superimposition  of  any  two  parts 
of  the  two  spectra,  to  see,  for  example,  whether  two  colors  are  comple- 
mentary. These  spectroscopic  examinations  are  especially  useful  because 
they  enable  the  examiner  to  determine  exactly  whether  the  spectrum  at 
either  end  appears  shortened  or  not,  and  also  whether  there  exists  a  neutral 
band  of  gray  in  the  spectrum,  the  presence  of  which  alone  would  indicate 
color-blindness  without  further  examination.  This  method,  of  course,  can- 
not well  be  employed  for  the  examination  of  large  bodies  of  men,  but  per- 
haps ought  to  be  more  used  for  fine  clinical  work,  as  by  it  the  colors  are 
accurately  fixed  quantities  and  allow  other  investigators  to  verify  the  work 
under  the  same  conditions.  As  the  Committee  says,  "  The  test  with  the 
spectroscope  requires  an  apparatus  somewhat  complicated  in  construction, 
and  therefore  expensive,  but  it  should  be  applied  when  an  appeal  from  the 
verdict  of  the  examiner  is  made."  Captain  Abney  ^  lately  has  constructed 
an  apparatus  which  enables  a  patch  of  what  is  practically  pure  monochro- 
matic light  of  any  spectrum-color  to  be  placed  upon  the  screen  at  once,  and 
an  equally  large  patch  of  white  light  alongside  of  it  by  means  of  the  beam 
reflected  from  the  first  surface  of  the  first  prism. 

The  spectra  of  different  metals,  like  sodium,  thallium,  etc.,  have  also 
been  made  use  of.  E.  Rose  invented  in  1863  his  polariscope,  or  color- 
measurer,  which  is  much  lauded  by  Helmholtz  and  Pfliiger.  The  principle 
is  to  compare  two  complementary  colors  produced  by  a  quartz  plate  cut  at 
right  angles  to  its  optic  axis  between  a  Nicol's  prism  and  an  Iceland  spar.^ 
The  patient  if  color-blind  will  find  on  turning  the  prism  that  in  a  certain 
position  the  two  complementary  colors  are  equal,  which  shows  at  once  what 
colors  are  confounded  by  him.  An  instrument  of  a  similar  kind  was  con- 
structed by  Helmholtz  and  called  by  him  the  leukoscope.  As  both  these 
last  instruments  have  not  been  used  much  and  are  expensive,  the  reader  is 
referred  to  the  original  papers  ^  for  a  full  description.*  A  similar  instrument 
is  the  chromatophotoptometer  of  Chibret,^  in  which  also  complementary 
colors  are  compared  with  each  other,  with  this  advantage,  that  the  colors 
may  be  given  any  degree  of  saturation  desired.  Here  the  quartz  plate  used 
is  cut  parallel  to  its  optic  axis. 


'  Color  Measurement  and  Mixture,  1891. 
'  Helmholtz,  loc.  cit.,  p.  372. 

^Virchow's  Arcbiv,  Bd.  x.xviii.  S.  30,  1863;  A.  Konig,  Wiedemann's  Annalen, 
Bd.  xvii.  S.  990,  1882. 

♦A  simple  device  to  convert  .Javal's  ophthalmometer  into  a  good  chromatometer  of 
the  same  kind  is  given  by  Dr.  C.  Weiland  in  the  Arch,  of  Ophthal.,  vol.  xxiv..  No.  3,  1895. 

5  Bulletins  et  m^moires  de  la  Society  fran9aise  d'Ophthalmologie,  Janvier,  1885. 
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I.  Clerk  Maxwell  in  1855  first  proijosed  colored  segments  on  a  re- 
volving disk  for  the  examination  of  the  chromatic  sense.  This  method 
has  been  much  used  by  Woinow  since  1870.  It  gives  accurate  results,  but 
it  requires  a  great  deal  of  patience,  both  on  the  side  of  the  examiner  and 
on  that  of  the  examinee,  so  that  it  cannot  be  used  for  large  numbers. 

Examinations  of  the  peripheral  fields  for  color  are  very  important  in  cases 
of  acquired  color-blindness,  whilst  they  are  only  of  scientific  interest  in  cases 
of  congenital  color-blindness.  A  perimeter  is  used,  or,  if  this  is  not  at 
hand,  a  black  board  may  be  taken.  The  patient's  head  is  fixed,  and,  one 
eye  being  covered,  the  other  is  made  to  look  at  a  white  or  gray  mark  in  the 
centre  of  the  perimeter.  Little  squares  of  from  ten  to  twenty  millimetres' 
side,  if  possible  differently  colored  on  the  two  sides,  fastened  to  a  blackened 
wire,  are  moved  along  the  black  background  of  the  arc  of  the  perimeter, 
and  the  degree  is  marked  down  not  only  where  the  color  is  lost  when  moved 
from  centre  to  periphery,  but  also  where  it  is  recognized  again  when  brought 
from  periphery  to  centre.  Ked  and  green  are  the  most  useful  colors  for 
testing  the  field,  because  it  is  with  them  that  pathological  defects  fii'st  mani- 
fest themselves.  It  is  also  very  necessary  that  the  examiner  should  deter- 
mine the  field  for  his  different  colors  on  a  normal  person  under  the  same 
conditions,  because  the  pigments  of  the  same  name  are  by  no  means  all  alike, 
nor  is  the  illumination  always  the  same.  Thus  he  will  be  better  able  to 
eliminate  the  accidental  factors  and  obtain  results  that  will  allow  accurate 
deductions. 

In  testing  for  a  central  color-scotoma  there  are  not  so  many  precautions 
necessary  to  be  observed.  The  patient  is  again  told  to  fix  the  same  point 
as  before,  and  now  smaller  squares  of  colored  paper  of  from  one  to  ten 
millimetres' '  side  are  taken.  They  are  first  held  to  either  side,  and  finally 
on  the  point  of  fixation,  when  in  the  presence  of  a  marked  scotoma  the  color 
will  be  recognized  to  one  or  both  sides,  but  not  in  the  very  centre.  If  the 
defect  is  only  partial,  the  color  will  appear  not  so  bright  at  the  point  of 
fixation  as  to  the  side  of  it,  for  which  examination  in  such  a  case  very  light 
shades  of  red  or  green  must  be  taken.  The  limits  of  the  scotoma  may  be 
mapped  out  in  the  same  way,  if  the  squares  are  not  too  large  nor  their 
shades  too  bright. 

Conclusions. — Looking  back  over  all  the  different  tests  mentioned,  it 
seems  that  at  present  the  best  practical  test  for  congenital  color-blindness  is 
the  matching  of  properly  prepared  colored  worsteds.  If  large  bodies  of  men 
have  to  be  examined  in  a  short  time  it  will  perhaps  be  preferable  to  pro- 
ceed with  the  writer's  test  as  it  is  done  on  the  Pennsylvania  Railroad,  and 
make  only  the  final  examinations  of  the  men  thus  singled  out  by  laymen, 
by  Holmgren's  method.  Of  cour.sc  this  latter  must  be  carried  out  by  a  well- 
trained  man,  for  which  the  Council  of  the  British  Medical  Association  on 


'  Cf.  Grocnoim,  in  Graefc's  Archiv,  Bd.  xxxviii.,  1,  S.  28,  and  Perimetrio,  by  Ole 
Bull  (Bonn,  1895). 
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the  efficient  control  of  railway  servants'  eyesight  considers  a  qualified  medical 
man  to  be  necessary  Avho  iiimself  must  have  been  found  of  normal  color- 
sense  by  a  consulting  ophthalmic  surgeon.  Other  tests  may  be  used  as 
auxiliary  ones,  as  the  pseudo-isochromatic  tables  of  Stilling,  the  spectroscope 
test  for  the  finer  diagnosis  or  for  reduced  color-sense,  or  the  test  for  central 
color-vision  by  Donders's  method.  And  indeed  in  Holland  the  government 
demands  this  last  examination  of  the  central  color-sense  to  eliminate  a 
central  color-scotoma.  Such  a  central  color-scotoma  could,  however,  be 
induced  only  by  disease ;  and  with  regard  to  this  the  Committee  remarks 
that  "  special  tests  for  color-blindness  induced  by  disease  will  very  rarely  be 
necessary  if,  as  should  always  be  the  case,  every  examination  for  color- 
vision  is  preceded  by  one  for  form."  ^  The  Committee  would  "  rely  rather  on 
the  form-test  being  stringently  carried  out  than  on  instituting  another  color-test 
for  this  particiUar  cla^s  of  color-blindness."  ^  We  have,  however,  already  men- 
tioned the  possibility  that  after  an  accident,  concussion  of  the  brain,  etc., 
the  color-sense  alone  may  become  affected,  the  visual  acuity  remaining 
perfectly  normal.    It  must  be  further  observed  that  what  we  call  normal 

20 

visual  acuity  is  a  very  relative  term,  so  that  ,  the  usual  standard,  may 

in  a  good  light  be  read  by  a  young  person  with  reduced  visual  acuity 

20  20 

when  his  real  normal  standard  is  —  or  even  — .    Such  may  have  been  the 

15  10 

case' with  the  girl  reported  by  MacGillivray,^  who  had  apparently  normal 
visual  acuteness  and  recognized  colors  perfectly  according  to  Holmgren's 
method,  but  had  a  very  small  central  color-scotoma  for  red  and  green,  and 
was  unable  at  three  hundred  yards  to  distinguish  red  from  green  signals. 
It  seems,  therefore,  that  so-called  normal  visual  acuity  is  not  always  a  suf- 
ficient safeguard,  and  it  is  particularly  advisable  that  after  an  accident  such 
an  examination  for  central  color-sense  should  be  gone  through  in  some  form 
or  other. 

A  case  of  central  color-scotoma  caused  by  the  abuse  of  tobacco  seen 
recently  was  promptly  recognized,  and  its  extent  demonstrated,  by  means 
of  the  red  and  ground  glasses  taken  from  the  test  case  and  a  candle.  At 
and  within  a  distance  of  thirty-three  centimetres  this  man  could  recognize 
the  red  color,  beyond  it  he  was  color-blind.  The  test-glasses  were  thirty- 
three  millimetres  in  diameter,  and  when  placed  at  thirty-three  centimetres 
subtended  an  angle  of  about  six  degrees  and  gave  the  size  of  the  scotoma, 
limited  to  the  distribution  perhaps  of  the  macular  fibres.  The  man  re- 
covered entirely  under  treatment. 

Here  it  may  be  of  interest  to  state  how  the  author  proceeds  with  the 
cases  sent  to  him  for  a  final  examination  as  to  color-blindness.    The  exam- 


^  Report  of  the  Committee,  p.  301. 
'  Loc.  cit.,  p.  302. 

'  British  Medical  Journal,  July,  1892. 
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ination  is  usually  made  by  the  following  means  and  in  the  following  mannerj 
as  described  in  the  Medical  Neics  for  August  18,  1894 : 

1.  The  stick  or  the  new  test-skeins ;  or  both. 

2.  Holmgren's  set  of  one  hundred  and  fifty  various-colored  skeins  will 
be  used,  and  the  proportion  of  mistakes  recorded. 

3.  Browning's  pocket  spectroscope  will  then  be  used,  and  the  man  be 
directed  to  describe  the  colors  he  sees  when  looking  through  the  instrument. 
If  color-blind,  he  will  say  that  he  sees  but  two  colors,  yellow  and  blue,  with 
a  gray  or  a  neutral  band  between  them. 

4.  The  color-tables  of  Stilling  will  then  be  used ;  these  are  so  arranged 
that  on  a  colored  background  letters  and  figures  are  printed  in  the  confusion- 
colors  of  this  background  so  as  to  be  indistinguishable  by  tlie  color-blind. 

It  now  becomes  requisite  to  test  the  central  vision,  and  to  determine  the 
power  to  perceive  the  signal-colors  that  are  used  by  night. 

5.  A  piece  of  dark  cobalt-blue  glass  should  be  used  in  the  trial-frame 
over  each  eye  separately,  and  the  man  be  directed  to  look  at  the  flame  of  a 
candle  or  other  small  light  from  a  distance  of  twenty  feet.  An  eye  normal 
in  refraction  and  color-sense  sees  the  light,  colored  rose  or  pink,  sur- 
rounded by  a  blue  halo.  To  a  hypermetrope  there  may  be  a  blue  light, 
with  a  ruby-colored  ring  or  halo ;  but  two  colors  will  always  be  seen, 
whilst  the  color-blind  man  sees  but  one  color,  blue,  or  a  light  spot  with  a 
blue  halo. 

6.  Donders's  instrument  has  a  standard  candle  in  a  dark  cylinder,  mth 
a  wooden  disk,  and  pieces  of  red,  green,  blue,  and  white  glass  so  arranged 
as  to  be  rotated  in  turn  in  front  of  the  flame.  Here  also  there  is  a  metalUc 
slide  with  perforations  ranging  from  one  to  twenty  millimetres  in  diameter. 
The  man  is  placed  five  metres  away,  and  while  the  colors  of  the  light  are 
changed  by  rotating  the  disk  he  is  challenged  to  designate  the  colors  of  the 
transmitted  light.  The  normal  eye  recognizes  them  through  the  one- 
millimetre  opening  at  five  metres ;  or,  better  still,  the  candle  is  so  placed 
that  the  examiner  with  normal  color-sense  just  perceives  the  color  through 
the  one-millimetre  opening  at  five  metres.  The  color-blind  individual 
may  fail  through  a  series  of  openings  until  the  twenty-millimetre  one  is 
presented.  He  may  still  call  white  green,  and  red  green.  If  so,  he  is  asked 
the  significance  of  the  green,  and  answers  "  caution."  He  is  then  requested 
to  approach  the  light  slowly,  and  as  he  does  this  he  may  perhaps  at  one 
metre  or  one-third  of  a  metre,  by  its  intensity  or  size,  recognize  and  call  it 
red.  Using  the  same  ratio  for  his  color-blindness  as  we  employ  for  his  acute- 
ness  of  vision,  we  can  reason  thus  :  Full  color-sense  enables  one  to  sec  the 
lights  promptly  at  five  metres  through  the  one-millimetre  opening ;  if  the 
man  sees  them  only  after  the  apertures  have  been  increased,  his  color-sense 
must  be  defectiv^e.  Thus,  if  an  opening  of  twenty  millimetres  is  needed, 
the  color-sen.se  =  -^^^ ;  should  the  man  fail  witli  the  twenty-millimetre 
opening  at  five  metres,  he  is  told  to  aj)proach  it,  and  if  he  sees  it  at  one 
metre  he  has        of  color-sense,  and  if  at  one-third  metre,  or  one  foot,  he 
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has  only  ^  of  the  normal  power.  The  mere  diminution  of  white  light  by 
interposing  pieces  of  London  smoke  may  induce  the  color-blind  to  pronounce 
it  in  turn  white,  green,  and  finally  red. 

7.  A  tin  lantern  witli  a  switch-light  condenser  having  a  four-inch  open- 
ing arranged  so  as  to  admit  of  placing  pieces  of  white  (ground),  green,  red, 
blue,  and  London-smoke  glass  before  it  is  now  employed.  This  could  also 
be  made  to  take  the  place  of  Donders's  instrument,  if  covered  with  a  front, 
and  with  a  sliding-piece  with  small  perforations.  A  man  failing  to  recog- 
nize the  light  from  a  four-inch  aperture  leaves  no  possible  room  for  doubt, 
and  this  fixture  is  useful  in  convincing  the  friends  of  the  man,  and  any 
railroad  officers  who  may  desire  a  rude  test.  The  light  is  in  diameter  one 
hundred  millimetres,  and  should  be  seen  at  five  hundred  metres. 

8.  The  instrument  of  Mr.  Carter,  of  London,  is  then  made  use  of  This 
is  to  guard  the  surgical  expert  against  a  hasty  opinion,  and  is  to  act  as  a 
check  upon  all  wool-tests.  It  is  based  upon  the  sensibility  of  the  retina 
and  its  power  to  recognize  form  and  color  in  various  intensities  of  light. 
The  surgeon  and  the  man  examined  regard  the  tests  simultaneously,  while 
the  quantity  of  light  is  varied  :  in  this  way  possible  errors  with  other  tests, 
especially  Holmgren's,  can  be  avoided. 

9.  In  Dr.  Chibret's  instrument,  by  means  of  polarized  light  various 
colors  may  be  produced  at  will.  The  color-blind  betray  themselves  by 
placing  the  instrument  so  that  two  dissimilar  disks  of  light  appear  to  them 
alike. 

10.  Finally,  an  assortment  of  flags  that  have  been  in  actual  use,  ten  of 
each  color,  white,  green,  blue,  and  red,  are  used  as  a  test.  These  are  thrown 
down  in  a  confused  mass  on  the  floor,  and  the  man  is  directed  to  assort  them 
properly.  Astounding  mistakes  are  often  made ;  as,  for  example,  when  a 
man  is  directed  to  take  a  red  flag  and  use  it  to  protect  the  rear  of  a  train,  he 
may  select  a  green  one. 

A  profound  understanding  of  this  curious  defect  of  color-perception 
must  be  acquired  to  enable  the  surgical  expert  to  make  the  best  use  of  these 
various  methods,  and,  whilst  they  are  sufficient,  they  are  decisive  and  require 
but  little  time.  Perhaps  the  transcript  of  one  case  from  my  record-book 
may  illustrate  these  brief  descriptions  : 

J.  H.,  employed  by  the  Pennsylvania  Kailroad  Co.,  forty-three  years  old;  found 
defective,  and  referred  for  final  opinion. 

Color-stick :  With  green,  selects  Nos.  1,  2,  3,  4,  6,  7,  11,  13,  15,  17 ;  with  rose,  selects 
Nos.  22,  25,  21,  27,  28;  with  red,  selects  Nos.  31.  32,  33,  34,  37. 

Holmgren  :  Green,  selects  2  greens  and  21  confusions  ;  rose,  selects  6  greens,  with  13 
confusions ;  red,  selects  8  greens,  with  9  confusions,  2  greens. 

Bonders:  Fails  at  5m.  on  all  apertures;  fails  at  1  m.  on  all  apertures;  ^  m.  on  all 
apertures  ;  color-sense  less  than  ^^j. 

Calls,  with  20  mm.  opening,  green  red  ;  red  green ;  and  white  light  red. 

He  made  more  mistakes  than  successes,  with  gray  (London-smoke  glass)  over  white ; 
called  it  red  and  green,  as  light  was  increased  or  diminished,  and  finally  declared  that  he 
had  never  seen  such  lig?its  on  a  railroad. 
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Failed  with  switch-light,  4  inches  in  diameter,  at  5  m.  and  at  1  m.,  and  manifested  a 
color-blindness  or  defect  greater  than  -j^^,  as  he  failed  to  see  at  1  m.  what  a  normal  eye 
would  recognize  infallibly  at  500  metres. 

Cobalt-glass  :  Sees  white  light  with  blue  halo  ;  no  red  or  rose. 

Flags  :  At  1  m.  calls  dirty-white  green  ;  fails  to  distinguish  red  from  green.  He  was 
then  told  to  select  from  a  pile  of  flags  the  danger-signal,  or  red  one,  and  to  hurry  back  and 
protect  his  train ;  with  his  own  hands  and  deliberately  he  chose  six — three  red,  two  green, 
and  one  blue — stating  that  "  they  would  all  stop  trains." 

Stilling's  tables :  Pails  in  all  but  VII,  which  should  be  recognized  by  a  color-blind. 

Pronounced  color-blind  and  unfit  for  any  duj;y  in  which  he  would  govern  his  actions 
with  color-signals. 

Finally  we  come  to  the  question  of  re-examination  for  color-blindness. 
That  color-blindness  of  the  congenital  type  is  never  acquired  there  can  be 
no  doubt.  Therefore  it  can  be  only  the  acquired  form  that  can  appear  in 
an  individual  who  has  once  successfully  passed  a  carefully  conducted  exam- 
ination for  color-blindness.  As  abuse  of  tobacco  and  alcohol,  concussion  of 
the  brain,  cerebral  disease,  diabetes  mellitus,  albuminuria,  syphilis,  rheuma- 
tism, and  even  some  acute  fevers,  may  produce  color-blindness,  it  seems 
necessary  that  the  employees  should  be  retested  from  time  to  time,  say  every 
third  year.  It  would  pi'obably  mostly  suffice,  as  the  Committee  thinks,  to 
test  the  form-sense  alone,  though  in  doubtful  cases,  especially  of  young  men, 
an  ophthalmic  examination  of  the  central  and  peripheral  color-vision  ought 
not  to  be  omitted.  It  seems  further  desirable  that  after  each  accident  that 
may  be  attributed  to  defective  eyesight  the  employees  involved  in  it  should 
be  tested  again  as  to  their  visual  acuity  and  color-perception,  and  that  all 
other  witnesses  who  testify  as  to  the  color  of  a  signal  should  be  examined  as 
to  their  color-perception.  But  not  only  the  employees,  but  also  the  tests  used 
for  the  detection  of  color-blindness,  as  well  as  the  colors  of  the  signals  used, 
should  be  re-examined  from  time  to  time  by  a  scientific  expert,  as  stated 
before,  not  only  to  protect  the  public  properly,  but  also  to  insure  justice  to 
the  men. 
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Sanitary  science  can  have  no  more  important  or  fruitful  field  of 
application  than  is  presented  in  our  educational  institutions.  In  the  school 
statistics  of  our  Census  Bureau,  collated  under  the  admirable  management 
of  Mr.  James  H.  Blodgett,  it  appears  that  during  the  years  1889-1890 
there  were  in  the  various  schools  and  colleges  of  the  United  States  more 
than  fourteen  millions  of  pupils.  When  we  consider  that  this  vast  army 
of  students  is  composed  of  those  to  whom  the  destiny  of  the  nation  is 
to  be  speedily  committed,  it  is  obviously  important  not  only  that  their 
mental  and  moral  training  should  be  wisely  conducted,  but  that  great 
care  should  be  exercised  to  avoid  physical  degeneracy  during  the  years 
of  school  life,  which  are  also  the  years  of  physiological  growth.  It  is 
reasonable  to  expect  that  some  degree  of  physical  deterioration  will  result 
from  depriving  young  cliildren  of  the  freedom  of  the  nursery  and  play- 
ground and  subjecting  them  to  the  confinement  and  tasks  of  the  school- 
room ;  but  ob.servation  has  shown  that  a  considerable  percentage  of  those 
who  enter  upon  the  educational  process  in  apparently  good  health  soon 
manifest  impaired  general  vigor,  acquire  distorted  spines,  and  develop  near- 
sight.  It  is  plainly  important,  therefore,  that  due  regard  should  be  paid  to 
the  hygienic  environments  of  the  children,  and  that  the  work  of  the  schools 
should  be  so  regulated  that  it  shall  rest  as  lightly  as  possible  upon  the 
growing  child.  It  does  not  fall  within  the  design  of  this  paper  to  con- 
sider the  subject  of  general  hygiene,  except  so  far  as  it  has  a  more  or  less 
direct  bearing  upon  the  vision  of  the  school-children.  The  important 
questions,  therefore,  relating  to  educational  methods  and  the  general  sani- 
tation of  school-buildings  will  be  dismissed  from  any  extended  considera- 
tion, and  attention  will  be  devoted  to  the  nature  and  causes  of  impairment 
of  vision  during  the  years  of  school  life. 

PART  I.— DEFECTS  OF  VISION  IN  THE  SCHOOLS. 

It  was  recognized  at  the  beginning  of  the  present  century  that  the 
requirements  of  school  life  resulted  in  injury  to  the  eyes  of  many  of  the 
children.    A.  G.  Beer  published  a  treatise  on  "  Healthy  and  Weak  Eyes" 
Vol.  II.— 23  353 
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in  1800,  in  which  many  important  liints  to  teachers  are  given.  (Cohn.)  In 
1813,  James  Ware,  of  Loudon,  puWishcd  his  well-known  investigations,  in 
which  is  found  the  first  allusion  to  the  relation  between  the  myopic  eye  and 
the  demands  of  civilized  life  that  has  come  under  my  notice.  No  other 
examinations  seem  to  have  been  made  until  those  by  Szokalski  in  Paris, 
in  1848.  These  were  followed  in  185G  by  the  published  investigations 
of  Schurmayer  in  Baden,  in  1861  by  those  of  Von  Jaeger  in  Vienna,  in 
1866  by  those  of  Rueta  in  Leipsic,  and  in  1867  by  those  of  Reck,  Alex- 
ander, Gaertner,  and  Cohn.  The  examination  of  the  eyes  of  ten  thousand 
and  sixty  childi*eu  by  Cohn  in  the  schools  of  Breslau  and  vicinity,  and 
the  published  results  of  his  extensive  investigation,  gave  a  great  impetus 
to  the  discussion  of  the  subject  of  school  hygiene.  So  numerous  were  the 
examinations  made  by  different  observers,  that  in  1885  Randall  collected 
the  published  records  of  one  hundred  and  forty-six  thousand  five  hundred 
and  twenty-two  examinations,  and  at  the  present  time  more  than  two  hun- 
dred thousand  pupils  of  all  grades  have  been  subjected  to  a  more  or  less 
critical  study  of  ocular  conditions,  particularly  as  to  the  relative  frequency 
of  emmetropia,  hypermetropia,  and  myopia.    (Fig.  1,  b,  a,  and  c.) 


Pig.  1. 


Diagram  illustrating  tlio  refraction  of  parallel  rays  of  light  in  hypermetropia  (a),  emmetropia  (6), 


nnd  myopia  (c). 

The  results  of  the  great  lal)or  bestowed  ujion  the  collection  of  these 
voluminous  statistics  are  too  well  kn(,)wn  to  need  any  detailed  presentation 
or  any  extended  reference  to  the  bibliography.  Stated  in  general  terms,  it 
was  shown  that  the  eyes  with  hyijermetropic  refraction  greatly  outnumbered 
the  emmeti'opic  and  myopic  eyes,  jiarticuhirly  during  early  childhood  ;  that 
tlie  enimctn)pi(!  eye  was  comijaratively  rare,  but  that  the  slate  of  refraction 
most  ncai'ly  approaching  this  ideal  condition  retained  an  almost  unilbrni 
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percentage  throughout  school  life ;  that  myopia,  extremely  rare  or  entirely 
absent  before  the  beginning  of  the  educational  process,  was  found  to  advance 
steadily  in  percentage  with  the  progress  of  the  pupils  in  the  schools,  while 
the  percentage  of  hypermetropia  diminished  in  approximately  the  same 
degree.  Figs.  2  and  3  will  serve  to  illustrate  this  general  truth  as  set 
forth  in  the  published  statistics.    The  figures  on  the  left  of  the  diagram 


refer  to  percentages,  while  those  at  the  bottom  represent  the  age  or  advance- 
ment in  school  life.  H.  =  hypermetropia,  Em.  =  emmetropia,  and  M.  = 
myopia.  "With  varying  results  as  to  actual  percentages,  due  in  part  to 
different  standards  and  to  different  methods  pursued  in  the  investigation, 
the  same  general  truth  was  set  forth  with  remarkable  uniformity  in  the 
work  of  all  observers.  In  Cohn's  statistics  the  following  progression  in 
the  percentage  of  myopia  was  shown  in  the  various  schools  examined 
by  him : 

Percent,  of  Myopia. 


Five  village  schools   1.4 

Twenty  elementary  schools   6.7 

Two  higher  girls'  schools   7.7 

Two  intermediate  schools   10.3 

Two  realschulen   19.7 

Two  gymnasiums   26.2 


Among  the  students  of  the  university  he  found  that  the  percentage  of 
myopic  eyes  had  advanced  to  59.5.  He  very  properly  concludes,  therefore, 
that  not  only  does  the  number  of  short-sighted  pupils  increase  from  the 
lowest  to  the  highest  schools,  but  that  the  increase  is  in  direct  proportion 
to  the  length  of  time  devoted  to  the  strain  of  school  life.    Allowing  the 
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work  of  Professor  Cohn  to  stand  as  representing  the  main  truth,  verified 
by  a  large  number  of  European  observers,  we  turn  to  the  work  done  in 
this  country.  It  will  be  observed  in  these  statistics  that  there  is  also  a 
continuous  progression  in  the  percentage  of  myopia  in  the  American 
schools  as  we  proceed  from  the  lowest  to  the  highest  grades.  In  the  follow- 
ing table  (Table  I.)  only  the  work  done  by  American  observers  is  presented, 

TABLE  I. 


WORK  OF  AMERICAN  OBSERVERS. 


Ycflr. 

Observer, 

Locality. 

Age. 

Institution. 

No. 

Per- 
cent. 

SI, 

1875 

Oallan 

C  VV     .1.  KJl  iV. 

O — 1.U 

■NT             Q   1,  1 

JN  egro  ochools. 

457 

3 

Primary  Department. 

? 

Grammar  Schools. 

? 

5 

IN  ew  1  OTK. 

O—ZL 

Primary  Schools. 

205 

7 

Derby. 

District  bcnools. 

249 

12 

JNormal  School. 

679 

27 

Cnildren  oi  Germans. 

24 

Children  of  Americans. 

•  • 

20 

Children  of  Irish. 

14 

1R77 

VV  ill lalUa 

OincinnEti. 

9 

! 

District  bcnools. 

630 

10 

and  Ayres. 

Intermediate  Schools. 

210 

14 

1877 

High  Schools. 

210 

16 

Agnew. 

New  York. 

? 

New  York  College. 

579 

39 

Brooklyn  Polytechnic. 

300 

19 

Academic  Department. 

142 

10 

1877 

H.  Derby. 

Collegiate  Department. 

158 

28 

Boston. 

15-24 

Amherst  College. 

1880 

28 

Howard  College. 

122 

29 

1877 

Bacon. 

Hartford. 

7-17 

District  Scholars. 

308 

16 

1877 

Stevens. 

Hartford. 

7-17 

District  Scholars. 

675 

18 

1881 

Eisley. 

Philadelphia 

8^17J 

Primary  Schools. 

Average  age,  8J. 

228 

4 

Average  age,  11  J. 

228 

9 

Grammar  Schools,  age  14. 

430 

11 

Normal  Schools,  age  17 J. 

553 

19 

1882 

Mittendorf 

New  York. 

Primary  Schools. 

203 

3 

and  Derby. 

Grammar  Schools. 

698 

8 

Grammar  Schools. 

896 

13 

College  Students. 

201 

35 

1883 

H.  Derby. 

Massachusetts. 

21-26 

Amherst  College. 

254 

47 

1884 

Gardner. 

Springfield. 

? 

Several  Schools. 

1082 

9 

1886 

Kandall. 

Philadelphia. 

19-34 

Students  of  Medicine. 

90 

10 

1887 

Tiflany. 

Kansas  City. 

? 

Ditterent  Schools. 

2040 

5 

and  it  is  so  tabulated  as  to  show  at  a  glance  the  steady  increase  in  the 
percentage  of  myopia  with  the  advance  iu  age  of  the  pupils.  In  Table 
II.,  arranged  from  Randall's  tables,'  the  work  of  the  same  observers  is  again 
tabulated,  the  percentage  of  other  states  of  refraction  being  also  shown.  (See 
table  II.) 

It  is  plain,  therefore,  that  the  same  problem  confronts  us  in  the  United 
States  as  was  presented  for  solution  to  European  observers.  Altiiough  the 
percentage  of  myopia  is  not  so  high  among  advanced  students  and  in  the 


'  American  Journal  of  the  Medical  Sciences,  July,  1885. 
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higher  classes  of  our  public  schools  as  was  shown  to  exist  in  the  older  civ- 
ilizations of  Eux'ope,  nevertheless  the  fact  of  its  steady  increase  is  clearly 
demonstrated,  and  in  the  lower  classes  it  dilfci-s  but  little  from  that  shown 
in  the  European  statistics. 

THE  SIGNIFICANCE  OF  MYOPIA. 

The  full  significance  of  the  figures  is  appreciated,  however,  only  when 
viewed  from  the  stand-point  of  the  genesis  of  tlie  myopic  eye.  It  will  be 
seen  from  any  careful  study  of  the  statistics  of  school  examinations  that 
the  production  of  myopia  was  the  striking  fact  presented,  and  that  it 
furnished  a  basis  of  discussion  as  to  the  hygienic  requirements  of  the 
schools.  It  is  worthy  of  observation  that  the  very  frequency  and  uni- 
formity of  its  occurrence  gave  rise  to  the  inquiry  in  the  minds  of  some  as 
to  whether  myopia  was  to  be  regarded  as  an  evil :  was  it  not  rather  a 
manifestation  of  normal  evolution?  In  confirmation  of  this  proposition 
the  well-known  facts  were  cited  that  the  small  or  hypermetropic  eyeball 
(Fig.  1,  a)  is  always  present  in  animals,  in  infants,  in  the  uncivilized 
races,  and  in  those  who  pass  their  lives  in  employments  of  the  grosser 
sort,  while  myopia  (Fig.  1,  c)  is  almost  unknown  under  these  conditions 
of  life.  In  the  statistics  of  school  examinations  it  was  shown  that  at  the 
beginning  of  school  life  hypermetropic  eyes  were  more  numerous  than  both 
emmetropic  and  myopic  combined,  but  with  the  increase  in  the  percentage 
of  myopia  it  was  found  that  the  percentage  of  hypermetropic  eyes  dimin- 
ished in  approximately  the  same  ratio,  the  intermediate  emmetropic  eyes 
remaining  in  nearly  imiform  percentage  through  all  the  classes.  The 
figures  seemed  to  teach  that  the  refraction  of  the  human  eye  steadily 
increased  during  the  years  of  school  life,  which  are  also  the  years  of  growth 
in  stature.  This  suggested  the  possibility  that  with  the  growth  of  the  body 
the  small  hypermetropic  eyeball  of  infancy  and  childhood  was  also  out- 
grown,— i.e.,  developed  into  the  larger  emmetropic  ball, — and  this,  under 
the  strain  imposed  by  the  requirements  of  school  life,  passed  into  tlie  large 
myopic  eye ;  some  even  maintaining  that  it  was,  in  fact,  better  adapted  to 
the  exigencies  of  civilization  than  either  the  emmetropic  or  the  hypermetropic 
eye.  In  a  word,  the  change  of  refraction  was  to  be  regarded  as  a  process 
of  normal  evolution,  "  an  appropriate  adaptiition  to  the  act  of  work."  In 
this  connection  it  should  be  remembered,  however,  that  the  adult  Indian, 
the  farmer,  and  the  day-laborer  do  not  outgrow  their  hypermetropia,  and  that 
the  myopic  eye  results  only  under  the  stress  of  those  employments  which 
require  the  protracted  use  of  the  eyes  at  near-work.  Moreover,  myopia  is 
not  a  characteristic  of  the  student  any  more  than  of  the  artisan  whose 
trade  requires  accurate  near-vision,  jirovided  only  tliat  his  work  was  begun 
early  in  life.  The  editorial  sanctum,  for  example,  is  no  more  liable  to 
develop  myopia  than  the  composing-room.  Cohn  found  fifty-one  and  a 
half  per  cent.  (iC  near-sight  among  the  compositors  of  Brcslau,  and  I  Iiave 
myself  frequently  witnessed  the  most  malignant  forms  of  progressive 
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myopia  among  compositors,  joiners,  and  brass-turners  in  Philadelphia. 
Therefore  it  must  be  shown  that  the  increase  in  the  refraction  of  the  eye 
is  consonant  with  the  health  of  the  organ,  and  that  it  is  conducive  to  greater 
comfort  and  usefulness  to  the  individual,  before  we  can  accept  the  view 
which  regards  the  myopic  eye  as  a  manifestation  of  normal  growth,  or  of 
"  an  appropriate  adaptation."  If  in  either  or  both  of  these  respects  demon- 
stration is  wanting,  or  if  the  contrary  should  appear  on  sufficient  investiga- 
tion, then  the  increasing  percentage  of  near-sight  in  the  community  must 
be  classed  among  the  baneful  physical  results  of  our  civilization. 

That  this  increase  of  refraction  in  the  human  eye  is  not  a  physiological 
process  finds  ample  demonstration  in  many  simple  facts  open  to  common 
observation.  In  communities  where  the  vocations  are  of  such  a  nature  as 
to  demand  but  little  accurate  vision,  the  necessity  for  care  of  the  eyes  is  not 
felt,  since  the  straili  at  near-work  in  ill-lighted  rooms  is  not  required. 
Examples  are  found  in  farming  districts  and  among  those  engaged  in  the 
coarser  mechanical  pursuits.  If  the  children  from  these  communities  are 
sent  to  school,  or  into  the  counting-rooms  of  mercantile  establishments,  or 
are  placed  at  some  mechanical  employment  demanding  accurate  vision  for 
many  houi-s  daily,  the  problem  of  how  to  prevent  injury  to  the  eyes  soon 
obtrudes  itself  When  we  study  the  nature  of  the  ensuing  injury  which 
may  befall  the  school-child,  the  clerk,  or  the  artisan,  we  find  first  of 
all  that  it  is  attended  with  certain  subjective  symptoms, — e.g.^  headache, 
painful  eyes  and  impaired  vision,  undue  sensitiveness  to  light,  and  in- 
creased lacrymation, — all  the  symptoms  being  aggravated  by  work  at  the 
near-point  or  by  exposure  to  strong  light.  A  careful  study  reveals,  during 
the  early  history  of  these  eyes,  a  more  or  less  tonic  cramp  in  the  accom- 
modation, injected  extemal  tunics,  and  great  hypefrcemia  of  the  optic  nerve, 
retina,  and  chorioid.  The  subjective  symptoms,  together  with  the  intra-ocu- 
lar  hypersemia,  subside  under  rest,  but  recur  when  work  is  resumed.  If  the 
refraction  is  myopic,  the  degree  of  myopia  steadily  advances,  and  is  attended 
with  cei*tain  intra-ocular  changes  of  an  unquestionably  pathological  char- 
acter, which  also  steadily  advance  with  the  increasing  refraction.  If  the 
eyes  are  hypermetropic,  they  have  been  observed,  in  a  large  group  of  cases 
to  be  hereatlter  noted,  to  increase  their  refraction ;  but  in  each  instance  the 
increase  was  attended  with  advancing  pathological  conditions  of  the  intra- 
ocular membranes  of  the  same  nature  as  those  observed  in  the  myopic  eyes. 
It  is  obvious,  therefore,  that  the  process  of  change  in  the  foi'm  and  refraction 
of  the  eyes  is  not  physiological  in  character.  The  more  closely  we  study 
individual  examples  of  increasing  refraction  the  more  forcibly  does  the 
pathological  significance  force  itself  upon  the  attention.  These  studies 
of  individual  cases  slicd  much  light  upon  the  school  statistics,  since  the 
observed  conditions  are  the  same  as  those  which  at  a  later  stage  are  charac- 
teristic of  the  eye  with  progressive  near-sight.  It  is,  for  example,  shown 
in  the  admirable  studies  of  Erismanu  in  the  schools  of  St.  Petersburg 
(Fig.  2)  that  in  twelve  hundred  and  forty-five  short-sighted  pupils  there 
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were  but  five  per  cent,  who  were  free  from  pathological  conditions  of  the 
chorioid.  Of  eighteen  hundi-ed  and  seventy-eight  myopes  observed  by 
Horner,  thirty-four  per  cent,  developed  dangerous  complications, — in  nine 
per  cent,  diseases  of  the  vitreous,  in  eleven  per  cent,  inflammations  of  the 
chorioid,  in  four  per  cent,  detachment  of  the  retina,  and  cataract  in  twenty- 
three  per  ceut.^  In  my  own  work  in  the  schools  of  Philadelphia,  sixty  per 
cent,  of  the  eyes  with  myopic  astigmatism  had  chorioidal  atrophies  or 
inflammation,  usually  at  the  temporal  margin  of  the  optic  nerve,  eighty- 
seven  per  cent,  exhibited  varying  forms  of  chorioidal  disease,  and  seventy 
per  cent,  were  asthenopic.  (Figs.  5  and  6.)  While  it  is  obvious  from  the 
foregoing  statements  that  the  myopic  eye  must  of  necessity  be  recruited 
from  the  other  states  of  refraction,  the  weight  of  clinical  experience  is 
certainly  opposed  to  the  view  which  would  regard  the  change  as  a  physio- 
logical growth. 

In  this  discussion  we  may  fairly  dismiss  from  consideration  the  extremely 
rare  congenital  myopia,  as  it  is  obviously  not  this,  but  the  acquired  and 
progressive  form  of  near-sight,  which  is  found  in  increasing  percentage  in 
the  schools,  and  which,  therefore,  interests  us  here.  In  these  eyes  it  has 
been  shown  that  the  increasing  refraction  is  brought  about  by  a  distention 
or  stretching  of  the  tunics  of  the  eyeball,  and  the  most  painstaking  study 
has  served  only  to  demonstrate  more  and  more  forcibly  the  pathological 
character  of  the  process.  The  important  lessons  which  were  taught  by  the 
four  cases  published  by  Arlt  in  1853,  and  by  the  careful  study  by  Jaeger 
of  the  changes  which  occur  at  the  entrance  of  the  optic  nerve  in  the  dis- 
tending myopic  eye,  are  fully  in  accord  with  clinical  experience  in  the 
treatment  of  these  eyes,  and  also  with  the  excellent  early  teaching  of 
Donders, — viz.,  "  the  progressive  elongation  and  progressive  short-sight 
advance  together,  and  this  advance  is  an  actual  disease.  I  maintain  with- 
out hesitation  that  a  short-sighted  eye  is  a  diseased  eye.  .  .  .  Progres- 
sive short-sight  is  in  every  case  ominous  of  evil  for  the  future,  for  if  it 
remains  progressive  the  eye  soon  develops  painful  symptoms  and  becomes 
less  equal  to  its  work  ;  and  not  infrequently,  at  the  age  of  fifty  or  sixty,  if 
not  much  earlier,  the  power  of  sight,  either  from  detachment  of  the  retina, 
or  from  hemorrhages,  or  from  atrophy  and  degeneration  of  the  yellow  spot, 
is  irrecoverably  lost."^  If,  then,  we  come  to  regard  increasing  refraction 
in  the  human  eye  as  a  manifestation  of  disease,  the  figures  in  the  school 
statistics  acquire  a  vital  significance  when  viewed  from  the  stand-point  of 
school  hygiene. 

The  obvious  association  of  the  increasing  percentage  of  myopia  with  the 
work  of  the  schools  seemed  naturally  to  fix  the  responsibility  for  the 
disease  upon  the  educational  process,  and  led  directly  to  efforts  for  the  dis- 
covery and  reform  of  faulty  educational  methods.    Much  care  was  devoted 


'  Vide  Cohn,  Hygiene  des  Augcs. 

'  Cohn,  Hygiene  of  the  Eye,  English  ed.,  p.  49. 
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to  the  proper  ventilation,  lighting,  and  furnishing  of  the  school-houses; 
Avhile  the  type  employed  in  the  printing  of  school-books,  the  script  used 
in  writing,  and  the  position  assumed  by  the  children  at  their  work  were 
subjected  to  the  most  rigid  scrutiny.  But,  notwithstanding  the  introduction 
of  much-needed  reform  in  all  these  matters,  the  injurious  results  of  the 
educational  process  were  not  notably  arrested. 

In  this  connection  another  notable  fact,  set  forth  in  the  statistics  of 
Professor  Cohn  and  others,  is  of  much  importance, — viz.,  that  not  only  the 
percentage  hut  also  the  degree  of  near-sight  ims  progressive.  In  the  course 
of  a  year  and  a  half  the  average  degree  of  myopia  was  found,  on  a  second 
examination  of  the  same  pupils,  to  have  advanced  from  2  D.  to  2.75  D. 
Of  fifty-four  myopes  still  in  the  Frederick  Gymnasium  at  Breslau,  twenty- 
eight  had  suifered  a  decided  increase  in  their  myopia.  Von  Reuss  also 
re-examined  in  three  succeeding  years  the  eyes  of  the  same  pupils,  still 
remaining  in  the  Leopoldstadt  Gymnasium  in  Vienna,  and  found  that  after 
three  years  in  only  twelve  per  cent,  of  them  had  the  myopia  remained 
stationary.  At  the  close  of  the  first  year  the  refraction  of  all  eyes  had 
increased  in  forty-seven  per  cent,  of  the  pupils  examined ;  at  the  close  of 
the  second  year,  in  fifty  per  cent. ;  and  after  three  years,  in  sixty-one  per 
cent.  (Cohn.)  These  results  were  confirmed  thi'ough  repeated  examina- 
tions of  the  same  eyes  in  other  localities  by  Erismann,  Reich,  Ulrich, 
Adaipuk,  and  Just.  Dr.  H.  Derby  (Table  I.)  examined  two  hundred  and 
fifty-four  students  at  Amherst  College,  and  four  years  later  found  not  only 
that  the  thirty-five  per  cent,  of  myopia  present  at  the  first  examination 
had  increased  to  forty-seven  per  cent.,  but  that  the  average  degree  of 
myopia  had  advanced  from  1.8  D.  to  2.4  D.  These  statistics  have  an 
added  interest  from  the  fact  that  the  pupils  examined  by  Derby  were  from 
nineteen  to  twenty-six  years  of  age,  and  therefore  beyond  the  years  of 
greatest  liability  to  progression.  They  were,  furthermore,  college  students, 
and  therefore  not  subject  to  the  school-room  restraints  and  limitations  of 
the  lower  schools.  It  is  a  significant,  though  discouraging,  fact  that  the 
increase  as  found  by  Cohn  both  in  the  percentage  and  in  the  degree  of 
myopia  had  taken  place  in  those  schools  where  he  had  especially  exerted 
himself  to  secure  the  introduction  of  hygienic  reforms,  and  the  same  is  true 
of  the  observations  of  Just,  who  had  examined  the  eyes  of  twelve  hundred 
and  twenty-nine  of  the  pupils  in  the  two  High  Schools  of  Zittau,  in  both 
of  which  the  hygienic  conditions  were  all  that  could  be  desired.  He  found, 
nevertheless,  that  the  excellent  arrangements  had  not  in  any  degree  lessened 
the  percentage  of  increase  in  myopia.  It  became  necessary,  therefore,  to 
look  beyond  fiiulty  hygienic  environments  for  the  cause  of  the  pathological 
states  represented  by  myopia. 

A  closer  approach  to  the  problem  of  the  arrest  of  myopia  in  the 
schools  has  served  to  invest  it  with  increased  difficulty.  Reasoning  a 
priori,  since  only  a  certain  percentage  of  the  children  acquired  the  steadily 
distending  ball,  with  its  accompanying  disease,  it  was  probable  that  the 
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cause  of  injury  would  be  found  in  some  peculiarity  of  structure  in  these 
eyes,  or  possibly  iu  some  special  liability  to  disease  in  those  affected. 

HEREDITARY    PREDISPOSITION    AND    CONGENITAL    ANOMALIES    IN  THE 

FORM  OF  THE  EYEBALL. 

The  wide-spread  popular  impression  that  near-sight  is  handed  down 
from  parent  to  child  has  directed  attention  to  heredity  as  a  probable  foun- 
dation for  the  malady.  The  peculiar  difficulties  which  stand  in  the  way  of 
adequate  investigation  of  hereditary  inflaeuce  have,  up  to  the  present  time, 
prevented  any  sufficient  statistical  answer  as  to  its  importance.  The  early 
statement  by  Arlt,  "  That  short-sight  itself  cannot  be  looked  upon  as 
hereditary,  but  only  the  tendency  to  short-sight,"  must  for  the  present  be 
accepted  as  expressing  all  that  can  be  claimed  for  the  doctrine  of  heredity, 
and  it  is  probable  that  even  this  tendency  is  explained  by  certain  peculi- 
arities in  the  congenital  form  of  the  eyeball  itself,  or  possibly  by  certain 
anomalies  in  the  form  of  the  orbit,  as  urged  by  Stilling,  or  in  the  length 
of  the  optic  nerve,  as  suggested  by  Hasner,  Emmert,  and  Weiss. 

Cohn  found  in  one  thousand  and  four  myopes  that  only  two  and  seven- 
tenths  per  cent,  had  a  near-sighted  father  or  mother.  My  own  observa- 
tions, made  in  the  routine  of  professional  work,  have  thus  far  shown  that 
the  children  of  myopic  parents  have  more  frequently  been  sufferers  from 
hypermetropic  astigmatism,  and  that  myopic  children  have  quite  as  fre- 
quently had  parents  afflicted  with  hypermetropic  as  with  myopic  refraction. 
It  is  rare,  however,  to  find  myopic  children  in  families  where  both  parents 
have  normal  eyes.  Much  clinical  material  could  be  brought  forward  to 
substantiate  the  above  statement,  were  it  within  the  scope  of  this  paper  to 
enter  upon  the  critical  study  of  the  myopic  eye. 

The  most  cursory  observation  will  show  that  physical  perfection  is  not 
a  characteristic  of  any  class  of  school-children.  Distorted  skulls,  crooked 
noses,  bowed  legs,  etc.,  are  by  no  means  rare  exceptions.  The  statistics  of 
school  examinations  abundantly  demonstrate  the  fact  tliat  the  eyes  are  also 
involved  in  this  physical  degeneracy  from  anatomical  standards.  The 
skull  is  especially  liable  to  great  variation  in  form,  as  insi)ection  of  a 
hatter's  forms  will  show,  many  of  them  being  so  curiously  shaped  as  to 
appear  almost  grotesque  when  compared  witli  the  diameters  of  a  model 
skull.  It  is  probable  that  certain  distortions  iu  the  form  of  tlic  skull  affect 
the  shape  of  the  orbits,  and  that  any  marked  change  in  the  plane  of  the 
orbital  walls  would  have  a  tendency  to  modify  the  size  and  form  of  tlie 
eyeball.  That  this  is  true  I  have  had  the  opportunity  to  observe  in  a 
number  of  instances  of  higli  degrees  of  astigmatism  and  anisometro])ia. 
A  slight  distortion  in  the  curvature  of  the  cornea,  or  a  few  millimetres' 
shortening  in  the  antero-posterior  axis  of  the  ball,  introduces  more  or 
less  serious  disturbance  of  function,  since  the  dioptric  system  of  the  astig- 
matic eye  can  cast  only  imperfect  images  upon  the  retina.  The  struggle 
to  improve  the  sharpness  of  vision  by  accommodative  effort  causes  inulue 
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strain  upon  each  eye,  and  disturbs  also  the  proper  relation  between  accom- 
modation and  the  binocular  balance.  The  irritation  and  hyperemia  caused 
by  these  anomalous  conditions,  sooner  or  later,  in  a  large  number  of  indi- 
viduals, set  up  the  pathological  states  which  lie  at  the  foundation  of  pro- 
gressive near-sight.  Therefore  it  would  seem  that  if  heredity  has  any 
important  place  in  the  history  of  the  near-sighted  eye,  it  lies  in  the  repro- 
duction of  these  anatomical  defects.  I  am  of  the  opinion  that  the  con- 
genital anomalies  in  the  form  of  the  eyeball  are  hereditary  rather  than  the 
myopia  itself  or  any  tendency  to  myopia.  The  shape  of  the  family  skull, 
upon  which  the  family  likeness  so  largely  depends,  is  handed  down  with 
more  uniformity  than,  possibly,  any  other  anatomical  peculiarity. 

Observations  are  not  wanting  which  demonstrate  clinically  the  im- 
portant relation  these  anomalies,  particularly  astigmatism,  bear  to  the  pro- 
duction of  myopia.  Dr.  W.  F.  Norris  has  published  the  records  of  eleven 
carefully  observed  cases,  in  each  of  which  the  advancing  refraction  was 
demonstrated  by  continuous  observation  extending  over  a  number  of  years, 
and  by  repeated  measurements  of  the  static  refraction  of  the  eyes,  made 
under  the  use  of  strong  mydriatics.  Astigmatism  was  present  in  all,  and 
in  each  case  there  was  demonstrable  chorioidal  change.^  That  this  is  the 
histoiy  of  some  cases  of  progressive  myopia  I  also  have  had  opportunity 
to  witness  in  a  considerable  number  of  patients,  the  detailed  records  of 
whidi  have  been  published  in  seventeen  cases :  in  1880  a  group  of  four 
cases  in  the  Amencan  Journal  of  the  Medical  Sciences  for  October,  in  1884 
a  fifth  case  {Transactions  of  the  American  Ophthalmological  Society,  vol.  iii. 
p.  751),  three  additional  cases  in  1885  (loc.  cit,  vol.  iv.  p.  102),  and  in 
1887  nine  cases  (loc.  cit,  vol.  iv.  p.  520).  Adding  these  seventeen  cases  to 
the  eleven  observed  by  Norris,  we  have  twenty-eight  examples  in  which 
the  change  of  refraction  was  observed  through  a  series  of  years,  and  the 
static  refraction  of  each  eye  repeatedly  demonstrated  by  the  rigid  employ- 
ment of  a  strong  mydriatic  for  many  days.  Since  the  publication  of  these 
cases  I  have  seen  a  much  larger  number  presenting  similar  histories.  3fy 
own  cases,  loithout  exception,  passed  from  the  hypermetropic  hall  over  into 
near-sight  through  the  turnstile  of  astigmatism.  In  all  of  them  the  observed 
changes  of  refraction  were  attended  with  jiain  and  symptoms  of  external 
irritation, — e.g.,  blepharitis,  conjunctival  hyperemia,  increased  lacrymation, 
undue  sensitiveness  to  light,  etc., — while  the  ophthalmoscope  revealed 
advancing  pathological  changes  in  the  chorioid.  In  no  instance  did  these 
eyes,  in  passing  from  hypermetropia  into  myopia,  become  emmetropic  at  any 
stage  of  their  progress.  It  would  seem,  therefore,  that  the  inherited  con- 
genital anomalies  of  refraction,  particularly  astigmatism,  are  responsible 
for  the  myopic  eye,  by  virtue  of  the  pathological  changes  they  occasion  in 
hard-worked  eyes,  rather  than  any  inherited  predisposition  to  disease. 

In  the  routine  of  professional  work  tiie  study  of  the  very  obvious  rela- 


1  Transactions  of  the  American  Ophthalmological  Society,  vol.  iv.  p.  369,  1886. 
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tions  between  asthenopia  and  the  anomalies  of  refraction  and  accommoda- 
tion has  served  to  confirm  the  teaching  of  Bonders  {vide  p,  360),  while 
increasing  experience  in  the  management  of  these  cases  has  shown  that  the 
asthenopic  symptoms  are  attended  by  hypersemia  or  actual  disease  of  the 
ocular  membranes  as  the  result  of  eye-sti-ain.  Careful  repeated  studies  of 
individual  cases,  as  noted  above,  have  demonstrated  that,  for  these  cases 
certainly,  the  tender,  readily  yielding  sclera  of  youth  had  distended  under 
the  strain,  and  the  probable  increase  of  tension,  produced  by  the  prolonged 
turgescence  of  the  intra-ocular  timics,  thus  bringing  about  the  observed 
increase  in  the  refraction.  What  was  true  of  these  carefully  studied  cases 
was  doubtless  true  of  many  others  also,  and  seemed  to  furnish  a  sufficient 
explanation  of  the  facts  set  forth  in  the  school  statistics. 

In  the  various  studies  different  observers  had  assumed  that  in  tlie 
process  of  evolution  the  short  hypermetropic  eyeball  (o,  Fig.  1)  must  have 
passed  througli  the  intermediate  stage  of  emmetropia  (b,  Fig.  1)  into  the 
long  myopic  eye  (c,  Fig.  1).  If  this  were  true,  it  would  be  reasonable  to 
expect  that  in  the  approximately  emmetropic  eyes  would  be  found  the 
more  or  less  pronounced  forms  of  disease  which  are  recognized,  Avhen  seen 
at  a  later  and  more  advanced  stage,  as  characteristic  of  progressive  myopia, 
— e.g.,  chorioiditis  and  conus,  or  posterior  stajDhyloma, — while  the  incijjient 
steps  of  the  process  would  be  first  seen  in  those  hypermetropic  eyes  which 
were  destined  to  become  myopic.  Furthermore,  these  eyes  would  in  all 
probability  have  been  the  subjects  of  asthenojjia,  thus  revealing  their  condi- 
tion and  probable  future  by  discomfort  at  work. 

THE  EXAMINATION  IN  PHILADELPHIA  SCHOOLS. 

With  these  possibilities  in  mind,  oppoi'tunity  was  secured,  through  the 
courtesy  of  the  Board  of  Public  Education,  to  examine  the  eyes  of  the 
children  in  the  various  grades  of  the  Philadelphia  public  schools.  The 
investigation  was  undertaken  with  the  assistance  of  the  following  corps  of 
thoroughly  competent  associates,  to  each  of  whom  was  assigned  a  definite  part 
in  the  examination  of  every  pupil :  Dr.  James  A.  Wallace,  Dr.  Charles  A. 
Oliver,  Dr.  J.  T.  Eskridge,  Dr.  Heilman,  Dr.  L.  B.  Hall,  and  Dr.  F.  M. 
Perkins.^  In  arranging  and  elaborating  the  work  for  publication  I  was 
greatly  indebted  to  Dr.  B.  A.  Randall,  who  has  since  done  such  valuable 
work  in  independent  examinations  and  in  collecting  the  extensive  statistics 
of  school  examinations.  The  following  details  of  the  method  pursual  are 
condensed  from  the  report  of  the  work  then  made.^ 

In  order  to  give  the  statistics  a  true  value,  the  utmost  care  was  exercised 
throughout  to  avoid  inaccuracy.    The  examinations  were  made  without  the 

■  Included  in  the  statistics  are  the  results  of  the  examinations  made  by  Dr.  Edward 
Jackson  in  the  schools  of  West  Chester.  The  work  wns  conducted  in  the  same  manner 
in  all  respects  as  in  the  Philadelphia  schools,  and  his  results  wore  recorded  on  the  same 
blanks  as  those  there  used. 

'  Transactions  of  the  Medical  Society  of  the  State  of  Pennsylvania  for  1881. 
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use  of  a  mydriatic,  but  everything  else  was  done  to  secure  an  accurate 
diagnosis  of  the  existing  state  of  refraction.  In  order  to  preserve  as  com- 
plete a  record  as  possible  of  each  individual,  a  blank  form  was  prepared 
for  noting  all  the  principal  features  of  the  case.  Upon  it  were  recorded 
tlie  age,  the  sex,  complexion,  color  of  hair  and  eyes,  the  state  of  the  general 
health,  and  the  condition  of  the  eyes.  Under  the  latter  head  were  recorded 
whether  the  eyes  were  comfortable  or  weak  when  used,  the  presence  of 
blepharitis,  conjunctivitis,  corneal  macula  or  strabismus,  or  any  other  con- 
dition or  fact  bearing  upon  the  special  or  general  medical  history  of  the 
case.  The  sharpness  of  vision,  as  shown  by  Snellen's  test-types,  was  then 
carefully  recorded  for  each  eye  separately.  The  probable  presence  or 
absence  of  astigmatism  was  tested  by  means  of  Dr.  Green's  astigmatic 
charts.  If  lines  were  unquestionably  seen  better  in  a  given  meridian  than 
elsewhere,  the  direction  selected  was  recorded  in  degrees.  The  range  of 
accommodation  was  carefully  taken  with  fine  type, — D.  =  .50, — the  near- 
point  only  being  recorded,  except  in  cases  of  myopia  of  2.50  D.  or  more, 
in  which  case  the  remote-point  was  also  recorded.  The  presence  or  absence 
of  muscular  anomalies  was  then  determined  and  noted. 

With  the  paper  upon  which  all  these  data  had  been  recorded,  the  pupil 
entered  the  dark  I'oom  for  the  ophthalmoscopic  examination,  which  was 
made  in  the  most  painstaking  manner,  and  with  the  aid  furnished  by  the 
facts  previously  ascertained.  The  refraction  was  determined  by  the  oph- 
thalnioscope  with  all  possible  care,  and  any  existing  error  and  its  apparent 
extent  were  recorded.  Then  the  fundus  oculi  was  studied  in  detail  and  all 
notable  changes  accurately  described,  and,  where  permitting  of  representation, 
such  changes  were  sketched  upon  the  paper.  As  it  was  upon  the  ophthalmo- 
scopic determination  of  the  condition  of  refraction  that  most  of  the  subse- 
quent work  hinged,  it  will  be  proper  to  state  that  all  sources  of  error  were 
excluded  with  great  care.  The  sharpness  of  vision  and  range  of  accommoda- 
tion, as  previously  recorded,  were  carefully  borne  in  mind  and  used  as  checks 
to  guard  against  mistakes ;  and  if  there  appeared  to  be  any  inconsistency 
between  them  and  the  apparent  condition  of  refraction  as  revealed  to  the 
ophthalmoscope,  care  was  redoubled  to  find  the  source  of  variation.  Thus. 

20 

^  —  XX'  "myopia  was  at  once  excluded.  Every  means,  other  than  the 
use  of  a  mydriatic,  was  employed  to  remove  any  spasm  of  accommodation 
which  might  simulate  near-sight.  With  these  precautions  it  often  happened 
that  what  had  at  first  appeared  to  be  a  myopia  proved,  under  the  examina- 
tion, to  be  emmetropia  or  even  hypermetropia.  The  record  thus  obtained 
was  as  complete  and  free  from  all  sources  of  error  as  was  possible  from  a 
single  examination,  unless  a  mydriatic  had  been  employed,  and  upon  it  I 
should  not  have  hesitated  to  venture  an  opinion  or  prescribe  treatment  had 
that  been  the  object  of  the  diagnosis.  The  results  thus  obtained  were  ar- 
ranged in  tabular  form,  in  the  order  of  classes  and  schools,  from  the  lowest 
grade  to  the  highest,  and  the  totals  and  percentages  of  the  several  states 
of  refraction,  together  with  the  attending  conditions  of  comfort  or  discom- 
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fort,  health  or  disease,  for  each  group,  carefully  worked  out  and  recorded 
under  the  ajipropriate  headings.  The  grouping,  therefore,  was  as  follows  : 
1,  (Em.)  Emmetropia ;  2,  (H.)  Hypernietropia ;  3,  (H.  As.)  Hyperme- 
tropic Astigmatism ;  4,  (M.)  Myopia ;  5,  (M.  As.)  Myopic  Astigmatism ; 
6,  (Mixed  As.)  Mixed  Astigmatism.  Under  each  group  were  arranged 
columns  in  which  were  recorded  the  number  and  percentage  of  eyes  which 
were  comfortable  or  asthenojiic,  vision  normal  or  lowered,  healthy  or  un- 
healthy, and  a  special  heading  for  conns ;  and,  lastly,  a  separate  grouping 
according  to  refraction  only,  in  which  astigmatism  was  ignored  in  order  to 
make  the  resulting  curves  readily  comparable  with  the  statistics  of  other 
observers.  These  tables  are  omitted  here,  but  the  results  of  the  investiga- 
tion are  graphically  set  forth  in  the  accompanying  percentage  curves,  which 
are  copied  from  the  report  then  made. 

A  reference  to  Fig.  4,  in  which  astigmatism  is  omitted,  shows  a  steady 
rise  in  the  percentage  of  myopic  eyes  from  4.27  per  cent,  in  the  lowest 
^     ^  grades,  the  average  age  being  eight  and  a  half  years, 

to  19.33  per  cent,  in  the  Normal  School,  the  average 
age  being  seventeen  and  a  half  years.  Thus  it  will 
be  seen  that,  so  far  as  the  steady  rise  in  the  percentage 
of  myopia  is  concerned,  the  work  simply  confirmed 
the  findings  of  other  observers.  The  high  percentage 
of  hypermetropia,  amouuting  to  88.11  per  cent,  in 
the  lowest  grades  and  sinking  to  66.87  per  cent,  in 
the  highest,  did  not  accord  with  the  statistics  of  some 
observers,  but  was  confirmed  by  the  examinations  made 
under  mydriatics.  The  difference  is  largely  explained 
by  the  great  care  exercised  to  exclude  sources  of 
error  arising  from  the  accommodative  efforts  of  the 
pupils,  and  by  the  adoption  of  a  different  standard 
for  emmetropia  and  hypermetropia,  the  static  refrac- 
tion of  the  eye  being  sought  for  in  each  case,  and  even 
low  grades  of  hypermetropia — e.g.,  .60  D. — being 
recorded  as  H. 

The  facts  set  forth  in  Fig.  4  were  not  regardetl, 
however,  as  the  most  important  features  of  the  Avork,  since  these  had 
been  repeatedly  demonstrated  and  needed  no  further  confirmation.  It 
is  interesting  to  observe  that  the  percentage  of  myopia  is  lower  than 
in  some  of  the  European  statistics,  but  conforms  closely  with  the  results 
obtained  by  other  Americans. 

The  significant  lessons  taught  by  Figs.  5  and  G  are  of  a  different  value, 
since  they  shed  much  light  upon  the  etiology  and  history  of  the  rise  in 
the  percentage  of  myopia.  In  Fig.  5  is  shown  the  percentage  of  intra- 
ocular disease  in  relation  to  the  different  states  of  refraction.  The  eyo-s 
were  divided  into  Em.,  H.,  H.  As.,  M.,  M.  As.,  and  mixed  astigmatism. 
The  upiJcr  curve  indicates  the  proportional  frequency  of  unhealthy  condi- 
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tious  in  eyes  of  dilFerent  states  of  refraction ;  and  it  may  be  well  here  to 
state  that  in  this  category  were  included  only  distinct  departures  from 
health.  They  varied  from  retinal  irritation,  with  congestion  of  the  nerve, 
striation  of  the  retina,  and  undue  hyperaimia  of  the  entire  eye-ground 
with  commencing  pigment  absorption,  to  marked  neuro-retinitis,  chori- 
oiditis, and  posterior  staphyloma.  The  percentage  of  these  conditions  in 
emmetropic  eyes  will  be  seen  to  have  been  31.97,  a  frequency  which  is 
explained  in  part  by  the  fact  that  the  eyes  in  two  of  the  lower  schools 
were  subjected  to  outrageous  hygienic  surroundings,  and,  further,  that  the 
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other  eye  of  the  same  pupil  was  often  of  a  different  refraction,  or  that  some 
form  of  muscular  anomaly  was  present,  and  to  these  causes  may  justly  be 
charged  the  diseased  conditions  in  many  of  the  emmetropic  eyes.  Only 
twenty  per  cent,  of  the  emmetropic  eyes  in  the  Normal  School  (age  seven- 
teen and  a  half  years)  presented  these  pathological  eye-grounds,  but  here 
also  the  difference  of  refraction  in  the  two  eyes  of  the  same  individual  was 
present  in  a  large  number  of  cases,  thus  causing  a  higher  percentage  of 
astheuopia  and  disease  than  Avould  have  been  shown  had  such  differences 
been  eliminated.  In  hypermetropia  the  percentage  of  disease  passes  fifty 
per  cent.  ;  in  hypermetropic  astigmatism,  seventy-six  per  cent. ;  while  in 
myopic  astigmatism  eighty-seven  per  cent,  of  the  eyes  were  unhealthy.  In 
the  secondary  classes  there  was  not  found  a  single  myopic  eye  in  which 
the  fundus  was  healthy ;  and  even  in  the  Normal  School  the  diseased  eye- 
grounds  were  present  in  nearly  eighty-two  per  cent,  of  the  myopic  eyes. 
It  would  be  well  to  state  here  that,  while  some  of  the  classes  in  the  primary 
and  secondary  schools  had  bad  hygienic  surroundings,  and  while  in  the 
grammar  schools  the  arrangements  were  not  the  best,  in  the  Normal 
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School  the  greatest  possible  care  had  been  exercised  to  secure  the  best 
lighting  and  seating  of  the  class-rooms,  with  the  result  of  making  them  as 
nearly  jjerfect  as  possible  with  our  present  knowledge  of  the  requirements. 
Yet,  notwithstanding  this  and  the  fact  that  the  pupils  were  much  older 
and  therefore,  as  we  shall  show,  less  susceptible  to  unfavorable  circum- 
stances, the  showing  for  myopic  eyes  or  those  with  hypermetropic  astigma- 
tism was  little  better  than  in  the  lower  schools,  except  as  compared  with 
the  two  classes  noted  above.  Turning,  then,  to  the  lower  or  conus  curve  in 
Fig.  5,  it  will  be  seen  to  occupy  a  very  striking  and  impoi-tant  relation  to 
the  errors  of  refraction.  The  curve  begins  with  emmetropia,  in  which  the 
conus  was  found,  often  only  in  its  incipient  form,  in  13.15  per  cent.  In 
this  relation  the  frequent  occurrence  of  anisometropia  should  also  be  borne 
in  mind.  In  hypermetropia  it  was  found  in  twenty  per  cent.,  and  where 
astigmatism  was  combined  with  the  hypermetropia  it  rose  to  forty-five  per 
cent.  Simple  myopia  presented  it  in  but  forty-one  per  cent.,  distinctly  less 
often  than  in  hypermetropic  astigmatism ;  and  only  where  myopia  was 
itself  combined  with  astigmatism  did  the  percentage  of  conus  rise  higher ; 
there,  however,  to  reach  sixty  per  cent.  The  changes  in  the  eye-ground  to 
which  the  term  conus  is  here  applied  were  presented  in  great  variety  and 
extent,  but,  though  differing  widely  in  their  extremes,  were  nevertheless 
regarded  here  as  differing  only  in  degree,  not  in  their  essential  nature.  A 
study  of  this  pathological  condition  and  its  clinical  history  seems  to  justify 
the  staternent  that  it  is  a  limited  chonoiditis  of  varying  extent  and  intensity, 
affecting  the  region  of  the  nerve  entrance,  and  generally  manifested  at  the 
temporal  margin  of  the  optic  disk  as  a  crescent  of  altered  color  and  pigment 
absorption.  The  massing  of  pigment  in  the  ring  of  chorioid  immediately 
surrounding  the  optic  nerve  is  a  phenomenon  often  present  to  an  extraordi- 
nary extent.  So  long  as  these  pigment  bands  and  crescents  remained 
undisturbed  they  were  regarded  as  physiological.  When,  however,  these 
masses  of  pigment,  or  the  normal  pigmentation  about  the  disk,  had  partially 
absorbed,  giving  rise  to  crescents  of  thinned  and  semi-atrophic  chorioid, 
and  the  process  was  accomiDanied  by  general  chorioidal  disease,  they  wei'e 
no  longer  regarded  as  physiological.  The  attending  symptoms  of  asthenopia 
and  the  clinical  history  as  derived  from  tlie  individuals  where  these  condi- 
tions were  found  pointed  emphatically  to  a  diseased  action  with  a  well- 
marked  and  more  or  less  permanent  anatomical  lesion. 

These  atrophies  at  the  border  of  the  nerve  have  long  been  associated 
with  myopia  and  regarded  as  standing  in  close  relation  to  the  jn-ocess  of 
elongation  in  the  myopic  ball,  as  shown  by  Jaeger.  Bonders  taught, 
indeed,  that  a  quite  uniform  relation  existed  between  the  degree  of  the 
myopia  on  the  one  hand  and  the  extent  of  the  cone  of  chorioidal  atrophy 
on  the  other.  Observation  proves,  however,  that  these  chorioidal  changes, 
embracing  usually  the  temporal  border  of  the  nerve,  are  by  no  means  con- 
fined to  myopic  eyes,  but  arc  also  very  frequently  jircscnt  in  eyes  still 
hyijcrmetropic.    Tliis  is  especially  true  of  hypermetropic  astigmatism,  as 
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set  forth  in  Fig.  5,  where  the  conus  curve  rises  to  forty-five  per  cent,  in 
H.  As.,  and  to  sixty  per  cent,  in  M.  As. 

In  eyes  where  this  conus  is  present  and  the  change  is  still  progressive, 
it  is  invariably  attended  with  asthenopic  symptoms,  and  with  more  or  less 
marked  general  chorioidal  disturbance,  and  must  be  accepted  as  evidence  of 
actually  increasing  refra(!tion,  or  at  best  of  threatened  increase,  a  contingency 
controlled  largely  by  the  resisting  power  of  the  sclera  in  the  individual 
case  and  by  the  industry  of  the  pupil.  The  figures  on  Plate  I.  are  repro- 
ductions of  pen-and-ink  sketches  of  eyes  with  hypermetropic  refraction 
found  in  my  note-books,  made  by  Dr.  Randall,  and  will  serve  to  illustrate 
the  foregoing  remarks.  The  clinical  histories  of  each  case  were  elaborate 
and  extended  over  several  years. 

Nos.  I.  and  II.  are  from  the  records  of  a  brother  and  sister,  aged  re- 
spectively ten  and  twelve  years.  Both  of  them  were  members  of  the 
classes  included  in  the  school  examination,  but  were  detained  from  school 
temporarily  because  of  the  bad  condition  of  their  eyes,  and  therefore  do 
not  appear  in  the  tables.  The  conditions  here  represented  were  repeated, 
however,  in  scores  of  their  fellows  at  school.  Both  had  suffered  severely 
from  their  weak  eyes  and  headache,  No.  II.  being  subject  to  petit  chorea. 
Both  had  hypermetropic  astigmatism,  and  after  a  few  weeks  returned  to 
their  work  with  correcting  glasses  and  pursued  their  studies  without  further 
diflBculty.  These  children  were  followed  for  several  years,  but  developed 
no  further  change  in  refraction.  Their  mother  had  a  high  grade  of  H.  As., 
and  the  father,  a  post-office  clerk,  had  mixed  astigmatism,  with  a  large  conus 
in  both  eyes,  and  retino-chorioiditis,  with  marked  asthenopia  and  so-called 
"  sick  headaches." 

No.  III.  is  a  sketch  of  the  condition  seen  in  a  lady,  aged  sixty-eight, 
with  hypermetropic  refraction,  who  had  been  a  life-long  sufferer  from 
weak  eyes  and  headaches,  which  were  relieved  by  glasses  correcting  her 
hyperopic  astigmatism.  The  other  eye  presented  similar  conditions.  There 
were  large  areas  of  pigment  absorption  throughout  the  eye-ground,  and  a 
general  fluffy  appearance  of  the  fundus,  which  slowly  subsided  under  the 
use  of  her  glasses. 

No.  IV.  is  a  sketch  of  the  changes  seen  in  a  college  student,  aged 
seventeen,  made  in  1877.  There  was  then  simple  H.  As.  =  .75  D.'  The 
severe  asthenopia  compelled  him  to  abandon  his  work,  which,  however, 
was  resumed  with  correcting  glasses  and  continued  comfortably  for  a  year. 
The  glasses  were  then  abandoned,  as  he  thought  they  were  no  longer  needed. 
After  a  term  of  study  without  them,  the  asthenopia  returned.  The  former 
hypermetropic  meridian  was  then  found  to  be  M.  =  1  D.,  and  the  meridian 
before  emmetropic  to  be  M.  =  1.75  D.  There  was  a  marked  advance  in 
the  chorioidal  changes,  which  is  carefully  described  in  the  notes,  but,  unfor- 
tunately, no  sketch  was  made.  Both  the  first  and  the  later  determinations 
of  the  refraction  were  made  under  the  prolonged  use  of  atropine.  Cor- 
recting glasses  were  once  more  prescribed,  and  two  years  later  there  had 
Vol.  it.— 24 
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been  no  further  increase  in  the  myopia,  notwithstanding  his  continued 
■work  ut  college.  The  father  and  mother,  a  sister,  and  one  brother  of  this 
patient  were  asthenopic,  and  all  had  hypermetropic  astigmatism. 

No.  V.  is  sketched  from  a  case,  aged  thirteen,  of  commencing  my- 
opia, with  astigmatism.  The  father  and  a  younger  brother  had  hyperme- 
tropic astigmatism.  The  same  changes  were  beginning  in  the  brother,  who 
was  also  brought  for  treatment  for  his  weak  eyes  and  headache  at  school. 
He  was  found  with  a  cramp  of  the  accommodation  simulating  near-sight. 
It  gave  way  under  the  use  of  a  mydriatic,  and  he  received  convex  glasses, 
correcting  a  compound  hypermetropic  astigmatism.  Both  children  i-eceived 
correcting  glasses  and  resumed  their  school  duties.  They  were  kept  under 
observation  for  two  years,  but  had  no  return  of  trouble  or  increase  of 
refraction. 

Plate  II.  is  a  portrait  of  the  right  eye  of  a  patient  under  treat- 
ment at  the  Wills  Eye  Hospital,  suffering  from  violent  asthenopia  and 
headache,  which  were  entirely  relieved  by  her  glasses,  given  to  correct  a 
hypermetropic  astigmatism  of  low  grade.  The  eye-ground  was  fluffy 
throughout,  an  appearance  very  difficult  to  reproduce,  and  lost  in  the  sketch 
made  for  me  by  Dr.  Schwenk.  The  commencing  macular  disease  and  the 
crescent  of  pigment-absorption  at  the  temporal  margin  of  the  nerve  are  seen. 

The  important  role  played  by  the  errors  of  refraction,  especially  by 
astigmatism,  is  revealed  by  any  careful  study  of  the  curves.  (Figs.  5 
and  6.)  Not  only  is  the  well-known  fact  of  the  uniform  percentage  of 
emmetropia  in  all  the  classes  again  exemplified  in  Fig.  4,  but  in  Figs.  5 
and  6  it  is  shown  that  the  emmetropic  eye  enjoyed  the  highest  acuity  of 
vision  and  was  relatively  free  from  pain  and  disease.  As  opposed  to  this 
claim,  it  does  not  suffice  to  contend  that  the  mathematically  emmetropic 
eye  does  not  exist,  for  the  contention  still  remains  that  those  eyes'  most 
nearly  approaching  this  ideal  state  of  refraction  enjoyed  in  the  highest 
degree  immunity  from  the  perils  of  school  life.  The  eyes  with  simple  H., 
next  to  Em.,  were  freest  from  pain  and  disease;  while  simple  M.,  though  on 
the  whole  very  rare, — 2.68  per  cent., — stands  third.  The  rapid  mounting 
of  the  curves  where  astigmatism  was  also  present  is  a  fad  of  the  most  signifi- 
cant interest  in  this  study.  Its  relation  to  asthenopia  and  disease  is  unmis- 
takable as  one  of  cause  and  eflFect. 

Such  relation  is,  moreover,  strongly  borne  out  by  clinical  experience. 
In  this  connection  the  relative  frequency  of  astigmatism  is  a  point  of  impor- 
tance.   In  the  school  statistics  the  following  relation  was  shown  : 

Per  Cent. 
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Plate  II. 


Beginning  crescent  of  pigment-absorption  at  temporal  margin  of  disk  in  a  case  of  H  +  Ah  with 

chorioiditis  and  asthenopia. 
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That  the  frequency  of  astigmatism  was  probably  underestimated  in  the 
school  work  is  shown  in  the  following  record  of  two  thousand  six  hundred 
and  twenty-eight  hypermetropic  eyes  taken  consecutively  from  my  case- 
books, all  having  been  corrected  under  mydriatics  : 

H.  =  9.70  per  cent. 

H.  As  =90.30  per  cent. 

The  percentage  of  astigmatism  is  probably  higher  than  would  be  found 
in  the  same  number  of  hypermetropes  taken  promiscuously  from  the  com- 
munity, since  these  had  all  presented  themselves  for  relief  from  troublesome 
symptoms  ;  nevertheless,  the  figures  serve  to  illustrate  the  great  relative 
frequency  of  this  anomaly.  The  same  relation  is  set  forth  in  Table  III., 
page  376,  for  myopic  eyes,  where  it  is  shown  that  the  average  percentage 
for  all  the  years  included  in  the  investigation  was  for 

M.  =  9.67  per  cent. 

M.  As.  =  90.33  per  cent. 

The  percentage  of  astigmatism  in  both  hypermetropic  and  myopic  eyes 
is,  therefore,  practically  identical,  a  significant  fact  as  pointing  to  the 
source  of  the  myopic  eye :  it  would  seem,  indeed,  fair  to  claim  that  the 
latter  had  been  attained  through  the  turnstile  of  astigmatism,  which  was 
already  present  in  the  hypermetropic  eyes. 

In  Fig.  7,  page  367,  a  lesson  of  much  significance  is  taught.  Here  the 
percentage  of  disease  and  asthenopia  in  all  states  of  refraction,  in  relation 
to  the  age  of  the  pupils,  is  made  manifest.  It  will  be  observed  that  all 
the  curves  make  a  notable  descent  as  the  age  of  the  pupils  advances.  The 
explanation  is  found  principally  in  the  facts  that,  in  the  first  place,  a  certain 
number  of  the  weakest  eyes  had  dropped  out  of  the  schools,  and,  secondly, 
with  advancing  age  the  tissues  of  the  ball  were  better  able  to  endure  the 
imposed  strain  of  school  work.  Attention  is  called  especially  to  the  upward 
trend  of  the  curves  in  Fig.  7  between  the  ages  of  eleven  and  fourteen, 
— a  fact  significant  of  the  bad  influence  of  puberty  over  the  resisting  power 
of  the  tissues. 

The  obvious  lesson  is  that  our  children  enter  upon  their  educational 
training  at  a  too  tender  age,  and  that  during  the  first  years  at  school  the 
methods  of  instruction  should  be  so  modified  as  to  avoid  as  far  as  possible 
continuous  work  at  a  near-point. 

PART  II.— NECESSITY  FOR  AN  ENTRANCE  EXAMINATION. 

The  observed  facts  set  forth  in  the  preceding  pages  have  a  very  impor- 
tant bearing  upon  the  subject  of  the  hygiene  of  vision  in  the  schools.  It 
is  obvious  that  if  the  deductions  there  made  are  true,  the  most  painstaking 
attention  to  the  details  of  general  hygiene  of  the  school-room  and  the 
adoption  of  the  most  approved  educational  methods  will  not  suffice  to 
arrest  the  spread  of  myopia  and  its  attending  pathological  conditions. 
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While  the  great  prevalence  of  congenitally  defective  eyes  should  serve  to 
enfoi-ce  the  necessity  for  every  sanitary  precaution,  it  is  nevertheless  plain 
that  our  first  duty  is  to  place  specific  guardiaushij)  over  the  children  who 
enter  upon  their  educational  process  with  defective  eyes.  To  this  end  some 
systematic  method  of  inspection  should  be  adopted  in  the  schools  which 
would  be  effective,  at  the  very  outset,  in  detecting  the  anomalies  of  vision, 
and  at  least  make  it  possible  to  warn  the  parents  of  existing  unfavorable 
conditions  and  of  the  probable  injury  to  the  eyes  if  neglected. 

That  children  are  entered  without  question  as  to  the  state  of  their 
vision  is  doubtless  due  in  large  measure  to  ignorance  of  any  necessity  for 
such  inquiry.  Parents  who  are  careful  of  their  children's  welfare  in  other 
respects  are  nnmindful  in  this,  and  educators  thoroughly  versed  in  the 
improved  methods  of  mental  training  accept  the  important  trust  committed 
to  them,  not  knowing  whether  the  vision  of  the  child  is  sufficient  to  sustain 
the  coming  struggle  with  books.  There  is  great  need,  therefore,  for  popu- 
lar education  in  this  respect.  When  parents  come  to  understand  that  the 
vision  of  their  children  may  be  defective,  and  in  consequence  their  school 
life  fraught  with  danger  to  the  eyes  and  their  educational  progress  retarded, 
there  will  be  less  negligence  in  this  direction. 

When  a  child  is  brought  for  admission  to  the  school,  one  of  the  first 
questions  should  be,  "  Have  your  eyes  been  tested  ?"  If  answered  in  the 
negative,  such  investigation  should  be  urged  upon  the  parents,  or  made  at 
the  time  by  the  teacher  or  some  person  detailed  for  this  duty  and  instructed 
in  the  proper  methods  of  examination. 

For  this  purpose  professional  training  is  not  necessary.  The  require- 
ments are  so  simple  that  any  teacher  should  be  able  to  determine  whether 
the  acuity  of  vision  is  normal  or  not.  All  that  is  essential  for  the  purpose 
is,  first,  a  chart  of  standard  test  letters  and  a  few  simple  instructions  as  to 
its  employment ;  second,  a  small  caj'd  of  clearly  printed  4|-point  (diamond) 
type  and  a  metre  or  foot-rule.  The  test  letters  should  be  placed  in  a  good 
diffused  light,  preferably  falling  upon  it  from  the  side,  and  the  pupil 
stationed  at  a  measured  distance  of  six  metres,  or  twenty  feet.  He  should 
then  be  required  to  name  the  smallest  letters  which  can  be  called  correctly 
with  each  eye  separately.  The  nearest  point  at  which  the  diamond  type 
can  be  read  clearly  should  then  be  determined.  On  the  back  of  the  cards 
should  be  printed  a  table  showing  the  normal  near-point  for  an  emmetropic 
eye  at  all  ages  from  six  to  twenty  years,  together  with  simple  instructions 
as  to  the  manner  of  determining  it.  If  the  sharpness  of  vision  should 
prove  to  be  much  below  the  normal,  or  if  the  near-point  is  found  too 
remote  for  the  age  of  the  pupil,  admission  should  be  granted  only  after 
apprising  the  parents  or  guardians  of  the  existing  defect  of  vision  and  the 
consequent  need  of  professional  advice. 

Such  inspection  would  at  once  eliminate  all  those  pupils  with  considera- 
ble errors  of  refraction,  witii  corneal  oi)acities,  or  witii  serious  jiathologioal 
conditions  of  the  fundus.    For  children  who  have  not  been  taught  the 
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alpliabet  the  "  illiterate"  card  of  Snellen  might  be  employed,  but  this  is 
an  unsatisfoctory  method  at  best.  It  is  probably  better  to  defer  the  exami- 
nation until  familiarity  with  the  letters  of  the  alphabet  has  been  acquired. 
In  a  considerable  percentage  of  cases  the  impaired  vision  is  due  to  corneal 
opacities  or  intra-ociilar  disease.  These  are,  of  course,  in  some  measure 
without  remedy,  but  must  be  left  to  the  direction  of  professional  counsel. 
Where,  however,  the  lowered  acuity  of  vision  is  shown  to  be  due  to  some 
defect  of  refraction,  this  should  be  corrected  by  optical  means.  Happily, 
the  unwarranted  prejudice  of  former  years  against  the  use  of  glasses  is 
rapidly  disappearing.  Spectacles  should  be  regarded  as  a  protection  against 
harm,  a  function  not  essentially  diiferent  from  that  of  other  articles  of 
clothing.  If,  at  the  beginning  of  the  school  life,  these  congenital  anomalies 
of  refraction  could  be  carefully  corr-ected  by  suitable  glasses,  ive  should  hear 
much  less  complaint  of  the  harmful  influence  of  the  schools  upon  the  eyesight 
of  our  children.  The  truth  of  this  statement  is  borne  out  by  the  daily 
routine  of  professional  work  and  by  the  experience  of  teachers. 

Children  with  red  or  inflamed  eyes  should  never  be  permitted  to  enter 
the  school  until  a  physician's  certificate  of  the  non-infectious  nature  of  the 
disease  has  been  presented.  This  precaution  is  especially  necessary  in  our 
modern  school-houses,  with  their  lavatories,  where  the  children  find  facilities 
for  bathing  the  hands  and  face  in  wash-basins  which  of  necessity  must  be 
used  by  all  in  common. 

In  1875  the  Board  of  Public  Education  of  Philadelphia  proposed  a 
series  of  questions  to  the  teachers  in  the  various  schools,  one  of  which  was 
as  follows  :  "  How  many  children  in  your  school  are  known  to  you  to  have 
weak  or  sore  eyes,  or  near-sight,  or  other  defects  of  vision  ?"  Miss  Coates 
closed  her  I'eply  to  this  question  with  the  following  statement :  "  You  will 
notice  that  at  present  in  the  Second  Division  ouly  two  pupils'  eyes  are 
affected ;  by  the  time  that  class  is  ready  for  promotion,  as  much  as  oue- 
third  of  the  whole  number  will  be  so  suffering  from  weakness  of  vision 
as  to  occasion  considerable  manoeuvring  on  my  part  to  seat  them  in  such 
positions  as  will  enable  them  to  copy  from  the  blackboard." 

In  December,  1893,  I  asked  Miss  Dunn,  the  efficient  supervising  prin- 
cipal of  the  Francis  M.  Drexel  School,  where  she  has  thirteen  hundred  and 
sixty  children  under  her  care,  to  what  extent  the  children  suffered  from 
weak  or  defective  vision.  She  replied,  "  We  have  much  less  trouble  in  that 
direction  than  formerly.  Almost  daily  some  child  will  be  sent  to  me  com- 
plaining of  weak  eyes.  In  all  such  cases  I  send  them  home  with  a  note  re- 
questing the  pai'ents  to  have  the  eyes  examined.  We  miss  them  from  the 
class  for  a  few  days,  when  they  return  with  a  pair  of  spectacles,  and  we  hear  no 
more  complaint."  These  replies  indicate  the  great  advance  which  has  taken 
place  in  the  popular  understanding  of  the  cause  of  asthenopia  since  my  pub- 
lication of  "Weak  Eyes  in  the  Public  Schools  of  Philadelphia,"  in  1881.^ 
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The  almost  universal  resort  to  correcting  glasses  in  all  cases  of  weak  eyes 
has  proved  a  great  boon  to  the  school-children  of  this  city,  where  the  truth 
of  the  views  which  have  been  expressed  is  being  constantly  demonstrated 
in  a  broad  field  of  practical  application.  In  a  word,  when  the  existing 
defects  of  refraction  are  carefully  corrected  by  suitable  glasses,  trouble  is  at 
an  end  in  the  majority  of  cases  of  asthenopia.  When  this  is  neglected,  the 
asthenopic  pupil  either  spares  the  weak  eyes  at  the  expense  of  poorly  pre- 
pared lessons,  and,  as  a  consequence,  gets  on  badly  at  school,  or  drops  out 
of  the  contest  entirely.  If  the  school  work  is  continued  with  success,  it  is 
done  by  placing  the  integrity  of  the  eyes  in  peril.  The  following  study 
will  serve  to  demonstrate  with  much  force  the  value  of  correcting  glasses  in 
preventing  the  advance  of  near-sight. 

THE  RESULTS  OF  THE  OPTICAL  CORRECTION  OP  ASTHENOPIC  EYES  IN 

ARRESTING  MYOPIA. 

In  seeking  for  additional  light  upon  the  etiology  of  the  myopic  eye  and 
the  probable  value  of  correcting  glasses  in  arresting  the  disease,  I  have  made 
a  careful  analy  sis  of  the  recorded  cases  of  myopia  treated  in  my  private 
practice  since  January  1,  1874.  Since  the  patients  were  drawn  from  the 
more  studious  and  successful  portion  of  the  community,  it  seemed  probable 
that  the  percentage  of  myopia  in  the  resulting  statistics  might  be  higher 
than  would  be  shown  in  the  community  at  large  or  in  the  hosjiital  records. 
In  order  to  avoid  misleading  conclusions,  I  secured  access  to  the  prescription - 
books  of  two  large  optical  companies,  and  culled  from  them  all  prescriptions 
given  for  distance  glasses, — i.e.,  formulae  ordered  by  ophthalmic  surgeons 
for  the  correction  of  errors  of  refraction.  These  formulae  were  from  all 
sources  of  practice,  both  public  and  private,  and  therefore  furnish  as  accu- 
rate data  as  are  obtainable  from  any  source.  I  was  assisted  in  the  analysis 
of  the  private  case-books  by  Dr.  John  T.  Carpenter,  Jr.,  while  the  data 
from  the  books  of  the  optical  companies  were  collected  for  me  by  Dr. 
James  Thorington. 

During  the  twenty  years  covered  by  the  resulting  table  of  statistics  it 
has  been  the  almost  uniform  habit  of  ophthalmic  surgeons  in  Philadeljjhia 
to  correct  more  or  less  completely  and  accurately  all  errors  of  refraction 
found  in  asthenopic  patients,  in  both  private  and  hospital  practice.  In  the 
analysis  of  my  own  books  only  those  cases  which  were  corrected  under 
mydriatics  are  included.  In  the  analysis  of  the  opticians'  books  it  was  not 
possible  to  determine  this  fact.  The  work  covers  the  correcting  glasses  for 
a  total  of  one  hundi-ed  and  ninety-five  thousand  seven  hundred  and  fifty- 
four  eyes. 

It  seemed  reasonable  to  expect  that  if  there  were  indeed  a  true  relation 
of  cause  and  effect  between  the  congenital  anomalies  of  refraction  and  pro- 
gressive near-sight,  as  has  been  urged  in  the  preceding  pages,  the  uniform 
correction  of  these  anomalies  in  the  community  for  all  asthenopic  eyes,  or 
even  for  any  considerable  percentage  of  them,  would  during  or  after  twenty 
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years  reveal  the  beneficial  results  of  such  correction  in  a  diminution  both 
in  the  percentage  of  myopic  eyes  applying  for  treatment  and  also  in 
the  grade  of  myopia  found.  The  following  tables  and  percentage  curves 
are  instructive  not  only  as  showing  the  results  of  the  analysis  made  for 
nearly  two  hundred  thousand  eyes,  but  also  as  substantially  demonstrating 
the  responsibility  of  congenital  anomalies  of  refraction  in  the  etiology 
of  near-sight,  and  the  value  of  their  optical  correction  in  arresting  the 
disease. 

As  the  design  was  to  ascertain  the  percentage  and  grade  of  M.  and  M. 
As.  in  the  several  years,  the  eyes  with  hypermetropic  refraction  were  not 
included  in  the  analysis,  but  simply  counted  in  order  to  show  the  percentage 
of  eyes  with  myopic  refraction  to  the  whole  number  receiving  correcting 
glasses.  The  degrees  of  myopia  from  M.  =  .50  D.  to  the  highest  grades 
were  also  recorded,  but  grouped  as  follows :  1  D.  or  less,  1  D.  to  3  D.,  3 
D.  to  7  D.,  7  D.  to  10  D.,  10  D.  or  greater ;  and  these  were  grouped  for 
the  years  included  as  follows  :  1874  to  1880  inclusive,  1881-1883,  1884- 
1886,  1887-1889,  1890-1893.  The  whole  number  of  eyes  for  which  dis- 
tance or  constant-wear  glasses  had  been  furnished  by  Queen  &  Co.,  opti- 
cians, and  by  the  Fox  Optical  Company,  were  one  hundred  and  eighty-seven 
thousand  and  eighteen,  of  which  21.6  per  cent,  were  for  myopic  refraction. 
Of  the  myopic  eyes,  as  revealed  by  the  glasses  ordered,  39.5  per  cent,  had 
simple  M.  and  60.5  per  cent,  had  M.  As. 

In  the  private  case-books  eight  thousand  seven  hundred  and  thirty-six 
eyes  had  received  careful  correction  of  refraction  errors  under  the  use  of 
mydriatics  pressed  to  thorough  paralysis  of  the  accommodation.  Of  these 
nineteen  hundred  and  twenty-five  were  myopic,  or  twenty -two  per  cent. 
Of  these  myopic  eyes,  9.67  per  cent,  showed  only  simple  M.,  while  90.33 
per  cent,  were  astigmatic.  The  difference  in  these  percentages  is  in  a  meas- 
ure accounted  for  by  the  fact  that  in  my  own  work  astigmatism  was  care- 
fully sought  for  and  corrected  in  every  case  where  found,  while  it  is  possi- 
ble that  many  of  the  prescriptions  prepared  at  the  opticians'  were  ordered 
without  a  mydriatic  having  been  used,  or  that  the  lower  grades  of  astigma- 
tism were  regarded  as  unimportant  and  therefore  neglected,  especially  in  the 
hospital  work,  which  is  there  included.  Then,  too,  in  manifest  corrections 
of  irritable  myopic  eyes  the  low  grades  of  astigmatism  are  easily  ovei'- 
looked.  The  high  percentage  of  astigmatism  found  in  myopic  eyes,  even 
the  lower  percentage — 60.5 — of  the  opticians'  books,  points  unmistakably 
to  the  important  rdle  that  this  defect  of  refraction  plays  in  the  etiology  of 
the  distending  eyeball  and  of  the  attending  pathological  conditions. 

In  my  own  case-books  it  was  shown  that  in  many  cases  a  mixed  astig- 
matism was  present  on  one  side,  while  on  the  other  the  eye  had  already 
passed  over  into  myopia  in  all  meridians,  similar  pathological  conditions 
being  present  in  both  eyes.  This  is  strongly  suggested,  however,  in  the  table 
(Table  III.)  showing  the  percentage  and  grades  of  myopia  in  succeeding 
periods  of  years.    It  is  there  shown,  in  columns  7  to  11,  and  also  in  the 
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TABLE  III. 

FROM  PRIVATE  CASE-BOOKS,  SUOWING  BY  YEARS  THE  STEADY  FALL  IN  THE  PERCENT- 
AGE AND  DEGREE  OF  MYOPIA. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

Years. 

Num- 
ber of 
Eyes. 

Num- 
ber of 

M. 
Eyes. 

Percent- 
age of 
Myopia. 

Percent- 
age of 
Simple  M. 

Percent- 
age of 
M.  As. 

M.  = 
more 
than 
10  D. 

M.  = 
7  to 
10  D. 

M.  = 
3  to  7 
D. 

M.  = 
1  to  3 
D. 

M.  = 
1  D.  or 
Less. 

1874  \ 
1881  ; 

1956 

559 

28.43 

15.5 

85.5 

2.58 

2.36 

11.77 

9.5 

2.3 

1881  \ 
1883/ 

1354 

308 

23.05 

15.45 

84.55 

2.10 

1.96 

6.92 

8.6 

2.3 

1883  1 
1886/ 

1376 

313 

22.07 

5.75 

94.25 

1.67 

2.90 

8.43 

7.8 

1.9 

18861 
1889  / 

2154 

427 

19.82 

6.50 

93.50 

1.10 

1.20 

6.79 

7.5 

2.7 

18891 
1893  / 

1896 

318 

16.78 

5.66 

94.34 

1.37 

1.47 

5.27 

5.5 

3.1 

Avaraees 
ancT 
ToUls. 

8736 

1925 

22.03 

9.67 

90.33 

1.76 

1.98 

7.84 

7.78 

2.46 

curves  constructed  from  it  (Figs.  10  and  11),  that  all  the  higher  grades 
steadily  decrease,  while  the  lower  grades,  in  which  are  included  by  far  the 
greater  number  of  the  cases  showing  simple  myopic,  or  mixed,  astigmatism, 
rise  in  percentage,  as  shown  in  column  11.  The  increase,  however,  is  only 
relative,  as  any  study  of  the  curves  will  show.  Indeed,  there  was,  in  fact, 
an  actual  decrease  in  the  number  of  these  eyes  also.  The  obvious  lesson 
taught  by  the  figures  in  columns  7  to  11  is  that  the  progress  of  the  myopia 
was  arrested  by  the  treatment  and  by  the  glasses  received,  and  that  there 
is,  therefore,  not  only  a  steady  fall  in  the  percentage  of  all  myopic  eyes, 
as  shown  in  column  4,  but  also  a  steady  diminution  in  the  grade  of  the 
myopia  (columns  7,  8,  9,  and  10).  The  rise  in  percentage  in  column  11 
is  due  to  the  fact  that  the  low  grades  of  myopia  were  arrested  in  their 
progress,  and  hence  did  not  pass  into  the  higher  grades,  as  in  former  years. 
In  a  word,  we  are  here  taught  by  large  numbers  of  eyes  the  lesson  so 
obvious  in  clinical  experience,  that  we  have  first  the  asthenopic  eye  with 
hypermetropic  astigmatism,  then  the  mixed  form  which  passes  into  the 
simple,  and  finally  compound  myopic  astigmatism  and  progressive  near- 
sight. 

The  main  facts  of  Table  III.  are  graphically  depicted  in  the  per- 
centage curves.  (Figs.  8  to  11.)  The  tables  from  which  the  curves 
representing  the  work  of  the  optical  companies  arc  drawn  would  have 
taught  the  same  lesson  as  Table  III.,  and  liave  therefore  been  omitted. 
As  was  anticipated,  the  percentage  of  myopia  is  somewhat  higlier  in  the 
])rivate  work, — only  three  per  cent.,  however ;  but  it  will  be  observed  that 
the  steady  decrca.se  in  the  percentage  of  near-siglit  is  almo.st  identical  in 
both  sets  of  curves.    Thus,  in  Fig.  8,  1874-1880,  M.  =  28.43  per  cent., 
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which  steadily  foils  through  the  succeeding  periods  of  years  to  16.98  per 
cent. ;  and  in  Fig.  9,  commencing  at  25.4  per  cent.,  it  falls  to  15.2  per  cent. 

Fig.  8. 


FiQ.  9. 
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Fig.  10. 
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Curves  showing  the  steady  fall  in  the  percentage  and  degree  of  myopia  from  1874  to  1893  inclusive. 

Incidentally  there  are  also  shown  in  Table  III.,  by  years,  the  percentage 
of  M.  and  that  of  M.  As.  to  the  whole  number  of  myopic  eyes.   In  the  latter 
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are  included  all  eyes  with  a  near-sighted  meridian, — e.g.,  cases  of  mi.\ed  as- 
tigmatism. The  jjcrcoutage  of  simple  M.  is  seen  (in  column  5)  to  fall  from 
15.5  per  cent,  in  the  first  period  to  5.66  per  cent,  in  the  latest  period,  while 
the  reverse  is  true  of  myopic  astigmatism,  the  rise  in  the  latter  being  in 
almost  the  same  ratio  as  the  fall  in  the  former.  This  is  accounted  for  by 
the  greater  care  with  Avhich  the  astigmatism  was  sought  and  corrected  as 
increasing  experience  taught  its  importance.  The  striking  fact  is  the  very 
high  percentage  of  eyes  with  myopic  refraction  which  are  shown  to  be 
astigmatic  when  this  defect  is  carefully  sought. 

The  curves  in  Fig.  10  are  constructed  from  Table  III.,  columns  7  to 
11,  and  show  in  the  most  forcible  manner  the  steady  fall  in  the  degree  of 
myopia,  except  in  the  grades  lower  than  1  D.,  where  the  curve  is  seen  to 
rise  from  1.3  to  3.1  per  cent. ;  while  those  in  Fig.  11  are  constructed  in 
like  manner  from  the  tables  based  upon  the  books  of  the  optical  companies 
and  rise  from  4.8  to  5.2  per  cent. 

The  percentage  of  mixed  as  well  as  of  simple  myopic  astigmatism  for 
each  grade  of  myopia  is  instructive  in  this  connection,  as  set  forth  in  the 
following  table  (Table  IV.),  which  also  demonstrates  with  much  force  the 
need  for  the  thorough  use  of  a  strong  mydriatic  in  seeking  the  static  refrac- 
tion of  asthenopic  eyes.  If  this  precaution  is  not  observed  many  cases  of 
simple  hypermetropic  astigmatism  will  select  concave  cylinders  with  the 
axis  at  a  right  angle  to  that  of  the  proper  convex  cylinder. 

TABLE  IV. 

SHOWING  THE  BAPID  DECLINE  IN  PERCENTAGE  OF  EYES  WITH  SIMPLE  MYOPIC  AND 
MIXED  ASTIGMATISM  IN  GRADES  OF  MYOPIA  HIGHER  THA.N  1  D.  TO  3  D.  IN 
MIXED  ASTIGMATISM  THE  REFRACTION  FOR  THE  MYOPIC  MERIDIAN  WAS  TAKEN 
AS  REPRESENTING  THE  GRADE  OF  M. 


Grade  of  M.  in  Meridian  of  Highest 
Refraction. 

Mixed  Astigmatism. 

Simple  Astigmatism. 

Case-Books. 

Opticians' 
Books. 

Case-Books. 

Opticians' 
Books. 

38.7 

21. 

32.6 

38. 

1  D.  to  3  D  

19.7 

11.2 

15.1 

20.3 

3  D.  to  7  D  

4.4 

3.2 

6.3 

7.2 

7  D.  to  10  D  

0. 

0. 

0. 

0. 

0. 

0. 

0. 

0. 

The  marked  difference  in  the  percentages  of  myopic  and  mixed  astigma- 
tism between  the  mydriatic  corrections  of  the  private  case-books  and  those 
of  the  opticians'  books  is  notable,  and  shows  that  without  the  mydriatics  the 
hypermetropic  meridian  is  overlooked,  and  the  ca.se  passes  for  simple,  or 
possibly  compound,  myopic  astigmatism.  For  example,  in  the  case-books 
there  were  found  in  M.  of  less  than  1  D.  38.7  per  cent,  of  mixed  astigma- 
tism, while  in  the  opticians'  books  only  twenty-one  per  cent,  were  found. 
In  simple  astigmatism  the  percentage  is  higher  than  in  the  private  work. 


SCHOOL  HYGIENE. 


379 


It  is  probable  that  here  many  cases  of  mixed  astigmatism  had  passed  for 
simple  myopic  astigmatism,  since  in  many  instances  a  mydriatic  had  not 
been  used. 

The  result  of  these  studies  is  to  relieve  the  schools  of  much  of  the 
responsibility  for  the  increase  in  percentage  of  near-sight,  since  the  increase 
is  shown  to  depend  upon  the  strain  due  to  the  congenital  defects  iu  the 
eyes  which  develop  it,  but  nevertheless  to  emphasize  the  great  need  for 
hygienic  precaution,  and  for  some  method  of  inspection  which  shall  detect 
these  defective  eyes  at  the  outset  of  the  educational  work. 

PART  III.— HYGIENE  OF  THE  SCHOOL-EOOM. 

Passing  from  tlie  study  of  the  eyes,  we  come  to  the  consideration  of  the 
hygiene  of  the  school-room,  so  far  as  it  may  affect  the  vision  of  the  school- 
children. While  there  is  a  wide  opportunity  for  reform  in  many  directions, 
there  has  nevertheless  been  a  great  advance  in  school  hygiene  since  1880. 
In  all  the  newer  school- houses  in  Philadelphia  the  light  is  for  the  most 
part  adequate  and  properly  arranged.  The  newer  school-desks  have  been 
adopted  and  arranged  in  accordance  with  modern  teaching.  The  type  in 
the  text-books  (especially  those  employed  in  the  lower  grades)  is  good,  and 
the  paper  used  in  most  of  the  books  is  not  open  to  adverse  ci'iticism.  In 
many  of  the  older  school-houses,  however,  glaring  defects  are  still  present. 
The  old  patterns  of  desk  and  seat  are  still  in  use,  and  in  many  instances 
are  arranged  with  a  plus  horizontal  distance,  while  the  relation  between  the 
herght  of  the  seat  and  that  of  the  desk  is  not  correct.  The  light  in  many 
of  the  school-rooms  is  painfully  insufficient,  even  on  bright  days ;  but  these 
defects  are  being  remedied  as  far  as  the  architectural  designs  of  the  build- 
ings and  financial  limitations  will  permit.  I  am  greatly  indebted  for 
courtesies  extended  by  Dr.  Edward  Brooks,  Superintendent  of  the  Public 
Schools,  and  by  Mr.  Paul  Kavanagh,  Chairman  of  the  Property  Committee 
of  the  Board  of  Public  Education,  and  to  Mi\  Joseph  D.  Austin,  their 
architect,  all  of  whom  have  aided  me  in  securing  data  for  this  paper. 
Notwithstanding  the  earnest  co-operation  of  the  Superintendent  and  the 
Board  of  Public  Education  to  secure  the  best  hygienic  conditions,  there  is 
still  much  room  for  reform  in  our  educational  methods,  viewed  from  the 
stand-point  of  the  hygiene  of  vision. 

A  Modified  Curriculum. — Among  these  reforms  the  first  which  suggests 
itself  is  the  necessity  for  a  more  elastic  curriculum  of  study,  which  will 
allow  the  attendance  of  partially  disabled  children  without  demanding  of 
them  the  urgent  pursuit,  at  the  same  time,  of  all  the  branches  of  study 
required  of  the  class  to  which  they  belong.  It  is  possible  that  some  system 
of  certified  proficiency  in  as  many  studies  as  the  individual  is  able  to  master 
safely  might  be  adopted,  even  in  our  public  schools.  Such  a  curriculum  is 
needed  not  only  for  children  with  defective  eyes,  but  for  a  very  large 
number  who  are  in  more  or  less  feeble  health.     The  effect  of  such  a 
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course  would  be  to  lengthen  the  time  of  their  school  life  by  a  year  or 
more,  but  would  do  much  to  preserve  the  eyes  and  general  health,  and 
not  infrequently  would  make  educational  training  possible  for  children  who 
are  now  forced  to  relinquish  it  at  a  very  early  age.  The  physician  often 
finds  it  necessary  to  remove  young  children  from  school  and  place  them 
under  the  care  of  tutors,  or  in  private  schools,  where  the  amount  of  work 
required  can  be  strictly  under  control,  the  alternative  being  to  stop  their 
work  altogether. 

The  Work  required  at  Home. — The  large  amount  of  work  required  to 
be  done  at  home  in  the  preparation  of  lessons  for  the  following  day  is  an 
evil  calling  for  definite  modification.  The  greatest  possible  care  as  to  the 
hygienic  arrangement  of  our  school  buildings  and  furnishings  cannot  remove 
evils  which  assail  the  child  at  home.  During  the  winter  mouths  especially, 
the  lessons  at  home  must  be  prepared  by  the  aid  of  artificial  light,  and 
usually  in  the  midst  of  the  family  circle.  With  rare  exceptions,  the  child 
will  be  left  to  his  own  arrangement  of  book  and  light,  and  there  will  be  no 
attention  paid  to  the  i-elation  between  chair  and  table,  or  to  the  position 
assumed  in  reading  and  writing.^    Observation  and  wide  inquiry  among 


Pig.  12. 


patients  have  shown  that  for  both  private  and  public  school-children  in 
this  community  three,  and  often  four,  lessons  must  each  evening  be  pre- 
pared at  home.    When  this  work  is  added  to  that  of  the  sessions  of  the 
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school,  together  with  the  necessary  confinement  and  restraint,  it  is  obvious 
that  the  school  life  of  the  child  becomes  a  heavy  burden,  which  rests  upon 
the  young  shoulders  with  a  continuity  almost  unbroken — certainly  for 
certain  temperaments  and  for  ambitious  or  studious  children — for  about  ten 
hours  daily.  It  is  not  surprising,  therefore,  that  so  many  children  fail  in 
general  health,  or  that  their  eyes  should  give  way  under  the  strain  of  so 
many  hours  of  work,  a  very  large  percentage  of  which  is  done  at  a  near- 
point,  as  in  reading  and  writing.  Even  should  it  be  at  the  cost  of  less 
rapid  progress  in  their  educational  work,  I  am  convinced  that  a  decided 
reform  in  this  respect  is  much  needed.  It  is  probable,  however,  that  no 
loss  would  be  sustained,  since  the  freedom  from  restraint  and  the  opportunity 
for  exercise  in  the  open  air  and  the  earlier  hour  for  bed  would  add  effi- 
ciency to  the  work  performed  in  the  school-room.  It  is  an  unmixed  evil 
to  require  a  tired,  drowsy,  and  anxious  child  to  work  over  books  in  the  close 
atmosphere  of  the  family  room  until  overcome  by  exhaustion.  An  evening 
passed  in  this  manner  must  be  followed  by  restless  sleep,  disturbed  by  dreams, 
instead  of  the  calm  slumber  so  natural  to  the  healthy  child.  Wise  parents 
are  often  able  to  modify  these  harmful  conditions  in  a  measure ;  but  it  is 
nevertheless  true  that  in  numberless  cases  the  comfort  of  an  entire  family, 
and  especially  of  the  self-sacrificing  mother,  is  destroyed  night  after  night 
by  the  preparation  of  the  children's  lessons  at  home.  It  would  seem  rea- 
sonable to  contend  that  the  five  or  six  hours  daily  devoted  to  the  sessions 
of  the  school  from  the  age  of  six  or  eight  years  to  that  of  sixteen  or 
eighteen  should  be  sufficient  to  prepare  the  young  student  either  for  col- 
lege or  for  business,  without  infringing  so  seriously  upon  the  home  life 
of  the  child  and  employing  in  study  time  which  should  be  devoted  to 
recreation. 

Evils  of  the  Reading  Habit. — In  this  connection  allusion  must  be  made 
to  the  almost  universal  habit  of  reading.  Interesting  books  and  periodi- 
cals expressly  prepared  by  skilful  authors  for  the  instruction  and  amuse- 
ment of  the  young  affijrd  constant  temptation  to  the  use  of  the  eyes  in 
reading,  which  is  often  allowed  or  encouraged  by  parents  at  hours  when 
their  children  should  be  sleeping.  There  can  be  no  reasonable  doubt  that 
this  reading  habit  is  an  important  factor  in  producing  injury  to  eyes  which 
would  without  it  pass  safely  through  the  strain  imposed  by  the  schools. 

Necessity  for  a  Break  in  the  Continuity  of  Work. — Much  might  be  said 
here  regarding  investigations  which  have  been  made  into  the  physiological 
limit  of  time  in  which  useful  intellectual  work  can  be  done.  This  would 
appear  more  appropriately,  however,  in  considering  the  general  subject  of 
school  hygiene.  All  investigation  points  to  the  need  for  frequent  intervals 
of  rest.  "What  is  true  of  the  brain  is  also  eminently  true  of  the  eyes. 
Since  the  strain  upon  the  eyes  is  greatest  at  near- work,  it  should  be  so 
arranged  that  the  blackboard  and  wall-map  exercises,  oral  instruction, 
lectures,  etc.,  should  frequently  interrupt  the  studies  which  require  close 
application  in  reading  and  writing,  and  that  the  school  session  should  be 
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broken  by  sliort  recesses  passed  in  the  open  air,  or  by  gymnastic  exercises, 
marching,  etc.  In  one  of  our  city  schools,  at  a  recent  visit,  I  found  the 
entire  school,  consisting  of  over  thirteen  hundred  pupils,  marching  and 
countermarching  through  the  rooms  and  corridors,  and  on  inquiry  found 
that  this  was  done  twice  daily, — in  the  middle  of  the  morning  and  after- 
noon sessions, — each  class  being  marched  to  the  urinals  and  back  again  to 
their  respective  class-rooms,  a  device  which  not  only  saved  much  otherwise 
unavoidable  annoyance  and  interruption  during  the  session  of  the  school, 
but  also  afforded  a  break  in  the  continuity  of  work. 

Term  Examinations. — Another  evil  to  be  deplored  is  the  system  of  term 
examinations  in  vogue  in  the  schools.  In  order  to  determine  the  class 
standing  of  the  pupils,  midwinter  and  June  examinations  are  held.  Since 
promotion  is  made  contingent  upon  the  successful  passing  of  the  examina- 
tion, it  follows  that  for  a  few  weeks  before  the  coming  trial  both  teacher 
and  pupil  are  prompted  to  extraordinary  diligence  in  reviewing  the  work 
of  the  term.  This  requires  upon  the  part  of  the  children  a  considerable 
increase  in  the  hours  of  study  and  a  coi'responding  trespass  upon  the  time 
which  should  be  devoted  to  recreation  or  sleep.  While  it  is  doubtless  true 
that  this  protracted  strain  falls  heavily  upon  the  eyes  and  general  health  of 
all  the  pupils,  I  have  had  abundant  opportunity  to  witness  its  especially 
baneful  influence  upon  weak-eyed  children.  I  have  many  times  observed 
almost  sudden  relapses  of  chorioidal  disease  with  an  increase  in  refraction 
brought  about  in  the  eyes  of  patients  after  this  spasmodic  exertion  in  pre- 
paring for  examination,  and  this,  too,  after  the  steady  work  of  the  term  had 
been  accomplished  without  harm.  In  view  of  the  great  strain  upon  the 
physical  endurance  of  the  children  imposed  by  these  periodical  examina- 
tions, it  is  probable  that  better  results,  even  from  the  stand-point  of  the 
educator,  would  be  reached  by  frequent  unexpected  reviews,  by  more  careful 
teaching  throughout  the  term,  and  by  allowing  the  class  standing  and 
fitness  for  promotion  to  be  determined  by  the  marks  for  recitation  and 
by  the  teacher's  estimate  of  the  pupil  based  upon  knowledge  gained  by 
daily  contact. 

It  does  not  fall  within  the  province  of  the  physician  to  sit  in  judgment 
upon  the  relative  merits  of  the  educational  methods  adopted  in  our  schools, 
except  so  far  as  they  may  affect  the  physical  M'^ell-being  of  the  pupils ;  but 
where  injury  is  liable  to  occur  as  a  result  of  the  methods  employed,  I 
submit  that  such  methods  should  be  either  abandoned  or  so  modified  as  to 
remove  their  injurious  effects. 

THE  ARCHITECTURE  OF  SCHOOL  BUILDINGS. 

Another  phase  of  school  hygiene,  separated  from  the  educational  methods 
of  the  school-room,  but  of  vast  importance  both  for  the  general  health  of 
the  pupils  and  for  the  safe  and  comfortable  use  of  the  eyes,  is  the  question 
of  school-house  architecture. 

Location. — In  the  construction  of  school  buildings  the  first  point  for 
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consideration  is  a  suitable  and  healthful  location.  In  cities  it  is  not  always 
practicable  to  take  into  account  the  nature  of  the  soil  upon  which  the  school 
building  is  to  be  reared,  nor  is  it  so  important  as  in  rural  districts,  since 
care  is  usually  exercised  to  secure  artificial  drainage  and  sanitary  protection. 
In  the  country,  hoAvever,  it  is  important  to  choose  a  well-drained  location, 
if  possible,  without  a  clay  subsoil  and  remote  from  malarial  or  other  injurious 
environments.  In  cities  the  school  buildings  should  not  be  situated  on 
narrow  streets,  or  amid  high  surrounding  buildings  which  shut  out  the  light 
aud  prevent  the  free  circulation  of  air.  The  locality  should  always  be 
remote  from  manufactories,  markets,  etc.,  in  order  to  avoid  their  distracting 
noise  and  confusion  and  their  exhalations,  smoke,  and  dust.  Whei'e  it 
is  possible,  ample  ground  should  be  secured  for  sports  in  the  open  air 
during  intermissions  of  the  school  session.  Where  this  is  not  possible 
from  any  cause,  the  building  should  be  constructed  with  a  flat  roof, 
which  in  fair  weather  can  be  used  as  a  play-ground,  aud  with  large,  well- 
lighted,  and  dry  cellars,  which  can  be  used  for  purposes  of  recreation  on 
stormy  days.  In  the  construction  of  the  school  building  provision  should 
always  be  made  for  a  well-lighted  and  well-ventilated  cellar  under  the 
entire  structure,  the  floor  of  which  should  be  not  more  than  three  feet 
below  the  surface  of  the  ground,  and  its  ceiling  not  less  than  eight  feet 
from  the  floor,  which  allows  space  above  ground  for  windows.  The  cellar 
walls  should  be  constructed  with  a  water  table,  and  inside  both  walls  and 
floor  sliould  be  thoroughly  cemented  in  order  to  exclude  all  dampness  from 
the  surroimding  soil,  while  the  ceiling  should  be  plastered  in  the  most 
thorough  manner.  The  windows  should  be  ample  in  size  and  sufficient  in 
number  to  secure  good  lighting  and  draughts  of  air  by  opening  them  in 
dry  weather.  In  the  newer  school-houses  in  Philadelphia  this  plan  has 
been  adopted,  and  in  one  of  them,  the  Francis  M.  Drexel  School,  I  found 
a  large,  dry,  and  well  warmed  and  lighted  cellar  devoted  to  the  purposes  of 
recreation  on  rainy  days.  In  one  part  of  it  a  large  quantity  of  dry,  clean 
sand  had  been  placed,  and  the  primary  school  children  were  pleasantly 
amusing  themselves  with  bucket  and  shovel,  as  at  the  sea-shore.  On  the 
surroimding  wall  had  been  painted  a  representation  of  the  surf. 

As  to  the  general  plan  or  detail  of  construction,  only  those  points  which 
interest  us  from  the  stand- point  of  the  hygiene  of  vision  will  be  mentioned. 
Sufiicient  light,  properly  admitted  to  the  school-rooms,  is  of  essential  im- 
portance, and,  therefore,  should  be  first  considered  in  the  architectural  plan 
for  every  school-house.  The  best  plan  for  large  buildings  is  that  which 
provides  for  their  construction  around  a  large,  open,  central  square  or 
quadrangle,  one  or  more  sides  of  which  can  be  utilized,  the  other  sides  of 
the  square  being  covered  as  the  growing  demands  of  the  neighborhood 
may  require.  The  sides  of  the  building  next  to  the  central  square  should 
be  devoted  to  corridors,  teachers'  rooms,  the  executive  department  of  the 
building,  water-closets,  fire-escapes,  etc.,  while  in  the  square  should  be 
placed  a  smoke-stack,  heating  apparatus,  and  machinery  for  forced  ventila- 
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tion.  The  outer  side  of  the  structure  cau  then  be  devoted  exclusively  to 
the  school-rooms.  The  further  details  of  this  geueral  scheme  are  shown 
in  the  ground-plan  (Fig.  13)  kindly  furnished  me  by  Mr.  Joseph  D. 
Austin,  the  architect  of  the  Philadelphia  School  Board,  and  its  general 
features  are  explained  in  his  accompanying  letter,  which  through  his 
courtesy  I  am  permitted  to  publish. 

"Office  of  the  Architect  and  Supervisor  of  the  Board  of  Public  Kducation. 

"  Philadelphia,  December  12, 1893. 
"  Dear  Sir, — Agreeably  to  promise,  I  enclose  herewith  a  plan  which,  after  years  of 
experimenting,  appears  best  adapted  to  school  purposes,  under  the  system  of  teaching 
adopted  in  this  city. 

"  The  chief  merit  of  this  plan  of  building  is  in  economy  of  room.  The  sliding  doors 
separating  the  class-rooms,  when  pushed  into  the  pockets  provided  for  their  reception, 
alibrd  a  large  hull  for  assembling  purposes,  which  can  be  again  converted  into  separate 
class-rooms,  each  heated,  ventilated,  and  lighted  as  well  as  if  designed  separately. 

"  Another  merit  of  ihe  plan  is  the  facility  with. which  the  size  of  the  building  can  be 
increased  as  the  growth  of  the  district  may  require. 

"  The  wing  rooms  in  very  many  cases  are  attached  several  years  after  the  main  build- 
ing is  finished,  and  this  can  be  done  without  interfering  with  the  sessions  of  the  school. 

"  Most  of  the  buildings  are  of  necessity  three  stories  in  height.  This,  under  the  law, 
requires  fire-escape  stairways.  We  endeavor  to  make  these  of  such  easy  access  and  so 
easy  of  themselves  that  they  can  be  used  daily  in  preference  to  the  internal  stairwaj's. 

"  The  steps  and  risers  are  of  slate  enclosed  in  brick  partitions,  but  open  to  the  weather 
at  each  landing,  so  that  there  can  be  no  possibility  of  an  accumulation  of  smoke  in  the 
event  of  a  fire  in  the  building. 

"  The  class-rooms  are  of  uniform  size,  twenty-four  by  thirty-two  feet,  with  ceilings 
thirteen  feet  high, — nine  thousand  nine  hundred  and  eighty-four  cubic  feet, — designed  to 
accommodate  forty-five  pupils,  about  two  hundred  and  twenty-two-  cubic  feet  for  each 
(good  authorities  recommend  two  hundred  and  fifty  cubic  feet). 

"  In  an  eighteen-division  school  building  constructed  on  this  plan,  two-thirds  of  the 
class-rooms  are  lighted  from  two  sides  [front  and  rear— S.  D.  K.],  the  window  surface  being 
equal  to  one-fifth  of  the  floor  surface ;  while  the  inner  or  side  rooms  are  lighted  from  one 
side  only,  the  window  surface  being  equal  to  only  one-ninth  of  the  floor  surface. 

"  I  think  in  a  perfect  school-room  the  window  surface  should  not  be  less  than  one-sixth 
of  the  floor  surface. 

"  You  will  notice  a  coat-room  attached  to  each  class-room,  of  sufficient  size  to  accom- 
modate hats  and  wraps  of  the  forty-five  pupils  in  the  class.  These  rooms  are  ventilated  by 
transoms  into  the  hall-ways,  and  cannot  contaminate  the  air  of  the  class-room. 

"  In  reference  to  seating  arrangements,  we  have  adopted  the  combination  seat  and 
desk,  arranged  to  have  the  light  either  on  the  left  of  the  pupil  or  on  the  left  and  rear. 

"  We  find  the  following  table  of  heights  and  sizes  best  adapted  to  our  three  grades, — 
Grammar,  Secondary,  and  Primary, — with  two  sizes  for  each  grade. 


Length  of  Top. 

Height  to  Lower  Part 
of  Top. 

Height  to  Front  of 
Seat. 

21]  to  28  inches. 
27.1  to  28  inche-s. 
25  to  26A  inches. 
25  to  2C>1  inches. 
'2\\  to  2S\  inches. 
21  [  to  23|  inches. 

15J  to  16.}  inches. 
15|  to  16}  inches. 
IS}  to  15  inches, 
li?}  to  15  inches, 
llj  to  13J  inches. 
11 J  to  13J  inches. 
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"  Blackboiird  surface  is  always  arranged  to  the  front  and  right  of  the  pupils,  and 
never  between  windows. 

"  The  rooms  are  heated  with  steam,  direct  and  indirect  system  combined  :  indirect  for 
the  purpose  of  introducing  fresh  warmed  air  into  the  room,  and  the  direct  system  to  sup- 
plement the  indirect  in  very  exposed  positions. 

"  "We  aim  to  inject  into  the  room  about  nine  hundred  cubic  feet  of  air  per  minute,  or 
about  twenty  cubic  feet  for  each  pupil. 

"Ventilation  is  effected  at  the  floor  and  ceiling  line  by  register  openings  into  the 
large  stacks,  where  an  artificial  current  is  established  either  by  coils  of  pipe  or  exhaust  fans. 

"  Very  truly  yours, 

(Signed)       "  Jos.  D.  Austin." 

Fig.  13  is  the  floor-plan  furnished  by  Mr.  Austin,  and  Figs.  14  and  15 
are  views  of  the  completed  building  and  of  the  interior  of  the  school- 
rooms. The  blackboard  partitions  are  run  back  into  their  pockets,  so  that 
the  series  of  school-rooms  along  the  eastern  side  of  the  building  are  thrown 
into  one  large  assembly-room. 

THE  LIGHTING  OF  SCHOOL-EOOMS. 

Among  the  many  advantages  secured  by  this  admirable  method  of 
construction  is  that  it  affords  opportunity  to  secure  sufficient  and  proper 
lighting  of  all  the  school-rooms,  which  ai-e  arranged  in  succession  around 
the  outer  side  of  the  quadrangle.  So  far  as  the  hygiene  of  vision  is 
concerned,  this  is  of  primary  importance,  since  without  adequate  light, 
properly  admitted  to  the  room,  the  eyes  cannot  be  placed  under  favorable 
conditions  for  the  performance  of  their  important  function.  The  impor- 
tance of  sufficient  light  cannot  be  too  strongly  urged.  Two  points  are  of 
especial  importance :  first,  the  quantity,  and,  second,  the  direction,  of  the 
light.  Neither  of  these  is  likely  to  be  secured  unless  they  are  placed  before 
the  architect  as  fundamental  requirements  in  the  construction  of  school 
buildings. 

Quantity  of  Light. — It  is  obvious  that  no  plan  of  construction  can 
atone  for  the  too  close  proximity  of  surrounding  structures  which  shut  out 
the  light  or  reflect  it  injuriously  from  their  opposing  walls  or  windows. 
TJie  rule  given  by  Javal  is  a  good  one, — viz.,  that  the  distance  of  sur- 
rounding structures  should  be  twice  their  height.  Fuchs  places  the  angu- 
lar measurement  of  near  buildings  at  from  twenty  to  twenty-five  degrees. 
With  this  rule  strictly  followed,  the  sky-light  will  fall  directly  upon  the 
desk  of  every  pupil  in  any  properly  proportioned  school-room.  As  to 
the  quantity  of  light,  Cohn  very  properly  maintains  that  there  cannot  be 
too  much,  and  Javal  insists  that  every  portion  of  the  room  should  be  so 
flooded  with  light  that  the  darkest  place  will  have  sufficient  illumination 
on  a  dark  day.  Numerous  and  ingenious  photometers  have  been  devised 
to  determine  the  actual  amount  of  light  in  any  given  room.  A  sufficient 
test,  however,  is  the  ability  of  a  normal  or  optically  corrected  eye  to  read 
D.  =  .50,  or  diamond  type,  at  one-third  of  a  metre  (twelve  inches)  readily, 
or  to  distinguish  No.  VI.  on  a  card  of  standard  test-letters  at  six  metres 
Vol.  II.— 26 
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(twenty  feet).  The  importance  of  sufficient  light  is  made  manifest  by  any 
attempt  to  read  in  the  twilight  or  in  a  dimly  lighted  room.  The  tendency 
is  to  hold  the  page  too  near  the  eyes,  in  order  to  secure  a  larger  retinal 
image,  or  possibly  to  take  advantage  of  the  law  that  the  illumination 
diminishes  as  the  square  of  the  distance.  The  strain  upon  the  accommo- 
dation and  convergence  brought  about  by  this  abnormal  near-point  soon 
causes  undue  congestion  of  the  eyeball  and  surroimding  tissues,  and  thus 
leads  to  increased  intra-ocular  tension.  This  turgescence  of  the  ocular 
membranes  is  still  further  favored  by  the  disturbance  of  the  circulation 
and  respiration  brought  about  by  the  faulty  position  of  the  body  which 
is  also  usually  assumed  when  the  book  is  held  too  near  the  face.  The 
great  harm  which  may  result  from  insufficiently  lighted  rooms  I  saw 
illustrated  in  a  school  of  eighty  children.  The  light  was  so  poor  that  on 
a  bright  afternoon  I  could  not  read  diamond  type  in  any  part  of  the  room. 
The  average  age  of  the  children  was  about  nine  years,  and  yet  I  did  not 
find  a  single  healthy  eye  in  the  class.  They  were,  without  exception, 
unduly  sensitive  to  light,  had  turgid  chorioids,  and  suffered  from  headache 
and  other  nervous  symptoms  in  varying  degrees.  Many  were  suffering 
from  cramp  of  the  accommodation,  and,  although  very  few  had  as  yet  de- 
veloped a  static  myopia,  that  this  would  have  been  the  result  in  many,  had 
their  work  been  continued  under  such  unfavorable  conditions,  cannot  be 
doubted,  since  many  of  them  had  V.  less  than  and  the  accommodation 
cramp  simulated  near-sight.  Cohu  found  in  1865  more  myopia  among 
the  .elementary  schools  where  the  light  was  shut  out  by  contiguous  buildings, 
and  especially  in  those  classes  which  Avere  located  on  the  ground-floors,  for 
here  the  light  was  still  more  deficient  than  in  the  higher  rooms. 

It  is  the  duty  of  the  architect,  therefore,  to  secure  in  his  plan  all  the 
window  surface  possible  consistent  with  safety  of  construction.  The  rela- 
tion between  the  actual  surface  of  glass  in  the  windows  and  the  floor  space 
should  be  subject  to  definite  requirement,  below  which  it  should  never  be 
allowed  to  fall.  In  the  Prussian  model  school-room  exhibited  at  the  Paris 
Exhibition  in  1867,  Professor  Cohu  found  16.7  square  inches  of  glass  to 
each  square  foot  of  floor  space,  and  in  the  American  model  32.2  inches,  but 
he  proposes  that  there  should  be  at  least  30  square  inches  to  every  square 
foot,  or  one  square  foot  of  glass  for  every  five  square  feet  of  floor  space. 
In  the  Vienna  Exhibition  of  1873,  in  seven  exhibits  this  percentage  of 
glass  to  floor  space  was  not  reached  in  five  and  was  exceeded  in  two.  In 
the  Swedish  scliool  it  was  32,  and  in  the  model  of  the  Franklin  School  at 
Washington  52.8.  As  demonstrating  the  growing  recognition  of  the  im- 
portance of  sufficient  light,  he  found  at  the  Paris  Exhibition  in  1878,  in 
the  Ferrand  School-House,  that  the  window  space  and  the  floor  space  were 
approximately  equal.'  It  is  obvious  that  the  proper  ratio  of  glass  to  floor 
space  is  modified  by  the  environments  of  the  building,  by  the  elevation  of 
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the  school-room  above  the  grouud,  and  by  the  color  of  the  walls  both  of 
surrounding  structures  and  of  the  room  itself.  The  ratio  should  of  neces- 
sity be  a  more  liberal  one  for  the  rooms  situated  upon  the  ground-floor, 
unless  the  buildiug  is  remote  from  obstructions. 

Undue  regard  to  cost  of  construction  or  to  the  external  appearance  of 
the  buildings  should  not  control  the  architect  as  to  the  amount  of  surface 
devoted  to  windows  and  the  intervening  wall  space.  In  every  school 
building  the  latter  should  be  sufficient  only  to  insure  the  stability  of  the 
structure  and  to  supply  accommodation  for  ventilation,  heat-  and  dust- 
flues,  etc. 

The  quantity  of  light  is  greatly  modified  by  the  color  of  the  walls  in 
the  school-room.  The  red  end  of  the  spectrum  should  never  be  chosen  in 
the  painting  or  decorating  of  school-rooms,  as  much  light  is  lost  by  the 
employment  of  these  colors.  The  lighter  or  more  delicate  shades  of  yellow, 
green,  blue,  or  light  grays  should  be  chosen.  The  large  percentage  of  wall 
space  often  occupied  by  blackboards  causes  much  loss  of  light.  They  are, 
of  course,  a  practical  necessity  in  every  school-room,  but  when  not  in  use 
they  can  be  covered  by  roller  shades  of  the  same  color  as  those  used  at  the 
windows  or  on  the  walls.  For  the  same  reason  light-colored  woods  should 
be  selected  for  the  school  furniture  and  for  the  wood-work  used  in  the  con- 
struction of  the  building.  The  value  of  the  lighter  shades  of  color  in  the 
decoration  of  rooms  as  a  means  of  saving  light  I  have  found  forcibly 
demonstrated  in  different  rooms  of  my  own  house.  In  one  room  the 
prevailing  tints  are  medium  shades  of  terra-cotta,  with  dark  frieze  and 
hangings  and  walnut  bookcases.  In  a  second  the  tints  used  in  the 
decoration  are  faint  yellow,  with  hangings  in  harmonious  shades  of  color, 
and  light  furnishings.  In  the  first,  D.  =  .50  could  be  read  distinctly  at 
one-third  of  a  metre,  no  farther  than  two  metres,  from  a  single  sixteen- 
candle  incandescent  electric  lamp  ;  while  in  the  second  room,  with  its  lighter 
shades  of  color,  the  same  type,  under  exactly  similar  conditions  in  all  other 
respects  than  the  color  used  in  the  decoration,  could  be  read  with  equal 
facility  at  three  and  a  half  metres  from  the  lamp.  The  quantity  of  light 
will  also  vary  greatly  on  different  days  and  during  different  parts  of  the 
same  day.  Thus,  rooms  having  an  eastern  or  a  southern  exposure  will 
be  better  lighted  during  the  morning  hours.  The  window  space  should 
therefore  be  estimated  for  the  least  favorable  conditions,  so  that  even  on 
dark  days  or  during  the  least  favorable  hours  of  the  day  the  light  shall  be 
adequate.  There  should  never  be  less  than  one  square  foot  of  glass  in 
the  windows  to  five  square  feet  of  floor  in  the  school-room.  This  is  often 
inadequate  in  the  dark  weather  which  prevails  for  so  large  a  percentage  of 
the  time  during  the  winter  months  in  this  climate,  and  for  school-houses 
badly  situated  as  to  surrounding  buildings.  Indeed,  I  think  it  should 
always  be  exceeded  for  rooms  with  a  nortlicrn  exposure  and  where  the  win- 
dows are  situated  in  but  one  end  of  a  long,  narrow  room  (Fig.  IG). 

The  architectural  ari-angement  should  be  such  that  the  windows  will 
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be  placed  at  the  side  of  the  room  rather  than  at  one  end.  The  disadvantage 
of  the  latter  relation  is  exemplified  in  the  floor-plan  of  one  of  the  older 
school  buildings  in  Philadelphia,  shown  in  Fig.  16.  The  ground-plan  is 
here  radically  and  hopelessly  wrong,  except  for  the  corner  rooms,  which 

Fig.  16. 


A  defective  ground-plan. 


are  well  lighted,  while  the  remote  ends  of  the  inner  rooms  are  so  dark 
that  even  on  bright  days  the  light  is  insufficient.  Tliis  plan  should  be 
compared  with  the  admirable  later  plan  introduced  by  Mr.  Austin  (Fig. 
13),  or  with  the  ideal  plan  suggested  on  page  393  (Fig.  19). 
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Sky-lighting  has  been  recommended  as  preferable  to  all  other  methods, 
I  have  seen  examples  of  this  only  in  weaving  establishments  and  in  tlie  ana- 
tomical amphitheatres  and  operating-rooms  in  hospitals  and  medical  colleges. 
In  large  school  buildings  it  is  obvious  that  the  sky-light  is  possible  only  for 
the  upper  floor,  just  where  it  is  required  least.  The  great  heat  produced  in 
such  rooms  during  the  summer  months,  and  the  difficulty  of  heating  them 
in  cold  weather,  are,  however,  insuperable  objections  to  this  form  of  lighting. 

Direction  of  lAght. — Another  point  of  great  practical  importance  is  the 
direction  from  which  the  light  falls  upon  the  desk.  In  the  first  place,  the 
desks  should  never  be  so  arranged  that  the  pupils  shall  face  the  window. 
The  harmful  effect  of  such  seating  is  unmistakable,  as  I  have  had  abundant 
opportunity  to  observe.  In  1878  I  found  many  classes  in  the  Philadelphia 
schools  so  seated,  and  in  many  of  the  rooms  the  blackboards  occupied  the 
wall  surface  between  the  windows.  The  injurious  results  of  this  arrange- 
ment had  been  recognized  by  the  School  Board,  and  the  class  seating  was 
being  rapidly  reversed.  This,  of  course,  made  it  necessary  for  the  teachers 
to  face  tlie  window,  and  as  a  result  I  was  soon  greeted  with  a  chorus  of 
complaints  because  of  their  headaches  and  troublesome  eyes,  dating  back 
to  the  change  in  the  seating  of  their  school-rooms.  Thus  incidentally  was 
furnished  a  practical  demonstration  of  the  injurious  effects  of  working 
with  a  light  falling  dii-ectly  upon  the  unprotected  eyes  while  reading  or 
w-riting.  From  the  stand-jjoint  of  the  ophthalmologist,  the  ideal  school- 
room is  lighted  only  from  the  left  side,  or  the  left  and  the  rear,  of  the  pupils. 
In  every  properly  constructed  school-house  lighting  from  two  opposite  sides 
should  be  avoided  under  all  ordinary  circumstances,  since  it  occasions  cross- 
lights  and  perverse  shadows.  In  localities  where  the  light  is  obstructed  by 
tall  trees  or  contiguous  structures,  or  where  the  architectural  design  of  the 
building  permits,  the  light  in  the  room  may  be  increased  by  windows  on 
the  right  side  also,  since  this  is  better  than  a  too  dark  room ;  but  they  should 
be  placed  high,  the  bottom  of  the  window  being  not  less  than  three  metres 
from  the  floor,  or  the  lower  sash  should  be  habitually  shaded  by  board  shut- 
ters or  opaque  shades.  The  added  illumination  of  the  ceiling  thus  secured 
will  increase  the  diffused  light  in  tiie  room,  and  in  hot  weather  these  win- 
dows will  afford  additional  ventilation ;  but  even  under  this  arrangement 
the  sky-light  will  fall  from  the  right  side  upon  the  desks  most  remote  from 
the  windows  and  cause  annoying  shadows  and  cross-lights.  Where  addi- 
tional light  is  necessary,  better  results  can  be  reached  by  placing  at  the  lower 
half  of  the  windows,  on  the  left,  a  second  outer  sash,  glazed  with  fluted 
glass,  which  can  be  dropped  outward  at  an  angle  of  thirty-five  or  forty 
degrees  and  will  then  act  as  a  reflector  and  throw  the  sky-light  on  the 
desks  of  the  pupils.  This  expedient  I  have  seen  adopted  to  increase  the 
illumination  in  insufficiently  lighted  counting-rooms  in  mercantile  houses 
where  the  windows  open  into  dcej)  wells  formed  by  other  parts  of  the 
large  buildings,  and  in  one  instance  I  saw  the  lower  rooms  of  a  church 
lighted  in  this  way. 
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"Where  there  are  high  contiguous  structures,  their  harmful  influence  in 
excluding  the  liglit  may  in  some  measure  be  obviated  by  painting  their 
walls  in  some  light  color. 

The  unfortunate  efFect  of  the  perverse  lighting  afforded  by  windows 
on  the  right  side  only  is  well  illustrated  by  the  photograph  taken  for  me 
by  Mr.  Sword  and  reproduced  in  Fig.  17.    The  uncouth  and  irregular 
postures  of  the  young  children  in  the  class  are  occasioned  in  large  part  by 
the  struggle  to  avoid  the  shadow  of  the  hand,  which  falls  directly  at  the 
point  of  observation.    Thei-e  is  scarcely  a  member  of  the  class  in  a  com- 
fortable or  natural  position.    As  we  shall  observe  later,  this  is  in  part  due 
to  the  improper  arrangement  of  the  desk  and  seat,  but  the  injurious  efFect  of 
the  right  side  light  is  not  open  to  question.    The  class  shown  in  the  photo- 
graph Fig.  18  occupied  a  southeast  corner  room  on  the  second  floor  in  the 
Francis  M.  Drexel  School  (Fig.  15).   The  windows  are  on  the  left  and 
rear  of  the  class,  and  the  propoi-tion  of  window  surface  to  floor  surface  is 
as  one  to  five.   The  modern  single  desk  and  seat  were  used  throughout  this 
almost  perfect  school  building.    The  natural  pose  of  almost  every  pupil, 
and  the  air  of  comfort  which  pervades  the  class  of  girls  at  their  work,  are 
unmistakable  and  very  gratifying,  and  afford  a  vivid  contrast  to  the  unfor- 
tunate situation  of  the  children  in  Fig.  17.   When  the  picture  was  taken,  the 
pupils  were  simply  requested  to  write  a  sentence  dictated  by  their  teacher, 
and  no  instruction  was  given  as  to  the  posture  they  should  assume.    It  will 
be  observed  that  in  the  northwest  corner  of  the  room  several  of  the  pupils 
have  placed  their  paper  in  such  a  position  as  to  secure  light  fi'om  the  rear 
window  also.    In  the  same  building,  on  a  cloudy  day,  in  the  side  rooms, 
where  the  window  space  is  but  one-ninth  of  the  floor  space,  the  light  was  not 
sufficient  on  the  side  of  the  room  remote  from  the  windows,  but  was  found 
adequate  on  a  clear  day.    After  a  careful  study  of  the  practical  results 
reached  in  this  and  other  buildings  constructed  on  essentially  the  same 
plan,  but  with  various  modifications,  I  placed  in  the  hands  of  an  architect, 
Mr.  J.  M.  Huston,  a  ground-plan  in  outline  much  the  same  as  Mr.  Austin's, 
with  the  dimensions  of  each  room,  window  and  wall  space  calculated  to 
meet  the  ideal  requii'eiments  of  a  school-room,  together  with  many  sug- 
gestions as  to  details  of  construction.    He  was  requested  to  furnish  the 
floor-plan  and  a  sketch  of  the  completed  building.    The  result  is  shown  in 
Figs.  19,  20,  and  21.    In  unilateral  lighting  the  lower  sill  of  the  windows 
should  not  be  less  than  one  metre  from  the  floor,  so  that  the  light  shall 
enter  well  above  the  heads  of  the  pupils  while  seated  at  the  desks,  and  the 
tops  of  the  windows  should  extend  to  the  ceiling.   The  M^all  space  on  the  left 
side  of  the  room  should  be  as  small  as  architectural  requirements  will  admit, 
and  the  sash  and  centre  of  supports  so  constructed  as  to  intercept  the  light  to 
a  minimum  degree.   We  see  examples  of  the  possibilities  in  this  direction  in 
our  great  shop-windows.    The  windows  should  be  grouped,  occupying  the 
centre  space  of  the  left-hand  side  of  the  room,  and  the  jambs  bevelled  in 
order  to  avoid  shadows.    These  conditions  of  lighting  determine  largely 
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the  d  imensions  and  form  of  the  school-room.  A  high  ceiling  will  per- 
mit higher  windows,  and  therefore  a  bi-oader  floor  space,  and  still  allow 
direct  sky-light  to  fall  upon  the  desks  farthest  removed  from  the  window. 
In  the  new  school-houses  in  Philadelphia  the  windows  are  constructed  so 
that  a  section  of  the  upper  sash  is  hinged  and  can  be  drawn  inward  at  the 
top,  thus  giving  opportunity  for  ventilation  without  direct  draughts  of  air 
upon  the  heads  of  the  children,  since  the  incoming  current  will  l)e  directed 
first  along  the  ceiling.  This  small  upper  sash  is  glazed  with  lightly  ground 
glass.  The  following  dimensions  are  given  as  a  working  basis.  Any 
considerable  departure  from  the  figures  given  will  introduce  less  favorable 
conditions.    (Fig.  19.) 

Feet. 


Height  of  ceiling   15 

Length  of  room   32 

Width  of  room   24 

Pier  or  blank  wall,  rear  of  room   4 

Pier  or  blank  wall,  front  of  room   4 

Space  allotted  to  group  of  windows   24 

Window-sill  from  floor  (bevelled)   3 

Top  of  window  from  floor   14 

Dimensions  of  window :  height,  11  feet ;  breadth   24 


(Window-casing  bevelled  to  six  inches  from  ceiling.) 

Disregarding  the  sash  and  narrow  piers  or  jambs  introduced  in  the 
construction  of  the  group  of  windows,  there  would  be  for  the  centre  rooms 
two  hundred  and  sixty-four  square  feet  of  glass  to  seven  hundred  and  sixty- 
eight  square  feet  of  floor  surface,  or  1  of  glass  to  2.9  of  floor  surface; 
while  for  the  corner  rooms  the  proportion  would  be  a])proximately  as  1  to 
1.5.  The  capacity  of  the  room  would  be  eleven  thousand  five  hundred  and 
twenty  cubic  feet,  or  two  hundred  and  fifty-six  cubic  feet  of  air  space  for 
each  of  forty-five  pupils.  This  scheme  was  presented  to  Mr.  Austin  for 
criticism  in  the  light  of  his  large  experience  in  school-house  construction, 
and  met  with  his  approval  in  every  particular,  as  possessing  added  advan- 
tages in  all  respects.  "  The  cost  of  construction,"  he  remarked,  "  would  be 
slightly  greater,  and  girders  should  be  placed  under  the  broad  windows  for 
increased  support,  and  the  intervening  walls  should  be  heavier."  Fig.  14 
is  a  cut  of  one  of  the  Philadelphia  school  buildings  whicli  illustrate  the 
possibility  of  securing  beauty  of  architectural  outline  and  at  the  same  time 
meeting  all  the  hygienic  requirements  of  the  school-room.  Fig.  15  is  an 
interior  view,  with  sliding  partitions  which  contain  the  blackboards  driven 
home  into  the  pockets  provided  for  their  reception,  thus  throwing  the 
succession  of  school-rooms  into  one  large  hall  for  general  exercises.  The 
ground-plan  of  this  building  is  the  same  as  the  one  furnished  by  Mr.  Austin 
(Fig.  13).  The  plan  constructed  for  me  by  Mr.  Huston  is  jirescnted  in 
Figs.  19,  20,  and  21,  the  latter  being  a  detail  of  the  window.  In  the 
floor-plan  the  broad  window  space  and  the  narrow  intervening  wall  are 
well  shown.    That  such  an  arrangement  of  windows  is  susceptible  of  very 
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effective  architectural  treatment  is  obvious  from  the  beautiful  design 
suggested  by  Mr.  Huston.  In  an  accompanying  letter  he  suggests  "  a  light 
color  for  the  building,  red  granite  base,  yellow  brick  and  light  stone  or 
white  terra-cotta  trimmings,  and  Eenaissance  treatment  in  detail."  The 
flat  roof  he  regards  as  a  departure  in  school  building,  and  he  has  placed 
the  national  flag  at  the  four  corners,  because  he  thinks  it  should  fly  from 
all  public  school  buildings.  The  flat  roof  I  had  suggested  as  a  suitable 
play-ground  for  the  children,  since  with  proper  fencing  it  could  be  made 
entirely  safe,  and  in  crowded  districts  of  the  city  it  is  not  always  possible 
to  secure  sufficient  ground  for  the  purpose. 

While  the  material  used  in  construction  as  suggested  by  Mr.  Huston 
may  be  too  costly  for  public  school  purposes,  the  beautiful  effect  of  such 


Fig.  21. 


Half-section  of  a  window. 

treatment  is  beyond  question.  From  the  point  of  view  of  hygiene,  a  less 
ambitious  structure  as  to  materials  employed  would,  however,  be  equally 
effective. 

Artifidal  Illumination. — In  such  a  structure  as  has  been  suggested, 
properly  located,  artificial  illumination  need  not  be  considered;  but  in 
old  or  faulty  school-rooms  it  often  becomes  a  necessity,  and  is  greatly  to 
be  preferred  to  insufficient  light.  For  this  purpose  the  incandescent 
electric  lamp  is  the  best.  A  sufficient  number  of  sixteen-candle  lamps 
should  be  arranged  in  a  group  in  the  centre  of  the  ceiling,  with  a  large 
porcelain  reflector  above  them,  and  others  distributed  at  intervals  of  a 
metre  or  less  along  the  cornice  of  the  room,  all  being  so  arranged  that  a 
part  or  the  entire  number  of  lamps  may  be  turned  on  or  off,  as  required, 
by  conveniently  placed  switches.  The  lamps  should  be  made  of  lightly 
ground  glass,  so  that  the  glowing  carbon  wire  may  be  concealed,  the  white 
globe  itself  becoming  the  source  of  illumination  for  the  room.  Another 
excellent  arrangement  is  the  distribution  of  a  suflicient  number  of  lamps 
at  regular  intervals  over  the  ceiling.    These  guarded  lamps  placed  on  the 
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ceiling  do  not  canse  dazzling,  and  when  properly  distributed  need  no  other 
shading  and  do  not  cast  shadows,  as  I  have  been  at  pains  to  vei'ify.  In  a 
room  five  metres  high,  ten  metres  long,  and  eight  metres  wide,  containing, 
therefore,  four  hundred  cubic  metres,  twenty-five  sixteen-candle  incandes- 
cent lamps  would  furnish  one  candle  for  each  cubic  metre  of  space  in  the 
room.  In  a  room  with  one  and  a  half  candles  to  each  cubic  metre,  all 
distributed  from  a  central  chandelier,  I  was  able  to  read  D.  =  .60  (diamond 
type)  readily  at  one-third  of  a  metre  iu  any  part  of  the  room,  with  the 
lamps  as  a  sole  source  of  illumination.  Therefore,  iu  a  room  of  the 
dimensions  suggested,  designed  for  forty-five  pupils,  twenty-five  lamps 
would  furnish  approximately  nine  candles  for  each  pupil,  and.  added  to 
the  daylight,  even  on  the  darkest  days  would  afford  ample  illumination  in 
any  part  of  the  school-room.  The  electric  lamp  has  the  great  advantage 
of  being  readily  turned  on  when  required  and  o&  again  when  not  needed, 
and  does  not  interfere  with  the  air  of  the  room  by  consuming  the  oxygen 
or  vitiate  it  by  the  products  of  combustion. 

Expomre. — There  is  difference  of  opinion  as  to  the  best  exposure  with 
reference  to  the  cardinal  points.  Dr.  William  F.  Norris  decides,  where  a 
choice  is  possible,  in  favor  of  a  northern  exposure  for  our  climate,  as  giving 
a  more  uniform  light  and  avoiding  the  direct  glare  of  the  sun  through  the 
windows,  and  as  being  less  hot  in  the  summer.  Cohn,  on  the  other  hand, 
favors  without  qualification  a  southern  and  eastern  exposure.  In  a  warm 
climate,  or  in  localities  like  Denver,  Colorado,  where  the  days  of  bright, 
uninterrupted  sunshine  outnumber  the  cloudy  days,  a  northern  exposure  is 
probably  desirable.  In  Philadelphia,  dentists,  photographers,  and  draughts- 
men prefer  a  northern  light  because  of  its  greater  uniformity.  South  rooms, 
even  on  bright  days,  are  subject  to  a  constantly  varying  light,  as  the  fleeting 
clouds  now  and  again  cast  their  shadows  over  the  landscape.  ]\Iy  own 
preference  is,  nevertheless,  for  rooms  having  an  eastern,  southern,  and 
western  exposure,  so  that  at  some  time  during  each  day  they  shall  be  bathetl 
in  a  flood  of  sunshine.  In  the  school-house  plans  given  above  I  would, 
therefore,  where  it  is  possible,  place  the  corridor  east  and  west,  the  side 
rooms  of  the  plan  being  to  the  south,  and  the  wings  facing  respectively 
east  and  west.  The  greater  cheerfulness  and  warmth  of  sun-bathed  rooms, 
and  their  comparative  healthful ness,  are  not  open  to  question.  I  inquired 
of  the  principal  of  one  of  the  large  Philadelphia  schools  whether  she  pre- 
ferred the  south  or  the  north  rooms  in  the  building.  She  replied,  "I  like 
the  north  rooms  for  the  drawing  classes,  but  prefer  the  south  rooms  for 
general  school  purposes,  because  the  children  are  ahvays  brighter,  more 
cheerful  and  orderly,  in  them."  The  building  faced  east,  with  north  and 
south  wings,  so  that  she  had  opportunity  for  daily  comparison.  It  should 
be  remembered  also  that,  other  things  being  equal,  the  light  is  better  on 
the  south  side.  Cohn  demonstrated  this  to  his  satisfaction  at  tiic  Zwinger 
School  in  Breslau,  where  his  reading  tests  at  four  feet  could  not  be  dis- 
tinguished in  a  room  facing  north,  but  were  readily  made  out  in  a  south 
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room,  all  other  conditions  being  the  same.  The  superiority  of  a  south 
light  I  also  have  been  at  pains  to  verify.  While  this  may  be  of  but  little 
importance  in  bright  weather,  the  light  then  being  sufficient  in  any  ease,  it 
is  of  much  significance  on  cloudy  days. 

The  increased  heat  in  sun-bathed  rooms  during  the  hot  months  finds 
ample  compensation  in  the  added  warmth  and  cheerfulness  in  the  winter, 
while  in  the  summer,  it  should  be  remembered,  in  this  climate  the  pre- 
vailing winds  are  from  the  southwest,  and  may  be  admitted,  when  found 
desirable,  through  the  open  windows  and  corridors.  It  is  true  also  for  the 
United  States  that  the  school  vacations  begin  in  the  latter  part  of  June  and 
extend  into  September,  so  that  the  schools  are  closed  during  the  hottest 
weather.  That  it  is  objectionable  from  the  stand-point  of  the  hygiene  of 
vision  to  permit  the  direct  rays  of  sunlight  to  fall  upon  the  desks  in  the 
school-room  is  true;  but  this  can  be  controlled  by  a  judicious  arrangement 
of  shades.  These  should  be  of  some  neutral  tint.  A  linen  shade  known 
in  the  trade  as  the  "  Holland  shade,"  of  a  light  gray  or  straw-yellow  or 
cream  color,  is  suitable  for  this  purpose.  I  prefer  the  cream-tinted  shade. 
The  shades  should  be  mounted  on  stop-spring  rollers,  two  at  each  window, 
one  at  the  top,  the  other  at  the  bottom,  and  each  long  enough  to  cover  the 
whole  length  of  the  window.  The  lower  shade  can  be  drawn  upward  the 
entire  length  of  the  window  by  means  of  a  cord  running  through  a  check- 
pulley  at  the  top  and  thus  held  in  any  position  that  may  be  desired.  The 
top  shade  can  be  drawn  downward  and  also  caused  to  screen  the  entire 
window,  the  two  forming  a  double  screen,  if  needful,  or  they  may  be 
made  to  follow  each  other  upward  and  downward,  shading  any  part  or 
parts  which  it  may  be  desirable  to  screen.  When  not  in  use,  they  roll 
up  out  of  the  way,  and  do  not  intercept  the  light,  as  would  be  the  case 
if  they  were  hung  in  the  middle  of  the  sash. 

PART  IV.— SCHOOL  FURNITURE. 

Among  the  many  reforms  in  school  hygiene,  none  are  more  deserving 
of  mention  than  those  pertaining  to  school  furniture.  The  literature  on 
the  subject  is  already  voluminous.  No  sooner  was  the  increasing  per- 
centage of  myopia  in  the  schools  made  manifest  by  the  extensive  statis- 
tics which  were  collated,  than  it  was  sought  to  fasten  the  responsibility 
for  the  increase  on  the  faulty  construction  of  the  school  desk  and  seat. 
Prior  to  the  work  of  Cohn  in  Breslau,  orthopaedic  surgeons  had  placed 
the  responsibility  for  spinal  curvature  upon  the  faulty  relation  which  was 
found  to  exist  between  the  seat  and  the  desk.  To  one  of  our  own  country- 
men, Henry  Barnard,  is  due  the  credit  of  having  been  the  first  to  attract 
attention  to  the  serious  defects  in  the  seating  of  our  school-rooms.  As 
early  as  1860  he  pointed  out  the  great  importance  of  the  seat  being  placed 
close  up  to  the  desk,  in  order  that  the  harmful  posture  of  reaching  for- 
ward, which  was  made  necessary  by  what  afterwards  came  to  be  known 
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as  the  plus  distance  of  the  seat,  miglit  be  avoided.  It  was  reserved,  how- 
ever, for  Fahrner,  of  Zurich,^  and  for  Hermann  Meyer^  to  point  out  the 
mechanical  problems  involved  in  faulty  and  correct  postures  in  sitting, 
and  thus  to  pave  the  way  for  much-needed  reform  in  the  construction 
of  seat  and  desk.  There  is  much  cause  for  just  condemnation  of  school 
authorities  in  the  fact  that,  thirty  years  after  the  clear  and  convincing 
demonstrations  made  by  these  authors,  thousands  of  school-children  are 
still  required  to  pass  their  school  lives  at  desks  with  the  old  faults  un- 
corrected. 

No  essential  addition  has  been  made  to  the  teaching  of  Barnard,  Fahrner, 
and  Meyer.  The  principles  involved  in  correct  and  faulty  sitting,  as  taught 
by  them,  are  simple  and  readily  comprehended.  To  Meyer  is  due  the  credit 
of  the  anatomical  demonstration.  The  figure  on  the  next  page  (Fig.  22) 
is  taken  from  Cohn  after  Meyer,^  from  whom  also  the  following  statement 
of  the  principles  to  be  considered  is  condensed. 

PRINCIPLES  OF  CORRECT  AND  FAULTY  SITTING. 

At  the  lower  part  of  the  pelvis  are  the  two  seat-bones,  which  are 
curved  and  rock  easily  backward  and  forward.  A  line  drawn  through 
these  may  be  called  the  seat-bones  line  (S,  Fig.  22).  It  is  only  when  the 
line  of  gravity  of  the  body  falls  perpend iculai'ly  upon  the  seat-bones  line 
that  the  body  can  remain  at  rest  in  a  sitting  posture.  Any  movement  which 
displaces  the  centre  of  gravity  of  the  trunk,  which  is  situated  in  front  of  the 
tenth  chest  vertebra  (P,  Fig.  22),  must  carry  the  line  of  gravity  either  in 
front  of  or  behind  the  seat-bones  line  and  make  it  necessary  to  seek  a  third 
point  of  support  as  a  guard  against  the  instability  of  the  support  now 
afforded  by  tiie  seat-bones  line.  This  third  point  may  be  either  in  front  of 
or  behind  it,  depending  upon  the  direction  of  deviation  from  the  position  of 
equilibrium.  (Fig.  22.)  In  the  forward  sitting  posture  it  is  obvious  that 
this  third  point  of  support  must  be  the  front  edge  of  the  seat  or  some  point 
between  it  and  the  seat-bones  line.  The  farther  forward  it  falls  the  more 
unstable  is  the  support  and  the  greater  the  exertion  required  by  the  muscles 
of  the  pelvis  to  maintain  the  unstable  equilibrium.  These  muscles  soon  tire, 
and  the  trunk,  obeying  the  law  of  gravity,  falls  forward  if  not  upheld  by 
some  extraneous  support.  This  is  ordinarily  furnished  by  the  desk  or  table 
upon  which  the  elbows  or  chest  are  allowed  to  rest.  In  a  Avord,  we  simply 
prop  ourselves  up  to  pi-event  the  trunk  from  falling  forward  after  the 
muscles  of  the  pelvis  and  back  are  tired  out.  In  the  backward  sitting 
posture  the  third  point  of  support  is  the  coccyx,  and  the  fall  backward 
must  be  prevented  by  a  back  rest  for  the  pelvis,  which  it  is  obvious  from 
the  foregoing  should  be  centrally  placed,  and  low  enough  to  arrest  the 


1  The  Children  and  the  School  Desk,  Zurich,  1865. 

^  Virchow's  Archiv,  1867. 

3  Hygiene  dcs  Auges,  1892,  p.  306. 
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pelvis  as  it  rocks  backward,  not  higher  than  the  lower  lumbar  vertebra, 
if  the  body  is  to  be  supported  in  the  upright  sitting  posture.  These  con- 
ditions are  well  illustrated  in  Fig,  22,  It  is  plain  from  these  mechanical 
considerations  that  the  so-called  plus  horizontal  distance  of  the  school 
desk  and  seat — i.e.,  where  the  front  edge  of  the  seat  is  so  placed  that  a 
line  dropped  from  the  edge  of  the  desk  would  fall  some  distance  in  front 
of  the  front  edge  of  the  seat — is  a  faulty  and  harmful  arrangement  of  the 
school  furniture. 

In  order  to  work  at  a  desk  so  placed,  the  pupil  is  compelled  to  reach 
forward.  To  do  this  he  perches  himself  on  the  front  of  the  seat,  while  the 
feet  are  carried  backward  under  it.  The  trunk  falls  forward  and  finds 
support  upon  the  elbows,  one  or  both  of  which  rest  upon  the  desk.  If  but 
one — the  left — is  used  for  support  while  the  right  hand  is  employed,  as  in 


riG.  22, 


Illustradng  the  mechanics  of  correct  and  faulty  postures  in  sitting  (Cohn). 

writing,  the  vertebral  column  is  partially  turned  on  its  long  axis  and  the 
entire  trunk  held  in  a  distorted  position  which  we  may  well  believe  is  con- 
ducive to  the  production  of  spinal  curvature  in  growing  children.  In  this 
forward  pose  of  the  trunk  the  head  is  no  longer  supported  by  the  spine, 
and  must,  therefore,  be  upheld  by  the  muscles  of  the  neck,  which  should 
be  required  only  to  balance  the  head.  They  soon  tire,  and  the  work  then 
falls  upon  the  muscles  of  the  back,  which  in  turn  give  up  the  task,  and  the 
head  falls  forward  towards  the  work,  while  the  trunk  sags  forward  and 
downward  between  the  shoulders,  which  are  upheld  by  the  arms,  the 
elbows  being  supported  by  the  desk.    This  faulty  position  is  well  iUus- 
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trated  in  Fig.  23.^  If  the  body  is  supported  in  this  manner  by  the  left 
arm  alone,  the  head  falls  forward  and  is  rotated  to  tlie  right.  The  face  is 
brought  too  near  the  page,  and  the  left  eye  nearer  than  the  right.  The 
normal  relation  between  the  plane  of  the  face  and  the  work  is  thus  dis- 
turbed, which,  together  with  the  abnormal  near-point,  adds  greatly  to  the 
strain  upon  the  accommodation  and  convergence.  The  practical  value  of 
this  teaching  can  be  readily  demonstrated  at  pleasure  by  placing  the  cliair 
in  the  respective  positions  already  indicated.  The  abnormal  position  which 
must  be  assumed  when  the  chair  is  placed  at  the  plus  horizontal  distance 
will  soon  cause  fatigue  of  the  muscles  of  the  back  and  pelvis,  which  speed- 
ily disappears  when  the  seat  is  placed  close  up  to  the  table,  so  that  the 
upright  sitting  posture  can  be  maintained. 


Fig.  23. 


Faulty  position  assumed  in  writing  with  tlie  desk  and  seat  too  low  and  with  plus  horizontal 

distances. 


THE  SCHOOL  DESK  AND  SEAT. 

In  these  physiological  and  mechanical  considerations  are  found  the 
data  which  should  guide  us  in  the  construction  or  selection  and  arrange- 
ment of  the  school  desk  and  seat.  Two  points, are  of  especial  importance  : 
first,  the  horizontal  distance  between  desk  and  seat,  as  already  pointed  out ; 
and,  second,  a  proper  vertical  relation.  If  the  seat  is  too  high  for  the 
desk,  the  pupil  must  stoop  over  while  at  work,  and  tlnis  render  upright 
sitting  impossible,  the  faulty  posture  being  in  most  respects  similar  to  that 
assumed  when  a  too  great  horizontal  distance  is  allowed  between  desk  and 
seat.  On  the  other  hand,  if  the  desk  is  too  high,  the  arms  cannot  rest 
upon  it  without  forcing  the  shoulders  upward.    The  faulty  position  rendered 


'  Taken  from  catalogue  of  Hygienic  School  Furniture  Company,  New  York. 
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necessary  by  this  arrangement  of  the  desk  is  well  illustrated  in  Fig.  24, 
where  the  accompanying  distortion  of  the  spine  is  shown,  as  well  as  the 
too  near  approach  of  the  eyes  to  the  work. 

The  essential  points  to  be  observed  in  the  proper  seating  of  a  school- 
room may  be  briefly  stated  as  follows.  The  arrangement  of  seat  and  desk 
must  be  such  that  the  child  will  find  it  easier  to  sit  upright  at  his  work 
than  in  any  other  position  he  can  assume  in  the  seat.  To  secure  this  the 
seat  must  be  of  such  a  height  as  to  permit  the  soles  of  the  feet  to  rest  upon 
the  floor.  The  measm-ed  distance  will  be  the  same  as  that  from  the  sole  to 
the  inner  bend  of  the  knee.  (Figs.  30  and  31.)  The  seat  must  be  as  wide 
as  the  thigh  is  long,  measured  from  the  inner  bend  of  the  knee  to  the  back, 
and  should  be  slightly  concave  to  prevent  sliding  forward,  but  it  should 


Fig.  24. 


Distortion  of  the  trunk  while  working  at  a  too  high  desk.   (Loc.  cit.) 

not  be  inclined  either  backward  or  forward, — i.e.,  it  should  be  level.  The 
front  edge  of  the  seat  should  be  placed  from  one  inch  to  two  and  a  half 
inches  under  the  inner  edge  of  the  desk.  This  is  known  as  the  minus  dis- 
tance.   {A,  Fig.  28.) 

The  top  of  the  desk  should  be  inclined  towards  the  pupil,— i.e.,  down- 
ward and  backward  ten  degrees,— and  must  be  low  enough  to  permit  the 
forearm  of  the  pupil  to  rest  lightly  upon  it  without  raising  the  shoulder 
while  in  the  act  of  writing,  but  sufficiently  high  to  avoid  the  necessity  for 
stooping  in  order  to  reach  it.  The  lower  part  of  the  back  and  the  pelvis 
should  be  supported  by  a  rest  easily  felt  while  sitting  upright.  (Fig.  25.)  In 
order,  however,  to  meet  these  requirements  it  is  necessary  to  secure  some 
definite  relation  between  the  size  of  the  pupil  and  the  size  of  the  desk 
and  seat.  With  this  end  in  view,  measurements  of  the  different  parts  of 
Vol  11.-26 
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the  body  have  been  made  in  large  numbers  of  children,  ranging  in  age  from 
six  to  fourteen  years.  Upon  these  measurements  the  school  forms  have 
been  constructed  in  from  three  to  six  different  sizes,  to  meet  the  necessities 
of  different  grades.  It  is  obvious,  however,  that  any  desk  rigidly  con- 
structed on  the  average  measurements  will  work  injustice  to  the  extremes 
of  size  in  the  various  grades.  That  this  is  true  is  incidentally  shown  in 
Fig.  17,  where  it  is  plain  that  the  children  in  the  class,  although  varying 
greatly  in  size,  are  nevertheless  thrust  into  forms  of  the  same  dimensions, 
with  the  result  of  making  some  of  them  quite  comfortable,  while  others  are 
in  uncomfortable  postures  similar  to  that  shown  in  Fig.  24.  Geissler  and 
Uhlitzsch  measiu-ed  in  the  Freiberg  district  the  height  and  relative  length 


Pig.  25. 


Proper  position  in  upright  sitting,  the  pelvis  supported  by  the  forward  curve  in  the  back 

of  the  seat.  (Loc.  cit.) 

of  different  parts  of  the  body  of  twenty-one  thousand  one  hundred  and 
seventy-three  children  between  the  ages  of  six  and  fourteen  years,  for  the 
purpose  of  finding  the  proper  dimensions  of  school  desks  and  seats.  At  the 
latter  age  the  tallest  boy  measured  one  hundred  and  seventy-six  centimetres, 
while  the  shortest  measured  but  ninety-seven  centimetres.  Then,  too,  it 
is  well  known  that  in  individuals  of  ajiproximately  the  same  height  there 
will  be  considerable  variation  in  the  respective  measurements  of  different 
parts  of  the  body.  It  follows,  therefore,  that  it  is  not  sufficient  to  have 
the  desks  made  of  several  different  sizes  to  meet  the  requirements  of  the 
.several  grades,  but  that  they  should  be  so  constructed  as  to  be  easily 
adjusted  to  meet  the  requirements  of  different  individuals  within  the  grade. 
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Mr.  Priestley  Smith  has  suggested  four  different  sizes  as  sufficient,  and 
divides  the  pupils  according  to  height  into  four  classes,  advancing  in  each 
case  by  six  inches,  thus:  tliree  feet  six  inches  to  four  feet,  four  feet  to 
four  feet  six  inches,  four  feet  six  inches  to  five  feet,  five  feet  to  five  feet 
six  inches.  The  dimensions  of  the  desk  and  seat  are  calculated  to  meet  the 
needs  for  these  four  heights,  and  are  set  forth  in  the  following  table  :  ^ 

TABLE  V. 


HYGIENIC  DESK  (SMITH). 


No.  1. 

No.  2. 

No.  3. 

No.  4. 

Height  of  scholars  .  .  , 

3  ft.  6  in.-4  ft. 
107-122  cm. 

4  ft.-4  ft.  6  in. 
122-137  cm. 

4  ft.  6  in. -5  ft. 
137-152  cm. 

5  ft.-5  ft.  6  in. 
152-168  cm. 

a.  Height  of  seat  from  f 
the  floor.  \ 

13  inches. 
33  cm. 

14^  inches. 
37  cm. 

16  inches. 
41  cm. 

18  inches. 
46  cm. 

b.  Breadth  of  seat  .  .  .  | 

10  inches. 
25.5  cm. 

11  inches. 
28  cm. 

12  inches. 
30.5  cm. 

13  inches. 
33  cm. 

c.  Height  from  seat  to 
edge  of  desk. 
Height  from  seat  to  ' 
top  of  back. 

8  inches. 
20  cm. 

8|  inches. 
22  cm. 

9J  inches. 
24  cm. 

lOJ  inches. 
26.5  cm. 

d.  Overhang  of  desk  f 
(i.e.  minus  distance).  | 

1  inch. 
2.5  cm. 

1  inch. 
2.5  cm. 

IJ  inches. 
4  cm. 

Ij  inches. 
4  cm. 

— »  

e.  Play  of  desk  .  .  ,  .  | 

4^  inches. 
11.5  cm. 

4^  inches. 
11.5  cm. 

6  inches. 
16  cm. 

6  inches. 
15  cm. 

/.  Breadth  of  desk  / 
(front  to  back).  \ 

15  inches. 
38  cm. 

15  inches. 
38  cm. 

17  inches. 
43  cm. 

17  inches. 
43  cm. 

Fig.  26  sets  forth  with  sufficient  clearness  the  general  plan  of  construc- 
tion. One  feature  is  noteworthy, — viz.,  the  sliding  top,  which  permits  the 
pupil  to  stand  in  his  place  and  thus  overcome  the  inconvenience  in  this 
respect  introduced  by  the  minus  horizontal  distance.  This  otherwise  ad- 
mirable desk  is  not  so  constructed  as  to  permit  of  independent  adjustment 
to  meet  the  inequalities  of  size  in  the  same  grade.  This  can  be  adequately 
done  only  by  desks  and  seats  which  permit  of  ready  and  separate  adjust- 
ment. The  best  forms  of  adjustable  school  furniture  that  have  come  under 
my  notice  are  the  "  Single  Standard  Desk  and  Seat"  of  the  "  New  York 
Hygienic  School  Furniture  Company,"  and  those  of  the  "  Chandler  Ad- 
justable Chair  and  Desk  Company,"  of  Boston.  Both  of  these  permit  of 
a  rapid,  easy,  and  separate  adjustment  of  the  height  of  seat  and  desk,  and 
are  manufactured  in  three  sizes  designed  to  meet  the  general  requirements 


*  Ophthalmic  Review,  vol.  v. 
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of  the  Primary,  Intermediate,  and  Grammar  Schools.  The  details  of  their 
construction  are  sufficiently  illustrated  for  the  purpose  of  this  paper  by 
Figs.  27  to  31,— Figs.  27  and  28  for  tlie  former,  Figs.  29,  30,  and  31 
for  the  latter.  The  last  two  figures  illustrate  also  the  method  of  measuring 
the  length  of  the  leg  and  the  adjustment  of  the  chair.  The  adjustment, 
once  made,  cannot  be  altered  by  the  pupil,  since  it  is  accomplished  only  by 
the  aid  of  a  key,  which  should  be  in  the  hands  of  some  authorized  person. 
In  both  forms  the  desk  and  chair  are  screwed  firmly  to  the  floor,  and  are 
perfectly  rigid,  while  the  iron  supports  furnish  but  little  obstruction  to 


Pig.  26. 


Hygienic  school  desk.  (Smith.) 


sweeping  the  floor,  and  do  not  afPord  much  opportunity  for  the  accumula- 
tion of  dust.  The  Chandler  desk  possesses  the  added  advantage  of  a  free 
space  for  the  feet  of  the  pupil,  while  the  single  standard  desk  presents 
some  obstruction,  as  shown  in  Fig.  25.  In  both  forms  the  desk  is  also 
a  receptacle  for  the  books,  pencils,  paper,  etc.,  of  the  pupil,  and  is  provided 
with  a  covered  ink-well.  Attention  is  called  especially  to  the  central 
upright  support  in  the  back  of  the  chair  in  Fig.  29,  which  is  curvctl 
forward  at  the  proper  height  to  furnish  the  requisite  support  to  the  sacrum 
and  the  lower  lumbar  vertebrjc,  and  thus  counteracts  the  tendency  for  the 
pelvis  to  rock  backward.    The  following  table  (Table  VI.,  page  40G)  of 
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dimensions  and  measurements  is  given  by  the  Hygienic  School  Furniture 
Company  as  a  guide  for  the  arrangement  and  adjustment  of  the  desk  and 


Fig.  27. 


Adjustable  seat  and  desk,  showing  their  proper  relative  arrangement. 


seat.  It  is  based  upon  the  tables  of  Erismann  and  Fahrner,  and  dififers 
in  no  essential  particular  from  the  table  given  by  Priestley  Smith. 
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TABLE  VI. 


Scale  numbers  

I. 

II. 

m. 

lY. 

V 

YI. 

vn. 

YIII. 

IX. 

X. 

XI. 

xn. 

Xffl. 

XIY. 

XY. 

(From 

Height  of  scholars  in  inches^ 

(To.  . 

40 
42 

42 
44 

44 
46 

46 
48 

48 

50 

50 
51J 

51J 
53J 

53} 
55} 

55J 
67} 

57} 
59} 

59} 
61} 

61} 
63} 

63} 
65} 

65} 
67} 

67} 

and 

IP- 

Height of  desk,  line  AB  (Fig.  28) 

20 

20J 

21i 

22} 

23 

23j 

24} 

25} 

26 

26} 

27} 

28} 

29 

29} 

SO} 

Height  of  chair,  line  CD  (Fig.  28) 

11 

Hi 

12 

12} 

13 

13} 

14 

14} 

15 

15} 

16 

16} 

17 

17} 

18 

Width  of  seating  space,  line  AE1 
(Fig.  28).  / 

9 

9i 

9S 

9i 

lOi 

10} 

105 

"i 

11} 

11} 

12i 

12i 

12} 

13 

ISj 

"  It  is  recommended  that  the  desk  for  a  girl  should  he  about  J  of  an  inch  higher  than 
that  for  a  boy  of  the  same  height.  The  width  of  the  seating  space  should  be  about  f  of 
an  inch  greater  for  a  girl  than  that  for  a  boy. 

"  Directions  for  using  the  Table. — Measure  the  height  of  the  scholar ;  then  find  in  the 
table  the  number  that  most  nearly  corresponds  to  it,  and  directly  under  it  in  the  same 
column  will  be  found  the  figures  required  for  the  different  adjustments. 

"  Example. — A  boy  is  found  to  be  52  inches  in  height.  In  column  VII,  51J— 53J  are 
the  nearest  to  it;  looking  down  this  column,  we  find  24^  inches  for  the  height  of  the  desk, 
line  AB  (Fig.  28)  ;  14  inches  for  the  height  of  the  chair,  line  CD  ;  and  IO4  inches  for  the 
space  between  the  desk  and  the  back  of  the  chair,  line  AE." 

These  desks  have  not  the  adjustable  top  which  permits  the  pupil  to 
stand  between  the  desk  and  the  seat,  but  this  is  not  considered  desirable 
by  the  educators  with  whom  I  have  had  opportunity  to  converse.  They 
have  invariably  preferred  the  single  instead  of  the  double  desk,  and  require 
the  pupils  to  step  quickly  into  the  aisle  when  called  upon  to  stand,  holding 
that  the  position  then  assumed  is  better  than  when  the  desk  is  in  front 
of  the  pupil,  since  in  the  latter  case  there  is  constant  temptation  to  lean 
against  it  for  support.  This  preference  removes  the  necessity  for  any 
form  of  adjustable  top  or  lifting  seat.  "When  such  are  in  u.se,  they  not 
only  cause  confusion  and  noise,  but  require  time  for  adjustment,  and  the 
additional  mechanism  adds  cost  to  the  forms  and  is  always  liable  to  get 
out  of  order. 

It  is  doubtless  true  that  sick,  tired,  or  listless  children  will  be  able  to 
assume  more  or  less  faulty  positions  in  the  most  approved  school  form,  so 
that  teachers  will  be  required  to  admonish  them  ;  but  systematic  instruction 
of  teachers  in  the  physiological  and  meclianical  laws  underlying  upright 
sitting,  which  they  can  in  turn  impart  to  the  children,  will  do  much  to 
correct  this  tendency.  Careful  instruction  will  accomplish  fiir  more  than 
admonition  or  reproof,  and  will  furthermore  have  a  fai'-reaching  influence 
over  the  community.  A  cursory  study  of  the  positions  assumed  by  the 
average  citizen  at  home  or  abroad  will  show  tlic  great  need  for  education  in 
this  direction.  Ciiairs  are  for  the  most  part  so  constructed  tiiat  they  fur- 
nish no  support  tor  the  pelvis  or  the  lumbar  vertebrse,  and  this  fixulty  con- 


Pig.  29. 


The  Chandler  adjustable  seat  and  desk. 
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struction  accounts  in  large  measure  for  the  uncouth  positions  which  are 
ordinarily  assumed,  since  without  such  support  the  pelvis  rocks  backward 
unless  sustained  in  the  erect  posture  by  muscular  strain,  which  soon  becomes 
fatio-iiiug.  It  follows  from  the  preceding  remarks  that  no  class  should  be 
considered  fully  organized  for  the  work  of  the  term  until  each  pupil  has 
been  measured  and  the  seat  and  desk  have  been  adjusted  to  meet  the  require- 
ments of  the  individual.  While  this  will  occasion  additional  trouble  at  the 
beginning,  I  am  convinced  that  in  the  end  it  will  avoid  much  annoyance 
and  trouble,  since  a  properly  seated  class  will  not  suffer  from  the  restlessness 


Fig.  31. 


Adjustment  of  seat. 


occasioned  by  compressed  viscera  and  impeded  circulation  and  respiration, 
and  will,  therefore,  perform  their  allotted  tasks  with  less  fatigue  and  be 
more  orderly.  I  would  call  attention  again  to  the  strong  contrast  afforded 
by  the  two  classes  shown  at  their  work  in  Figs.  17  and  18. 

BLACKBOAIIDS,  MAPS,  BOOKS,  ETC. 

Other  articles  of  school  furniture  which  claim  attention  are  the  black- 
boards, wall  maps  and  charts,  slates,  books,  and  writing-materials. 

The  blackboard  is  an  important  article  of  furniture  in  every  school- 
room, not  only  as  a  convenient  and  valuable  means  of  imparting  instruc- 
tion, but  also  from  the  point  of  view  of  the  hygiene  of  vision.  It  should 
always  be  borne  in  mind  that  the  strain  upon  the  eyes  is  much  greater  at 
the  near-point,  as  in  reading  and  writing,  than  when  looking  at  relatively 
distant  objects,  as  at  the  blackboard  across  the  school-room.    Hence  the 
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instruction  imparted  by  board  exercises  is  much  less  fatiguing  than  work 
done  with  slate  and  pencil  or  pen  and  paper.  The  use  of  the  large  crayon 
by  the  pupil  himself  is  also  less  tiresome  than  work  at  tlie  desk.  The 
surface  should,  however,  be  kept  black  by  frequent  washing,  as  the  ad- 
herent particles  of  chalk  which  remain  upon  it  after  dry  cleansing  soon 
cause  it  to  appear  gray,  and  thus  the  strong  contrast  between  the  crayon- 
marks  and  the  black  surface  is  lost.  The  old  painted  board  should  be 
banished  from  the  school-room  and  only  the  large  plates  of  slate  or  the 
black  plaster  surfaces  employed.  The  crayon  should  be  M'hite  or  yellow 
for  all  ordinary  purposes,  as  these  colors  afford  the  strongest  contrast 
with  the  surface.  The  figures  and  letters  should  be  made  with  a  broad 
stroke  and  sufficiently  lai-ge  to  be  readily  seen  at  the  full  width  of  the 
X'oom. 

The  blackboard  has  been  condemned  because  of  the  gray  surface  it  so 
readily  gains  under  use,  and  paper  upon  which  a  black  crayon  may  be  used 
recommended  as  a  substitute.  The  soiling  of  the  hands  by  the  black  crayon 
is,  I  think,  sufficient  to  condemn  its  use  for  school-room  purposes,  except 
when  used  by  the  teacher,  especially  when  the  objection  urged  against  the 
blackboard  can  be  removed  by  daily  washing  its  surface. 

The  advantage,  however,  of  a  white  letter  on  a  black  surface  or  a  black 
letter  on  a  white  surface  cannot  be  denied.  Professor  Horner  found  that 
ink-made  letters  on  white  paper  sufficiently  large  to  be  seen  distinctly  at  two 
hundred  and  eleven  centimetres  on  a  clear  day  could  be  distinguished  only 
at  one  hundred  and  eighty-three  centimetres  when  made  with  a  lead-pencil, 
and  only  at  one  hundred  and  fifty-nine  when  made  with  a  slate-pencil  on  a 
slate-colored  surface.  The  ratio  of  slate-pencil  to  lead-pencil  was  "  seven  to 
eight,"  that  of  lead-pencil  to  pen  and  ink  also  "  seven  to  eight,"  while  that  of 
slate-pencil  to  pen  and  ink  was  "  three  to  four."  That  is  to  say,  an  eye  that 
can  read  ink-made  letters  of  a  given  size  at  twelve  inches  (.33  metre)  would 
be  compelled  to  bring  them  to  nine  inches  (.23  metre)  in  order  to  see  them 
if  made  on  a  gray-black  slate  with  a  slate-pencil,  thus  causing  greatly  in- 
creased strain  upon  the  accommodation  and  convergence.  On  this  ground 
Horner  advocated  the  banishment  of  the  blackboard,  slate,  and  lead-pencil 
from  the  schools.  I  am  also  willing  to  banish  the  slate  and  lead-pencil,  but 
not  the  blacliboard,  since  it  has  so  many  compensating  features.  The  more 
modern  habit  of  requiring  so  much  of  the  work  to  be  done  Avith  pencil  and 
paper  is  probably  to  be  condemned  for  other  reasons,  especially  the  pro- 
tracted strain  at  a  near-point,  but  if  so  much  work  at  the  near-point  is  to  be 
continued  it  should  be  done  with  black  ink  and  a  pen  with  a  point  which 
will  make  a  broad  stroke.  This  is  especially  important  for  children  with 
bad  or  defective  eyes.  The  ordinary  gray  desk-slate  may  be  advantageously 
replaced  by  the  white,  so-called  porcelain  slate,  upon  whicii  a  black  pencil 
or  crayon  can  be  used.  This  does  away  in  a  great  measure  with  the 
objection  to  the  faint  contrasts  afforded  by  the  gray  surface  of  the  ordinary 
slate,  but  is  open  to  the  objection  of  uncloanliness,  since  the  hands  of  the 
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pupil  are  soiled  in  the  process  of  cleauing  the  slate,  and  with  his  blackened 
hands  he  soils  his  face,  clothing,  and  books. 

The  wall  maps  and  charts  are  also  important  articles  of  school  furniture, 
since  they  permit  instruction  to  be  given  at  a  relatively  remote  distance. 
The  figures  and  letters  upon  them,  however,  should  be  at  least  as  large  as 
No.  XII.  (XL.)  of  the  chart  of  test-letters  designed  to  be  seen  by  the  normal 
eye  at  tAvelve  metres  (forty  feet).  As  far  as  practicable,  the  groundwork  of 
maps  should  be  white  or  light  tints  of  yellow,  as  characters  printed  upon 
darker  shades,  such  as  red  or  blue,  are  not  so  readily  distinguished.  The 
teaching  of  geography  from  these  large  maps  is  a  great  saving  of  fatigue 
to  the  eyes  of  the  pupils.  Work  done  at  the  ordinary  hand  atlas,  with  its 
varied  coloring,  adopted  by  authors  to  differentiate  the  political  divisions 
of  the  earth's  surface,  and  the  names  of  towns,  rivers,  etc.,  printed  in  small 
black  type  upon  these  dark  colors,  tries  to  the  utmost  the  acuity  of  vision, 
and  is  probably  the  most  injurious  of  the  school  requirements.  I  have 
very  frequently  asked  pupils  with  weak  eyes  as  to  which  of  their  lessons 
they  found  most  tiresome,  and  have  with  great  uniformity  been  told  that 
their  geography  was  the  most  trying,  because  of  the  pain  occasioned  by 
hunting  for  names  on  the  atlas.  Properly  printed  wall  maps  are  therefore 
important  additions  to  the  school-room  furniture. 

The  Type  in  Text-Books. — In  considering  school-room  supplies  there  is 
no  more  important  item  than  the  securing  of  properly  printed  books.  In 
selecting  a  book  from  the  stand-point  of  hygiene  two  points  should  be  con- 
sidered :  first,  the  kind  of  paper  employed,  and,  second,  the  size,  shape,  and 
arrangement  of  the  type.  It  is  false  economy  to  place  in  the  hands  of 
our  children  cheaply  made  books.  Text-books  for  our  schools  should  be 
accepted  only  after  approval  by  an  expert  who  is  familiar  with  the  many 
ingenious  devices  by  which  cheap  publication  is  accomplished. 

First  of  all,  the  paper  should  be  of  good  quality,  for  the  best  arrange- 
ment of  proper  type  cannot  produce  a  satisfactory  page  on  poor  paper. 
Two  points  are  important:  it  should  be  opaque,  so  that  the  shadow  or 
shape  of  the  type  will  not  be  seen  through  the  paper,  and  it  should  not  be 
bibulous,  as  in  that  case  the  ink  stain  is  visible  through  the  paper  and 
mars  more  or  less  the  impression  of  the  type  on  the  back  of  the  sheet. 
Bluish-white  or  gray  paper  should  also  be  avoided,  although  the  quality 
may  be  good.  Glazed  papers  are  not  admissible,  since  not  only  do  they 
reflect  the  light  injuriously,  but  the  black  ink  and  the  white  surface  of  the 
paper  seem  to  encroach  upon  each  other,  producing  a  certain  diffusion  or 
penumbra-like  effect  which  disturbs  the  distinctness  of  the  letters.  My 
own  judgment  favors  first  of  all  a  thoroughly  opaque  paper,  with  either  a 
dead  white  or  a  cream  surface,  preferably  the  latter.  The  thickness  of  the 
paper  is  of  less  impoi-tance  than  the  quality  of  its  fibre,  which  should 
be  such  as  to  prevent  the  absorption  of  the  ink.  A  supercalendered  paper, 
forty-five  pounds  to  the  ream,  is  a  suitable  one  for  most  school-books. 
But  even  on  paper  of  satisfactory  quality  the  printing  should  be  done  in 
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the  best  manner,  in  orfler  to  avoid  the  emboHsing  of  the  page,  which  inter- 
feres with  the  distinctness  of  the  print  on  tlie  reverse  or  embossed  side  of 
the  sheet.  Embossing  is  prevented  by  printing  upon  a  hard,  unyielding 
back. 

The  size,  form,  and  arrangement  of  the  type  are  of  great  importance  in 
securing  the  most  readily  legible  print.  My  observation  has  shown  that  but 
little  fault  can  be  found  with  the  American  school-book  in  this  respect.  This 
is  certainly  true  of  the  text-books  employed  in  the  primary  and  intermediate 
schools,  with  the  exception  of  the  school  atlas,  some  of  the  arithmetics, 
and  all  the  dictionaries.  In  the  more  advanced  grades  some  of  the  text- 
books of  history  are  not  to  be  commended,  either  as  to  the  quality  of  paper 
employed  or  as  to  the  size  and  arrangement  of  the  type. 

In  selecting  properly  printed  books  the  following  points  are  to  be 
observed :  (a)  the  size  or  height  and  breadth  of  the  letters  and  the  thick- 
ness of  the  strokes ;  (6)  their  arrangement, — e.g.,  the  distance  between  the 
letters  and  words,  known  to  printers  as  the  spacing ;  (c)  the  distance 
between  the  lines,  or  the  leading ;  and,  finally  {d),  the  length  of  the  lines. 

8ize  and  Form  of  the  Letters. — In  order  to  be  distinguished,  letters  must 
subtend  an  angle  of  at  least  five  minutes,  and  the  lines  of  which  they  are 
composed  an  angle  of  one  minute.  This  is  the  limit  of  normal  acuity  of 
vision,  but  it  is  obvious  that  the  eye  should  not  be  required  to  work  for 
any  length  of  time  at  a  task  which  requires  its  utmost  endeavor.  Any 
effort  to  read  pearl  or  diamond  type  for  a  short  time  must  convince  the 
most  sceptical  on  this  point,  when  they  compare  the  ensuing  fatigue  with 
the  ease  which  fo41ows  turning  to  a  long  primer  type. 

Both  Cohn  and  Weber  decide  in  favor  of  a  type  at  least  one  and  a  half 
millimetres  in  height  as  the  smallest  which  should  be  used  in  school-books. 
This  is  equal  to  our  ten-point  type  (long  primer).  (Fig.  39.)  Larger  letters 
were  found  to  retard  the  rapidity  of  reading,  and  would  thus  lengthen  the 
time  required  to  complete  a  given  amount  of  work.  The  face  of  the  type 
is  of  signal  importance  in  determining  its  comparative  legibility,  and  this 
is  in  large  measure  dependent  upon  the  thickness,  or,  as  printers  say,  the 
"  boldness,"  of  the  strokes  or  "  face"  of  the  type.  The  so-called  spacing  of 
the  line  depends  also  upon  the  same  factor,  as  in  order  to  secure  the  bold 
stroke  a  certain  relation  must  obtain  between  it  and  the  open  space  in  the 
letter.  This  makes  the  entire  face  of  the  letter  wider,  as  well  as  the  inter- 
val between  the  letters,  and-  thus  increases  the  space  required  for  a  given 
number  of  letters  or  words.  Such  print  gives  a  much  lighter  ajipearing 
page,  which  is  more  easily  legible,  but  adds  materially  to  the  cost  of  publi- 
cation. The  type-founder  seems  to  have  no  mathematical  rule  by  which 
the  breadth  of  letters  is  fixed  in  relation  to  their  height.  The  man  who 
draws  the  design  fixes  the  length  of  the  type  in  points,  each  point  being 
the  seventy-second  of  an  inch,  but  the  other  features  are  left  to  his  artistic 
sense  of  proportion.  With  reference  to  the  thickness  of  the  lines,  Colin 
insists  that  "no  print  of  which  the  down  strokes  are  thinner  than  one- 
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fourth  of  a  millimetre  should  be  tolerated  iu  school-books."  Any  com- 
parison of  a  narrow  type  with  a  broad  or  "  bold-faced"  type  must  convince 
one  of  the  greater  legibility  of  the  latter,  and  that  it  must,  therefore,  be  far 
less  fatiguing.    (Figs.  36  and  37.) 

Leading. — The  distance  between  the  lines  of  a  printed  page  is  of  much 
importiince  in  determining  the  comparative  legibility  of  the  page.  Lines 
crowded  together  as  closely  as  the  letters  which  project  above  and  below 
the  line  will  permit  always  make  a  dark-appearing  page  and  one  which  is 
relatively  difficult  to  read.  In  ten-point  type  the  distance  should  be  at  least 
two  and  a  half  millimetres,  and  in  eight-point  type  two  millimetres.  The 
advantage  of  sufficient  leading  is  illustrated  in  Figs.  33,  35,  and  39,  when 
contrasted  with  Figs.  32,  34,  and  38.  It  is  there  made  evident  that  the 
height  of  a  letter  is  relatively  of  less  importance  than  a  sufficient  distance 
between  the  lines.  The  importance  of  adequate  spacing  of  the  letters  and 
words,  even  in  the  presence  of  proper  leading,  is  shown  in  Figs.  36  and  37. 
Figs.  35  and  37  illustrate  the  advantage  of  a  bold-faced  type  as  com- 
pared to  a  thin  condensed  type,  as  shown  in  Fig.  36,  where  the  vertical 
dimensions  of  the  type  and  the  leading  are  the  same  as  in  Fig.  37,  but 
by  the  lateral  condensation  of  the  face  of  the  type  almost  as  much  space 
is  saved  to  the  publisher  as  in  the  absence  of  leading,  shown  in  Figs.  34 
and  38.  An  isolated  letter  is  much  more  readily  made  out  than  one 
closely  crowded  by  other  letters.  It  will  be  observed,  for  example,  that 
the  eight-point  type  (Fig.  35),  well  spaced,  with  a  bold  face  and  suitably 
leaded,  is  made  out  even  more  readily  than  the  crowded  ten-point  type 
(Fig.  38)  with  insufficient  space  between  the  lines. 


FiQ.  32. 
i]4  Point,  No.  17  (Diamond). 

The  model  or  emmetropic  eye  19  comparatively  rare,  but  tho  ejes  which 
meet  nearly  approach  this  ideal  state  of  refraction,  other  things  bein; 
equal,  enjoy  the  liighest  acuity  of  Tisioo.  are  freest  from  pain  and  dis- 
ease, and,  in  the  school  examinations,  have  been  found  to  Temaiu  in  a 
nearly  uniform  percentage  throU);h  all  the  classes,  from  the  lowest  to 
the  highest.  In  the  same  classes  the  hypermetropic  eyes  were  found 
to  diminish  steadily  in  percentage,  while  tbe  eyes  with  myopic  refraction 
increased  in_  approximately  the  same  ratio.  Caref\il  study  of  individual 
eosee  in  which  this  increase  of  refraction  was  taking  place  revealed  the 
fact  that  the  change  was  associated  with  certain  pathological  conditions 
of  tbe  chorioid,  the  two  seeming  to  stand  in  the  relation  of  cause  and 
effect.  Where  astigmatism  was  also  present  the  diminished  sharpness  of 
sight,  pain,  and  tbe  diseased  states  were  more  mariced  than  when  this 
anomaly  of  refraction  was  absent. 


EiQ.  33. 
4}^  Point,  No.  17  (Diamond)  leaded. 

The  model  or  emmetropic  eje  Is  comparatively  rare,  but  the  eyes  phlch 
tnoit  nearly  approach  thia  ideal  state  of  refraction,  other  things  being 
equal,  enjoy  the  highest  acuity  of  Tision.  are  freest  from  pain  and  dia- 
eaae,  and,  in  the  school  cxaminatioDS,  have  been  found  to  remain  in  a 
nearly  uniform  percentage  throuf^h  all  tbe  classes,  from  tbo  lowest  to 
tho  highest.  In  tho  eame  classes  the  hypermetropic  eyes  were  found 
to  steadily  diminish  in  percentage,  while  the  eyes  with  myopic  refraction 
increased  in  approximately  tho  same  ratio.  Careful  study  of  individual 
cases  in  which  this  increase  of  refraction  was  taking  place  revealed  the 
fact  that  tho  change  was  associated  with  certain  pathological  conditions 
of  tbe  chorioid,  tho  two  seeming  to  stand  in  tbe  relation  of  cause  and 
eSect.  Where  astigmatism  was  also  present  the  diminished  sharpness  of 
sight,  pain,  and  tbe  diseased  states  wcro  more  marked  than  when  thia 
anomaly  of  refraction  was  absent. 
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Fig.  34. 
8  Point,  No.  11  (Brevier). 

The  model  or  emmetropic  eye  is  com- 
paratively rare,  l)iit  the  eyes  which 
most  nearly  approach  this  ideal  state 
of  refraction,  other  things  being  equal, 
enjoy  the  highest  acuity  of  vision,  are 
freest  from  pain  and  disease,  and,  in 
the  school  examinations,  have  been 
found  to  remain  in  a  nearly  uniform 
percentage  through  all  the  (thisses,  from 
the  lowest  to  the  highest.  In  the  same 
classes  the  hypermetropic  eyes  were 
found  to  diminish  steadily  in  percent- 
age, while  the  eyes  with  myopic  refrac- 
tion increased  in  approximately  the 
same  ratio.  Careful  study  of  individual 
cases  in  which  this  increase  of  refrac- 
tion was  taking  place  revealed  the  fact 
that  the  change  was  associated  with 
certain  pathological  conditions  of  the 
chorioid,  the  two  seeming  to  stand  in 
the  relation  of  cause  and  effect.  Where 
astigmatism  was  also  present  the  di- 
minished sharpness  of  sight,  pain,  and 
the  diseased  states  were  more  marked 
than  when  this  anomaly  of  refraction 
was  absent. 


Fig.  36. 

8  Point,  M.  0.  S.  (Brevier),  leaded. 

The  model  or  emmetropic  eye  is  compara- 
tively rare,  but  the  eyes  which  most  nearly 
approach  this  ideal  state  of  refraction,  other 
things  being  equal,  enjoy  the  highest  acuity 
of  vision,  are  freest  from  pain  and  disease, 
and,  in  the  school  examinations,  have  been 
found  to  remain  in  a  nearly  uniform  percent- 
age through  all  the  classes,  from  the  lovifest  to 
the  highest.  In  the  same  classes  the  hyper- 
metropic eyes  were  found  to  diminish  steadily 
in  percentage,  while  the  eyes  with  myopic  re- 
fraction increased  in  approximately  the  same 
ratio.  Careful  study  of  individual  cases  in 
which  this  increase  of  refraction  was  talking 
place  revealed  the  fact  that  the  change  was 
associated  with  certain  pathological  conditions 
of  the  chorioid,  tlie  two  seeming  to  stand  in 
the  relation  of  cause  and  effect.  Where  as- 
tigmatism was  also  present  the  diminished 
sharpness  of  sight,  pain,  and  the  diseased 
states  were  more  marked  than  when  this 
anomaly  of  refraction  was  absent. 


Fig.  35. 
8  Point,  No.  11  (Brevier),  leaded. 

The  model  or  emmetropic  eye  is  com- 
paratively rare,  but  the  eyes  which 
most  nearly  approach  this  ideal  state 
of  refraction,  other  things  being  equal, 
enjoy  the  highest  acuity  of  vision,  are 
freest  from  pain  and  disease,  and,  in 
the  school  examinations,  have  been 
found  to  remain  in  a  nearly  uniform 
percentage  througli  all  the  classes,  from 
the  lowest  to  the  highest.  In  the  same 
classes  the  hypermetropic  eyes  were 
found  to  diminish  steadily  in  percent- 
age, while  the  eyes  with  myopic  refrac- 
tion increased  in  approximately  the 
same  ratio.  Careful  study  of  individual 
cases  in  which  this  increase  of  refrac- 
tion was  taking  place  revealed  the  fact 
that  the  change  was  associated  with 
certain  pathological  conditions  of  the 
chorioid,  the  two  seeming  to  stand  in 
the  relation  of  cause  and  effect.  Where 
astigmatism  was  also  present  the  di- 
minished sharpness  of  sight,  pain,  and 
the  diseased  states  were  more  marked 
than  when  this  anomaly  of  refraction 
was  absent. 

Fig.  87. 

8  Point,  No.  U  (Brevier),  leaded. 

The  model  or  emmetropic  eye  is  com- 
paratively rare,  but  the  eyes  which 
most  nearly  approach  this  ideal  state 
of  refraction,  other  things  being  equal, 
enjoy  the  highest  acuity  of  vision,  are 
freest  from  pain  and  disease,  and,  in 
the  school  examinations,  have  been 
found  to  remain  in  a  nearly  uniform 
percentage  through  all  the  classes,  from 
the  lowest  to  the  highest.  In  the  same 
classes  the  hypermetropic  eyes  were 
found  to  diminish  steadily  in  percent- 
age, while  tlje  eyes  with  myopic  refrac- 
tion increased  in  approximately  the 
same  ratio.  Careful  study  of  individual 
cases  in  which  this  increase  of  refrac- 
tion was  taking  place  revealed  the  fact 
that  the  change  was  associated  with 
certain  pathological  conditions  of  the 
chorioid,  the  two  seeming  to  stand  in 
the  relation  of  cause  and  effect.  Wiiere 
astigmatism  was  also  present  the  di- 
minished sharpness  of  sight,  pain,  and 
tlie  diseased  states  were  more  marked 
tlian  wlien  tliis  anomaly  of  refraction 
was  absent. 
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Fig.  38. 
10  Point,  No.  8  (Loug  Primer). 

The  model  or  emmetropic  eye  is 
comparatively  rare,  but  the  eyes 
which  most  nearly  approach  this  ideal 
state  of  refraction,  other  things  being 
equal,  enjoy  the  highest  acuity  of 
vision,  are  freest  from  pain  and  dis- 
ease, and,  in  the  school  examinations, 
have  been  found  to  remain  in  a  nearly 
uniform  percentage  through  all  the 
classes,  from  the  lowest  to  the  high- 
est. In  the  same  classes  the  hyper- 
metropic eyes  were  found  to  dimiuish 
steadily  in  percentage,  while  the  eyes 
with  myopic  refraction  increased  in 
approximately  the  same  ratio.  Care- 
ful study  of  individual  cases  in  which 
this  increase  of  refraction  was  taking 
pjace  revealed  the  fact  that  the 
change  was  associated  with  certain 
pathological  conditions  of  the  chori- 
oid,  the  two  seeming  to  stand  in  the 
relation  of  cause  and  effect.  Where 
astigmatism  was  also  present  the 
diminished  sharpness  of  sight,  pain, 
and  the  diseased  states  were  more 
marked  than  when  this  anomaly  of 
refraction  was  absent. 


Fig.  39. 

10  Point,  No.  8  (Long  Primer),  leaded. 

The  model  or  emmetropic  eye  is 
comparatively  rare,  but  the  eyes 
which  most  nearly  approach  this  ideal 
state  of  refraction,  other  things  being 
equal,  enjoy  the  highest  acuity  of 
vision,  are  freest  from  pain  and  dis- 
ease, and,  in  the  school  examinations, 
have  been  found  to  remain  in  a  nearly 
uniform  percentage  through  all  the 
classes,  from  the  lowest  to  the  high- 
est. In  the  same  classes  the  hyper- 
metropic eyes  were  found  to  diminish 
steadily  in  percentage,  while  the  eyes 
with  myopic  refraction  increased  in 
approximately  the  same  ratio.  Care- 
ful study  of  individual  cases  in  which 
this  increase  of  refraction  was  taking 
place  revealed  the  fact  that  the 
change  was  associated  with  certain 
pathological  conditions  of  the  chori- 
oid,  the  two  seeming  to  stand  in  the 
relation  of  cause  and  effect.  Where 
astigmatism  was  also  present  the 
diminished  sharpness  of  sight,  pain, 
and  the  diseased  states  were  more 
marked  than  when  this  anomaly  of 
refraction  was  absent. 
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The  Length  of  the  Lines. — Javal  very  properly  condemns  the  quarto 
line,  and  I  could  wish  its  banishment  from  all  new  books.  The  long  line  of 
a  quarto  page  is  certainly  more  difficult  to  read,  other  things  being  equal, 
than  when  the  page  is  divided  into  two  columns.  As  an  illustration  of 
excellent  printing,  viewed  both  from  the  stand-point  of  the  hygiene  of 
vision  and  from  that  of  the  printer's  art,  I  would  call  attention  to  the 
St.  Nicholas  for  Young  Follcs.  The  ten-point  letter  with  a  bold  face  is 
employed,  well  spaced,  and  the  lines  are  two  and  a  half  millimetres  apart. 
The  page  is  divided  into  two  columns  by  a  four-millimetre  blank  sjiace. 

Position  assumed  in  Writing  ;  Kind  of  Script. — The  proper  posture  of 
the  pupil  while  writing,  the  position  of  the  paper,  and  tlie  kind  of  script 
to  be  employed  are  questions  of  great  interest  to  both  teacher  and  physi- 
cian. Fahrner,  in  1879,  apparently  unmindful  of  his  important  teaching 
regarding  the  appropriate  arrangement  of  the  school  desk,  writes,  "  We 
allow  our  children  to  grow  crooked  in  order  that  their  handwriting  may  be 
nicely  slanted,"  obviously  favoring,  therefore^  the  vertical  scinpt.  In  this 
he  is  supported  by  many  eminent  Continental  authorities.  Indeed,  the 
weight  of  authority  would  seem  to  favor  the  vertical  script  and  the  placing 
of  the  paper  in  a  central  position  in  front  of  the  pupil,  the  top  and  bottom 
of  the  sheet — that  is  to  say,  the  ruled  lines  on  the  paper — being  parallel  to 
the  plane  of  the  body,  the  pupil  being  required  to  face  the  desk  squarely, 
as  in  Fig.  25.  This  position  of  pupil  and  paper,  together  with  the  vertical 
script,  is  supposed  to  favor  upright  sitting,  the  importance  of  which  has 
already  been  pointed  out.  It  should  be  borne  in  mind,  however,  that  upright 
sitting  is  dependent  upon  the  proper  relation  between  the  desk  and  the 
chair  rather  than  upon  the  nature  of  the  required  work.  Assuming  that 
the  pupil  is  seated  properly,  it  is  probable  that  little  attention  need  be  given 
to  the  script  he  employs,  so  long  as  the  paper  is  maintained  in  a  central 
position.  If  he  is  required,  however,  to  hold  the  paper  with  its  ruled  lines 
parallel  to  the  edge  of  the  desk  and  to  the  plane  of  his  body,  he  will  be 
inclined  to  move  the  paper  to  the  right  side,  into  the  so-called  right-dexter 
position.  In  this  position  the  eyes  must  be  carried  to  the  right  in  a  con- 
stantly increasing  degree  as  the  line  on  the  paper  increases  in  length  from 
left  to  right.  To  favor  the  strained  ocular  muscles,  the  head  is  turned  to 
the  right  and  the  spine  is  twisted  on  its  long  axis,  a  posture  which  must 
grow  more  and  more  fatiguing  as  the  task  is  continued.  To  relieve  the 
fatigue,  the  head  and  the  body  fall  forward  to  find  support  on  the  left 
elbow  and  the  desk. 

All  that  is  needed  to  demonstrate  the  fatigue  which  must  follow  this 
right-dexter  position  of  the  paper  is  the  attempt  to  read  for  a  few  moments 
with  the  book  in  a  corresponding  position,  the  eyes  being  held  to  the  right. 
An  excellent  example  is  also  furnished  by  the  fatigue  experienced  by  copy- 
ists, whose  work  requires  the  constant  movement  of  the  eyes  from  one  page 
to  another.  The  increased  tension  upon  the  ocular  muscles  soon  manifests 
itself  in  painful  fatigue.    The  essential  points  to  be  kept  in  mind  are  the 
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upright  position  and  that  both  eyes  shall  be  at  an  equal  distance  from  the 
paper.  To  secure  this,  a  proper  arrangement  of  the  desk  and  seat  is  of 
primary  importance.  When  this  is  secured  there  will  be  little  need  to  ques- 
tion the  relative  advantages  of  the  vertical  or  the  slanting  script.  My  own 
judgment  is  in  favor  of  the  latter,  if  a  choice  is  to  be  made,  not  because  it 
is  more  favorable  to  upright  sitting,  but  because  I  am  unable  to  see  sufficient 
reason  for  replacing  it  by  the  less  graceful  vertical  writing.  In  order  to 
keep  the  eyes  equidistant  from  the  work,  the  paper  must  be  centrally  placed 
before  the  pupil.  The  position  of  the  sheet  in  its  relation  to  the  plane  of 
the  face  and  the  edge  of  the  desk  must  determine  the  kind  of  letter  it  is  most 
convenient  and  natural  to  make.  If  the  sides  of  the  sheet  are  vertical  to 
the  plane  of  the  face,  the  vertical  letter  is  most  naturally  made  if  the  pen 
is  held  in  the  proper  position  in  the  hand, — i.e.,  with  the  pen-stock  resting 
in  the  crotch  between  the  thumb  and  the  index  finger  and  pointing  to  the 
right  shoulder.  If,  on  the  other  hand,  the  sheet  of  paper  is  inclined  to  the 
left  from  twenty  to  thirty  degrees,  all  other  conditions  remaining  unchanged, 
the  slanting  script  is  the  form  that  is  most  naturally  adopted.  The  argu- 
ment that  vertical  lines  are  less  fatiguing  to  the  eyes  than  those  which  are 
diagonal  to  the  vertical  meridian  of  the  cornea  falls  when  it  is  considered 
that  with  the  paper  inclined  to  the  edge  of  the  desk  the  lines  in  the  slanting 
script  are  in  fact  vertical  in  their  relation  to  this  meridian  of  the  eyes. 

It  is  my  opinion,  therefore,  that  in  properly  seated  and  lighted  school- 
rooms, aided  by  judicious  instruction  of  teachers  and  pupils  as  to  the 
importance  of  upright  sitting,  we  'may  safely  leave  both  the  position  of  the 
pa{)er  and  the  kind  of  script  to  be  employed  to  a  process  of  natural  selec- 
tion. With  the  light  coming  from  the  left  side  of  the  room,  there  will  be 
no  temptation  to  carry  the  paper  to  the  right  side ;  the  central  position  is 
the  natural  one.  In  a  suitably  arranged  desk  there  is  no  temptation  to 
turn  to  the  left  or  to  lean  forward ;  the  proper  position  is  the  easiest  and 
most  natural  one  to  assume.  My  own  observation,  both  in  the  school-room 
and  by  personal  trial,  seems  to  point  to  the  inclined  position  of  the  paper, 
and  consequently  to  the  slanting  script,  as  the  most  natural.  To  me  the 
vertical  position  of  the  paper  is  in  some  measure  a  cramped  one. 

In  the  American  schools  the  Spencerian  inclined  script  is  preferred,  the 
paper  being  inclined  to  the  edge  of  the  desk  in  varying  degrees, — from 
twenty  to  forty  degrees.  There  is,  however,  great  diversity  of  opinion 
as  to  the  best  positions.  In  some  cases  coming  under  my  own  observa- 
tion the  children  were  placed  with  the  right  side  turned  to  the  desk,  the 
paper  inclined  at  an  angle  of  forty-five  or  even  sixty  degrees.  The  feet 
were  also  carried  to  the  left,  so  that  the  sitting  was  diagonal.  This  posi- 
tion is  not  to  be  commended.  In  others  the  central  position  was  taught, 
with  the  paper  inclined  to  the  left  thirty  degrees.  In  the  class  represented 
in  Fig.  18  the  teacher  had  adopted  the  central  inclined  position  for  the 
paper  and  the  inclined  script.  But  little  fault  is  to  be  found  with  the 
positions  assumed  by  the  pupils.    It  should  be  observed,  however,  that  in 
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the  front  of  tlie  room,  on  the  right  side,  where  the  light  from  the  left  is 
less  bright  than  elsewhere  in  the  room,  the  children  have  carried  the  paper 
into  the  riglit-dexter  position  in  tlieir  attempt  to  secure  the  light  from 
the  rear  windows  also,  a  fact  which  incidentally  demonstrates  that  other 
factors,  particularly  the  source  of  light,  enter  into  the  problem  of  the  attitude 
naturally  assumed  by  a  class  of  school-children,  if  left  to  their  choice  of 
position,  far  more  than  the  kind  of  script  employed. 

SPECIAL  DEVICES  FOR  THE  CARE  OF  AVEAK  EYES. 

Notwithstanding  every  proper  precaution  for  the  prevention  of  harm, 
there  will  always  be  a  large  number  of  children  in  our  schools  who  need 
special  provision  made  for  their  welfare,  if  they  are  not  to  be  left  to  the 
operation  of  the  harsh  law  of  the  "  survival  of  the  fittest."  I  have  already 
urged  the  importance  of  an  elastic  curriculum  of  study  which  would  make 
it  possible  for  pupils  with  weak  eyes  and  feeble  health  to  lengthen  the 
period  to  be  devoted  to  school  life  without  being  compelled  to  follow  their 
class  rigidly  in  successive  promotions  in  all  the  branches. 


Fig.  40. 


Kallmann's  face-rest. 

For  children  who  have  already  developed  commencing  near-sight,  with 
its  attending  chorioiditis,  mucli  is  to  be  gained  by  special  devices  to  insure 
against  any  further  increase  of  their  disease.  The  tendency  in  such  eyes 
is  to  bring  the  face  nearer  and  nearer  the  work  as  the  eyes  become  congested 
with  use.  This  can  be  prevented  by  the  use  of  a  rest  which  will  liold  the 
head  erect  and  at  the  proper  reading  distance.  Many  forms  of  so-called 
"  straight  liolders"  or  crutches  have  been  devised  for  this  purpose,  but  the 
only  one  which  seems  worthy  of  commendation  is  that  devised  by  Kall- 
mann, an  optician  of  Breslau,  which  he  calls  a  "  face-rest."    Its  general 


Fig.  41. 
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features  and  mode  of  application  are  made  sufficiently  plain  by  Fig.  40. 
Cohn  says  of  it,  "  I  never  allow  my  own  children  to  write  without  it, 
whether  at  home  or  in  school,  even  when  sitting  at  the  best  possible  desk." 
It  is  screwed  to  the  desk,  and  causes  little,  if  any,  annoyance.  The  intro- 
duction of  this  rest  for  all  children  with  tender  eyes,  both  at  school  and  in 
their  homes,  is  worthy  of  commendation. 

In  my  practice  I  have  long  been  in  the  habit  of  urging  the  adoption 
of  a  special  portable  reading  desk  so  constructed  that  the  book-support  can 
be  inclined  to  any  desired  angle.  This  is  represented  in  Fig.  41.  By 
its  means  the  book  is  held  more  or  less  upright  before  the  eyes,  which 
is  a  distinct  advantage  over  the  flat  page,  and  moreover  removes  in  great 
measure  the  tendency  to  lean  forward.  Mr.  Priestley  Smith  also  has 
strongly  urged  the  importance  of  a  similar  device.  In  home  work  the 
reading  and  writing  desk  is  of  signal  importance,  since  at  home  the  child 
is  likely  to  be  left  to  his  own  choice  of  position.  I  have  frequently  urged 
upon  the  parents  of  children  under  treatment  for  their  defective  eyes  the 
purchase,  for  home  use,  of  some  form  of  the  hygienic  desk  represented  in 
Figs.  27-30,  which  has  the  added  advantages  of  the  properly  adjusted  seat 
and  a  receptacle  for  books  and  other  school  materials.  It  is  supplied  with 
a  movable  platform,  upon  which  the  desk  and  seat  are  firmly  screwed,  and 
can  be  placed  in  any  convenient  place  for  light,  or  be  moved  out  of  the 
way  when  not  in  use.  In  the  case  of  children  with  weak  eyes,  I  have 
forbidden  the  use  of  pen  or  pencil  and  paper  at  home,  and  advised  a  black- 
board. It  should  be  placed  upon  an  easel  or  hung  at  the  proper  height 
against  the  wall.  I  esteem  this  expedient  of  much  value  in  preventing 
the  strain  upon  tender  eyes  in  the  preparation  of  lessons  at  home. 

CONCLUSIONS. 

The  conclusions  which  seem  to  be  borne  out  by  the  discussion  in  the 
preceding  pages  may  be  briefly  summarized  as  follows : 

First.  The  schools  cannot  be  held  solely  responsible  for  the  harm  which 
befalls  the  eyes  of  the  school-children  during  the  educational  process,  since 
it  has  been  shown  that  a  very  large  percentage  of  the  children  enter  the 
schools  Avith  congenitally  defective  eyes.  This  conclusion  is  strengthened 
by  the  fact  that  these  defective  eyes  have  been  shown  to  be  especially  liable 
to  injury,  while  the  model  or  emmetropic  eye  and  the  eyes  most  nearly 
approaching  this  ideal  state  of  refraction  enjoy  the  highest  acuity  of  vision, 
are  comparatively  free  from  pain,  and  maintain  a  nearly  uniform  percent- 
age in  all  the  grades  of  school  life. 

Second.  In  the  light  of  the  preceding  conclusion,  it  is  highly  important 
that  every  child  seeking  to  enter  the  schools  should  be  subjected  to  a  sys- 
tematic examination  as  to  the  state  of  the  vision,  and  where  this  is  found 
defective  the  parents  should  be  notified  and  advised  of  the  probable  harm 
which  will  result  from  the  school  work  if  professional  advice  is  not  secured. 

Third.  The  skilful  correction  of  the  errors  of  refraction  in  our  children's 
Vol.  IL— 27 
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eyes  by  glasses  would  go  far  to  arrest  the  acquisition  of  near-sight  and  its 
attending  pathological  conditions,  and  in  most  cases  would  prevent  also  the 
asthenopia  which  precedes  and  accompanies  the  increase  of  refraction. 

Fourth.  The  very  great  frequency  of  these  congenital  anomalies  should 
stimulate  our  school  authorities  to  the  adoption  of  every  sanitary  precaution 
and  to  the  most  scrupulous  avoidance  of  faulty  educational  methods. 

The  following  suggestions  should  be  borne  in  mind  as  important : 

(a)  Sufi&cient  light,  properly  admitted  to  the  school-room,  should  be 
regarded  as  a  fundamental  requirement  in  school-house  architecture.  The 
light  should  be  admitted  from  the  left  side  of  the  pupils,  and  the  ratio  of 
window  surface  to  floor  surface  should  never  fall  below  one  to  five,  and 
this  should  be  exceeded  in  mauy  localities,  on  the  north  side  of  buildings 
and  on  the  ground -floors. 

(6)  The  desks  and  seats  should  be  of  such  a  pattern  as  will  permit 
independent  adjustment  as  to  height  and  size  to  meet  the  requirements  of 
individual  pupils,  and  should  be  arranged  with  a  minus  horizontal  distance, 
in  order  to  insure  upright  sitting. 

(c)  Instruction  should  be  imparted  as  far  as  possible  by  means  of  black- 
boards, wall  maps,  charts,  and  orally,  instead  of  by  work  at  a  near-point, 
as  wdth  pencil  and  paper  or  slate.  Where  the  work  must  be  done  at  a 
near-point,  a  pen  and  black  ink  should  be  used  instead  of  a  lead-pencil  or 
slate  and  pencil. 

(d)  The  work  required  to  be  done  at  home  should  be  in  large  measure 
abandoned,  or  at  least  largely  reduced. 

(e)  A  more  elastic  curriculum  of  study  is  desirable  for  pupils  with  weak 
eyes  or  feeble  health,  which  will  permit  the  lengthening  of  the  school  life 
and  at  the  same  time  admit  of  steady  promotion. 

(/)  The  system  of  term  examinations  should  be  abandoned  entirely. 

{g)  Great  care  should  be  exercised  in  the  selection  of  properly  printed 
text-books.  Only  good  paper,  and  type  no  smaller  than  eight-point,  or 
preferably  ten-point,  are  admissible  in  school-books,  and  these  should  be 
bold-faced  and  well  spaced,  on  a  double-column  page.  For  the  former  a 
distance  of  two  millimetres  between  the  lines,  and  for  the  latter  a  distance 
of  two  and  one-half  millimetres,  should  be  required. 

(A)  In  writing,  the  central  position  of  the  paper  should  be  maintained, 
but  in  properly  lighted  rooms  with  suitably  arranged  seating  the  kind  of 
script,  vertical  or  slanting,  will  depend  upon  the  vertical  or  the  inclined 
position  of  the  paper,  and  may  safely  be  left  to  natural  selection. 


BLINDNESS:  ITS  FREQUENCY,  CAUSES, 
AND  PREVENTION. 


BY  I.  MINIS  HATS,  A.M.,  M.D., 
Philadelphia,  Pa.,  U.S.A. 


Definition. — Blindness  is  properly  defined  as  an  incurable  total  loss 
of  sight.  The  popular  definition  of  it,  however,  is  that  condition  in  which 
the  sight  is  so  diminished  that  any  occupation  requiring  the  use  of  the  eyes 
is  impracticable. 

STATISTICS, 

According  to  George  Mayr/  there  were  in  the  year  1876  in  the  entire 
world  208,381,478  inhabitants,  of  whom  180,537,  or  .000866  percent.,  were 
blind,  or  one  blind  pei'son  to  every  1154  inhabitants.  Statistics  of  blind- 
ness based  on  the  census  of  population  are  not,  however,  absolutely  reliable. 
It  is  believed  that  the  census  returns  generally  materially  underrate  the 
number  of  blind,  owing,  probably,  to  the  fact  that  those  who  are  of  de- 
fective sight,  although  able  to  walk  about  and  to  distinguish  light  from 
darkness,  but  practically  blind,  are  disinclined  to  return  themselves  as  such. 
This  belief  has  been  confirmed  by  a  careful  inquiry  into  tlie  number  of 
blind  in  the  population  of  the  three  Scottish  counties  of  Lanark,  Renfrew, 
and  Ayr,  made  after  the  taking  of  the  British  census  of  1881,  when  it  was 
found  that  the  number  of  blind  was  173  in  excess  of  the  number  given  in 
the  Census  Report,  and  for  the  whole  of  Scotland  it  was  estimated  as  15|  per 
cent,  in  excess  of  the  census  return.  Zehendei^,^  too,  has  critically  examined 
the  data  for  the  Grand  Duchy  of  Mecklenburg,  and  has  found  that  many 
blind  inhabitants  were  not  counted  as  such,  while  some  who  could  see  were 
enumerated  as  blind,  and  that  no  accurate  distinction  had  been  made  be- 
tween blindness  and  a  high  degree  of  weak  sight,  nor  between  curable  and 
incurable  blindness. 

The  proportion  of  blind  to  the  entire  population  varies  in  different  countries, 
owing  to  occupation,  climatic  peculiarities,  and  other  causes,  which  will  be 
considered  in  detail  hereafter.  The  following  table,  compiled  from  the 
Report  of  the  Eleventh  Census  of  the  United  States  and  from  statistics  given 


'  Cohn,  Lehrhuch  der  Hygiene  des  Auges,  s.  758. 
2  Klin.  Monatsbliitter  fiir  Augenhk.,  1870,  s.  277. 
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by  Corradi  in  1886,'  exhibits  the  proportion  of  blind  to  one  million  of  popu- 
lation in  various  coiuitries,  arranged  in  the  order  of  increasing  frequency, 
as  follows : 


Proportion  of  Blind  to  One  Million  of  Inhabitants. 


Holland  (1889) 

445 

Bavnrin  HftTI  ^ 

QOO 

Baden  (1871)   

524 

Prussia  (1880) 

Rai 

Canada 

619 

#4  Pfm  n  11  Tv,  m  v^i  t*  o 

Hesse  (1880)  

629 

France  (1883) 

Denmark  (1880)  .... 

Spain  (1860)  

.  ,  .  1109 

Scotland  (1891)  

,  698 

Ireland  (1891)    .  .  .  . 

.  ,  1135 

Poland  

700 

Hungary  (1880)  .... 

.  .  .  1332 

Austria  (1890)  

710 

Norway  (1865)  .... 

.   ,  1368 

Saxony  (1880)  

.  711 

Eussia  (1886)  

about  2000 

Switzerland  

761 

.  .  ,  2024 

Italy  (1881)  

European  Eu.ssia  (1869) 

.  .  .  2100 

United  States  (1890)   .  .  .  . 

808 

2190 

England  and  Wales  (1891)  . 

.  809 

Finland  (1873)  .... 

2226 

Belgium  (1856)  

,  811 

.  .  ,  3400 

Sweden  (1880)  

.  816 

The  countries  showing  the  highest  percentage,  arranged  in  the  order  of 
diminishing  proportion,  are  Iceland,  Finland,  Pox-tugal,  European  Russia, 
and  the  Argentine  Republic,  and  the  percentage  of  the  United  States  is 
slightly  below  the  world's  average. 

United  States. — According  to  the  census  of  1890,  out  of  a  total  popu- 
lation of  62,622,250,  the  total  number  of  persons  returned  as  blind  in  both 
eyes  was  50,568,  which  is  in  the  proportion  of  808  to  a  million  of  popu- 
lation, or  one  blind  to  every  1238  inhabitants.  The  corresponding  figures 
in  1880  were  :  total  number  of  blind,  48,928  ;  and  the  number  per  1,000,000 
of  population,  976,  or  one  blind  to  every  1032  inhabitants.  The  decrease 
in  the  proportion  of  blind  in  1890  is  probably  in  part  a  real  one,  corre- 
sponding with  the  decrease  which  has  occuri'ed  in  Great  Britain  and  other 
countries,  and  in  part  may  be  due,  according  to  the  Eleventh  Census  Report, 
to  a  less  complete  enumeration  of  this  class  of  population  than  was  made 
in  1880.  Among  the  males,  according  to  the  census  of  1890,  there  were 
28,080  blind  in  a  total  of  32,067,880,  or  one  in  every  1142  of  population  ; 
and  among  the  females,  22,488  in  a  total  of  30,554,370,  or  one  in  every 
1359  of  population. 

Of  the  60,568  blind,  43,351,  or  788  per  million  of  population,  belonged 
to  the  white  race,  and  7217,  or  945  per  million  of  population,  to  the  colored 
race;  the  proportion  of  blind  is,  therefore,  somewhat  greater  among  the 
colored  race  than  among  the  whites. 

41,390,  or  775  per  million  of  population,  were  native-born,  and  9178, 
or  992  per  million  of  population,  were  of  foreign  birth ;  the  proportion  of 
blind  is,  therefore,  greater  among  the  foi'eign-born  than  among  the  native 
population. 


*  Annali  universali  di  medicina  c  cliirurgia,  vol.  cclxxv.  p.  174. 
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The  following  fcible  shows  the  respective  ages  of  the  blind  population  : 


Tlie  Blind  in  the  United  States — Census  of  1890. 


Sex. 

Total. 

Age  Un- 
known. 

0-5 

5-10 

10-15 

15-20 

20-25 

25-30 

30-35 

35-45 

45-55 

55-65 

65-75 

75-85 

85  And 
upward. 

Males  .... 

27,983 

339 

401 

789 

1094 

1207 

1124 

1160 

1225 

2802 

4064 

4186 

4545 

3650 

1397 

Females  .  . 

22,428 

236 

362 

632 

975 

1011 

941 

877 

926 

1920 

2275 

2962 

3627 

3733 

1951 

Total  .  .  . 

50,411 

575 

763 

1421 

2069 

2218 

2065 

2037 

2151 

4722 

6339 

7148 

8172 

7383 

3348 

From  a  study  of  the  detailed  table  from  which  the  preceding  table  has 
been  compiled,  it  is  found  that  the  proportion  of  blind  rapidly  increases  up 
to  the  age  of  twenty ;  between  the  ages  of  twenty  and  thirty  there  is  either 
no  increase  or  an  actual  decrease ;  and  after  the  age  of  thirty  the  proportion 
increases  gi'adually  until  the  age  of  forty-five  is  reached,  after  Avhich  period 
the  increase  is  very  rapid  ujd  to  the  age  of  seventy-five.  This  diminution 
in  the  proportion  of  the  blind  between  the  ages  of  twenty-five  and  thirty- 
five  exists  in  the  white  and  the  colored  races  and  in  the  males  and  the 
females,  and  it  is  also  seen  in  the  statistics  of  England  and  Wales.  It  is 
probably  due  to  the  fact  that  the  number  of  persons  who  become  blind 
between  twenty  and  thirty  years  of  age  is  proportionately  small. 

Of  the  50,568  cases  of  blindness  in  the  United  States,  4267,  or  8.4  per 
cent.,  were  congenital.  Of  these,  2346  were  males  and  1921  females.  The 
ages  were  as  follows  : 


Congenitally  Blind  by  Age-  Groups —  U.S.  Censics  of  1890. 


Ratio  to  1000 

Age-Groups. 

Number. 

of  the  Congeni- 
tally Blind. 

52 

378 

89.68 

476 

112.93 

566 

134.28 

588 

127.64 

427 

101.31 

From  25  to  30  vears  

355 

84.22 

287 

68.09 

434 

102.96 

333 

79.00 

206 

48.88 

122 

28.94 

62 

14.71 

31 

7.36 

The  highest  number  in  any  age-group,  it  will  be  seen,  was  found  in  that 
from  ten  to  fifteen,  and,  allowing  for  errors  of  omission,  it  still  seems  prob- 
able that  the  number  of  congenitally  blind  infants  born  has  been  very 
appreciably  diminishing  during  the  past  fifteen  years,  and  there  can  be  but 
little  doubt  that  this  is  largely  owing  to  our  better  methods  for  the  pre- 
vention and  cure  of  ophthalmia  neonatorum. 

The  proportion  of  the  blind  to  total  population  increases  steadily  with 
advancing  age.    The  following  table  shows  the  number  of  blind  in  each  of 
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certain  age-groups  per  one  lumdred  thousand  of  po])ulation  in  these  age- 
groups  in  the  United  States  and  in  England  and  Wales,  Scotland  and 
Ireland : 

The  Blind  in  Age- Groups  per  One  Hundred  Thousand  of  Population. 


Countries. 

Under 
15  Years. 

15-25. 

25-35. 

85-45. 

45-55. 

65-65. 

65  and 
over. 

United  States  (1890)  

19.3 

34.0 

43.3 

67.9 

126.9 

230.8 

789.9 

Enijland  and  Wales  (1891)  .... 

20.8 

37.7 

46.1 

74.8 

116.4 

214.3 

602.0 

Scotland  (1891)  

15.2 

29.6 

45.1 

68.9 

99.6 

173.0 

503.7 

Ireland  (1891)   

9.1 

24.1 

54.8 

105.7 

186.6 

298.0 

753.6 

A  study  of  the  United  States  census  tables  exhibiting  the  ratios  of  the 
congenital  blind  in  each  of  certain  age-groups  per  one  hundred  thousand  of 
population  in  each  of  these  age-groups,  shows  that  the  proportion  of  the 
congenital  blind  remains  about  the  same  in  each  age-group  until  the  period 
of  sixty-five  years  and  upward  is  reached,  when  it  slightly  increases.  This 
indicates  that  the  death-rate  of  the  congenital  blind  is  about  the  same  as  that 
of  the  rest  of  the  population  until  the  age  of  sixty-five  years  is  reached, 
when  it  becomes  somewhat  lower  than  the  average.  The  increase  in  the 
proportion  of  the  blind  with  advancing  age  is  entirely  among  the  non-con- 
genital blind,  and  is  due  to  causes  acting  at  all  ages  to  destroy  vision. 

Tlie  total  number  of  pupils  in  schools  for  tlie  blind  in  the  United  States 
was  1499.  Taking  the  average  school  age  as  being  between  five  and  twenty 
years  of  age,  there  were  5708  blind  of  school  age,  of  whom  only  1105, 
or  19.36  per  cent.,  were  at  school ;  the  proportion  being  a  little  greater  for 
males  than  for  females,  and  more  than  twice  as  great  for  the  white  as  for 
the  colored  population. 

Ch'eat  Britain. — According  to  the  census  of  1891,  the  total  number  of 
persons  returned  as  blind  in  England  and  Wales,  out  of  a  population  of 
29,002,525,  was  23,467,  which  is  in  the  proportion  of  809  to  a  million  of 
population,  or  one  blind  to  every  1236  inhabitants.  Among  the  males,  one 
in  every  1144  was  so  affected,  and  among  the  females,  one  in  every  1336. 

The  respective  ages  of  the  blind  population  of  England  and  Wales  are 
shown  in  the  following  table,  extracted  from  the  Census  Report  for  1891. 
The  total  population  was  29,002,525,  of  which  14,052,901  were  males  and 
14,949,624  were  females. 


The  Blind  in  England  and  Wales — Census  of  1891. 


Betarned  as 

All  Ages. 

0- 

297 
2.^3 
297 
253 

5- 

10- 

15- 

2U- 

25- 

35- 

45- 

55- 

66- 

76- 

85  nnd 
upward. 

Persons. 

M.  &  F. 

Blind  from  childhood  . 

4,005  1 
19,462  1 

M.,  2,194 
F.,  1,811 
M.,  10,087 
P.,  9,375 

34B 
'J!  12 
31fi 
292 

235 
IKS 
263 
250 

269 
176 
345 
802 

201 
170 
369 
279 

801 

2.50 
864 
605 

206 
187 
1295 
802 

1,53 
130 
1,599 
10-25 

109 
96 
1796 
1550 

54 
51 
1878 
2108 

21 

15 
1389 
1914 

•> 
3 
289 
540 

Total  blind  .  .  .  . 

28,467  1 

M.,  12,281 
F.,  11,186 

297 
253 

816 
292 

498 
438 

614 

478 

670 
449 

11«) 

855 

l.-iOl 
989 

1752 
1155 

1905  l'.IS2 
1646|2159 

1410 
1929 

291 
543 
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The  proportion  of  the  blind  to  the  population  has  decreased  with  each 
successive  enumeration  since  1851,  when  the  blind  were  included  in  the 
census  for  the  first  time ;  but  the  decrease  in  the  decade  ending  1891  was 
much  greater  than  in  any  of  the  preceding  decennial  intervals. 


Table  showing  the  Diminution  in  the  Proportionate  Number  of  Blind  in  England  and 

Wales. 


Persons  enu- 

Year. 

Number  of 

merated  to 

Blind. 

One  Blind 

Person. 

18,306 

979 

19,352 

1037 

21,590 

1052 

22,832 

1158 

23,467 

1236 

The  total  number  of  persons  returned  as  blind  in  Scotland,  according 
to  the  census  of  1891,  out  of  a  total  population  of  4,033,103,  was  2797, 
which  is  in  the  proportion  of  695  to  a  million  of  population,  or  one  blind 
person  to  every  1439  inhabitants.  Among  the  males,  one  in  every  1371  is 
so  alfected  ;  among  the  females,  one  in  every  1509. 

The  respective  ages  of  the  blind  population  of  Scotland  are  shown  in 
the  following  table,  extracted  from  the  Census  Report.  The  total  popu- 
lation was  4,033,103,  of  which  1,951,461  were  males  and  2,081,642  were 
females. 

The  Blind  in  Scotland — Census  of  1891. 


Beturoed  as 

All  Ages. 

0- 

6- 

10- 

15- 

20- 

25- 

35- 

45- 

55- 

65- 

75- 

85  and 

Persons. 

M.  &  F. 

upward. 

Blind  from  childhood . 

359  1 
2438  1 

M.,  188 
F.,  171 
M.,  1229 
F.,  1209 

5 
12 
14 

9 

16 
20 
28 
19 

23 
25 
25 
23 

25 
18 
46 
32 

21 
14 
47 
29 

41 

29 
119 
74 

26 
25 
168 
86 

17 
9 
181 
137 

8 
9 
214 
180 

5 
6 

194 
255 

0 
4 
154 
262 

1 

0 
39 
108 

Total  blind  .  .  .  . 

2797  1 

M.,  1417 
F.,  1380 

19 
21 

44 
39 

48 
48 

71 

50 

68 
43 

160 
103 

194 
111 

198 
146 

222 
189 

199 
261 

154 
266 

40 
103 

The  proportion  of  the  blind  to  the  population  of  Scotland  has  decreased 
with  each  successive  enumeration  since  1871,  when  the  blind  were  included 
in  the  census  for  the  first  time  ;  but  the  decrease  in  the  decade  ending  1891, 
as  in  England  and  Wales,  was  much  greater  than  in  the  preceding  decennial 
intervals. 


Table  showing  the  Diminution  in  the  Proportionate  Number  of  Blind  in  Scotland. 


Year. 

Number  of 
Blind. 

Persons  enu- 
merated to 
One  Blind 
Person. 

1871  

1881  

1891  

3019 
3158 
2797 

1112 
1182 
1439 
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The  total  number  of  persons  returned  as  blind  in  Ireland,  according 
to  the  census  of  1891,  out  of  a  total  population  of  4,706,162,  was  5341, 
which  is  in  the  proportion  of  1135  to  a  million  of  population,  or  one  blind 
person  to  every  881  inhabitants.  Among  the  males,  one  in  every  901  is  so 
affected ;  among  the  females,  one  in  every  863. 

The  respective  ages  of  the  blind  population  of  Ireland  are  shown  in  the 
following  table,  extracted  from  the  Census  Report.  The  total  population 
was  4,706,162,  of  which  2,317,076  were  males  and  2,389,086  were  females. 


The  Blind  in  Ireland — Census  of  1891. 


All  Ages. 

0- 

5- 

10- 

15- 

20- 

28- 

35- 

45- 

55- 

65- 

75- 

85  and 
upward. 

Males    .  .  . 

2572 

10 

29 

40 

56 

67 

164 

255 

405 

488 

474 

430 

154 

Females .  .  . 

2769 

8 

19 

34 

55 

62 

164 

261 

451 

508 

542 

468 

197 

Total  .  .  . 

5341 

18 

48 

74 

111 

129 

328 

516 

856 

996 

1016 

898 

351 

The  proportion  of  the  blind  to  the  population  has  apparently  not  de- 
creased with  each  successive  enumeration,  as  is  shown  in  the  following  table  : 


Tahle  showing  the  Proportionate  Number  of  Blind  in  Ireland  at  each  Census  Decade. 


Year. 

Number  of 
Blind. 

Persons  enu- 
merated to 
One  Blind 
Person. 

7587 

864 

6879 

843 

6347 

852 

6111 

847 

1891  

5341 

881 

The  Commissioners  of  the  Census  of  1851  attributed  the  large  propor- 
tion of  cases  of  blindness  to  the  fact  that  during  the  three  preceding  years 
no  less  than  86,959  cases  of  epidemic  ophthalmia  were  treated  in  the  Irish 
workhouses.  During  the  next  decade  the  total  population  was  decreased 
by  753,760,  and  the  blind  by  708.  This  decrease  was  mainly  owing  to  the 
great  stream  of  emigration  to  America ;  and  as  emigrants  were  prohibited 
from  taking  their  blind  relatives  with  them,  the  ratio  of  that  class  to  the 
remaining  population  consequently  increased.  The  slight  increase  in  the 
proportion  observed  in  the  decade  of  1871-81  was  probably  also  owing  to 
the  large  emigration  during  that  period. 

In  France,  including  Algeria,  according  to  the  census  statistics  of  1883,' 
in  a  population  of  40,803,395,  there  were  38,632  blind,  or  one  blind  to 
every  1056  inhabitants.  Of  these,  3794  (2132  males  and  1662  females),  or 
9.8  per  cent.,  were  under  twenty-one  years  of  age,  and  34,838  (19,684  males 
and  16,154  females),  or  90.2  per  cent.,  were  adults. 


1  Trousseau,  Hygiene  de  I'CEil,  Paris,  1892. 
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lu  Holland,  according  to  the  census  of  1869,  there  were  1593  blind 
persons,  or  one  in  every  2247  inhabitants.^ 

In  Denmark,  according  to  the  census  of  1870,  there  were  1249  blind 
(577  males  and  672  females),  or  one  blind  to  every  1428  inhabitants.^ 

The  German  Empire,  with  a  total  population  of  about  45,000,000,  has 
about  39,000  blind,  or  oue  to  every  1154  inhabitants.^ 

Austria. — The  number  of  blind  in  the  provinces  represented  in  the 
Eeichsrath  amounted  to  15,582  in  the  year  1884.*  Of  these,  2325  were 
children  under  fifteen  years  of  age, — namely,  433  wei'e  below  five  years,  779 
from  five  to  ten  years,  and  1113  from  ten  to  fifteen  years. 


17ie  Blind  in  Hungary,^ 


Men. 

Women. 

Total. 

Proportion 
to  every 
10,000 
Inhabitants. 

In  1870   

9,800 
10,242 

8,723 
10,597 

18,523 
20,839 

12 
13 

442 

1,874 

2,316 

1 

Classification  of  the  Blind  according  to  Age — Hungarian  Census  of  1880. 


Age. 

Males. 

Females. 

Total. 

Per  Cent. 

122 

101 

223 

1.07 

194 

208 

402 

1.93 

443 

379 

822 

3.95 

495 

498 

993 

4.77 

16-20  vears   

479 

455 

934 

4.48 

930 

846 

1,776 

8.52 

1,016 

1,101 

2,117 

10.16 

1,346 

1,282 

2,628 

12.61 

1,570 

1,752 

3,322 

16.94 

3,631 

3,959 

7,590 

36.42 

16 

16 

32 

0.15 

Total  

10,242 

10,597 

20,839 

100.00 

Italy. — The  number  of  blind,  according  to  the  census  of  1881,  was 
21,718,  and  those  of  school  age  were  estimated  to  form  about  twenty-five  per 
cent,  of  the  whole,  or  about  5429.® 

In  Stoeden,  according  to  the  census  of  1880,  there  were  3723  blind,  or 
one  blind  person  for  every  1226  of  the  population.^ 

In  Finland  there  were  22.26  blind  in  every  10,000  inhabitants,  15.14 
being  males  and  29.38  females.  The  northern  districts  show  a  particularly 
large  proportion  of  blind, — viz.,  30  to  every  10,000  inhabitants.    In  the 

1  Eeport  of  the  Koyal  Commission  on  the  Blind  of  the  United  Kingdom,  London,  1889, 
ii.  p.  78. 

» Ibid.,  p.  78.  8  Ibid.,  p.  77.  *  Ibid.,  p.  80. 

"  Ibid,  p.  81.  «  Ibid.,  p.  82.  '  Ibid.,  p.  79. 
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cities  the  i)roportion  was  8.26,  whilst  iu  the  country  it  was  22.43  to  every 
10,000  iuhabitauts.' 

Mussia. — The  total  number  of  blind  in  Russia,  Poland,  and  Caucasia, 
according  to  the  census  returns  of  1886,  was  189,909  in  a  general  population 
of  about  100,000,000 ;  but  the  average  varied  considerably  in  the  different 
provinces,  and  was  much  greater  in  the  country  than  in  the  cities,  and  in  the 
northeastern  half  of  Russia  than  in  the  southwestern. 


The  Blind  in  Russia — Censm  of  1886. 


Number  of 

Persons  enu- 

Blind to 

merated  to 

10,000 

One  Blind 

Inhabitants. 

Person. 

21 

476 

7 

1429 

15 

667 

20 

500 

Number  of  Blind  to  Ten  Thousand  Inhabitants. 


In  Cities. 

In  the 
Country. 

11 

23 

6 

7 

10 

16 

10 

21 

RELATION  OF  CLIMATE  TO  BLINDNESS. 

The  exact  climatic  peculiarities,  if  any,  which  conduce  to  the  causation 
of  blindness  have  not  yet  been  definitely  determined.  Blindness  is  more 
frequent  in  hot  than  in  temperate  and  cold  countries,  and  on  the  sea-coast 
than  in  elevated  districts.  Sormani  found  the  proportion  of  blind  largely 
increased  in  the  maritime  regions  of  Italy,  and  Dumont  has  found  the  same 
in  France.  In  Belgium,  the  coast  shows  the  largest  (9.67  per  10,000)  and 
the  southern  hilly  provinces  the  smallest  proportion  (5  and  5.16).  Switzer- 
land has  a  remarkably  small  proportion  of  blind  (7.61),  whilst  the  equally 
mountainous  Norway  possesses  a  very  large  proportion. 

The  reflected  light  of  the  sun  in  the  warm  climates  of  the  south  and  the 
glare  of  the  snow  in  the  cold  climates  of  the  north  are  probably  impoi-tant 
factors  in  the  production  of  l)lindiiess.  Dust  and  strong  winds  are  also 
climatic  factors,  and  the  squalor  and  loose  habits  of  life  which  prevail  in 
hot  countries  and  in  sea-coast  towns  favor  the  spread  of  contagious  eye- 
affections  which  have  blindness  for  their  frequent  sequel.  It  is  by  no 
means  certain,  however,  that  an  individual  placed  under  favorable  hygienic 
conditions  and  properly  protected  from  harmful  surroundings  would  run 

'  Schaefer,  Ein  Beitrag  zur  Blindenstatistik,  Kiel,  1898. 
2  Ibid. 
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greater  risks  in  regard  to  bis  sight  in  a  hot  than  in  a  cold  country,  or  at  the 
sea-side  than  in  the  valley.  Nor  are  particular  eye-diseases  confined  to 
certain  countries.  Epidemic  trachoma  used  to  be  thought  to  be  peculiar  to 
Egypt  and  Arabia,  but  it  is  now  known  to  prevail  more  widely,  and  to  be 
found  in  Sweden  and  in  Ireland  as  well  as' on  the  borders  of  the  Nile. 

The  vastly  larger  proportion  of  cases  of  blindness  observed  in  hot  and 
cold  than  in  temperate  countries  has  led  Zeune  to  formulate  a  law,  according 
to  which  the  proportion  of  cases  of  blindness  is  less  in  the  temperate  than 
in  the  frigid  zone,  and  rapidly  increases  in  the  torrid  zone  as  the  equator 
is  approached.  His  statistics  give  approximately  the  following  distribution 
of  blind  to  population  : 

Between  20°  and  30°  of  latitude  ....  1  blind  in  every  100  of  population. 
Between  30°  and  40°  of  latitude  ....  1  blind  in  every  300  of  population. 
Between  40°  and  50°  of  latitude  ....  1  blind  in  every  800  of  population. 
Between  50°  and  60°  of  latitude  ....  1  blind  in  every  1400  of  population. 
Between  60°  and  70°  of  latitude  ....  1  blind  in  every  1000  of  population. 

A  study  of  the  statistics  of  the  individual  countries  does  not  show  an 
entire  conformity  to  this  law.  Thus,  Norway  has  13.63  blind  per  10,000, 
and  Finland  22.45 ;  whereas  Sweden,  which  lies  between  them,  has  only 
8.05.  Nevertheless,  the  general  truth  remains,  that  blindness  is  more 
common  in  the  frigid  and  torrid  than  in  the  temperate  zones. 

If  the  United  States  be  divided  into  three  areas  according  to  latitude, 
the  first  comprising  all  the  territory  below  the  thirty-fifth  degree  of  latitude, 
the  second  the  area  between  the  thirty-fifth  and  fortieth  degrees,  and  the 
third  the  area  above  the  fortieth  degree,  we  find,  as  pointed  out  by  Howe,^ 
that  there  is  a  constant  increase  in  the  proportion  of  the  blind  to  the  popu- 
lation as  we  pass  from  the  north  to  the  south. 

In  the  first  (or  northerly)  range  the  proportion  of  the  blind  to  every 

100,000  inhabitants  is   66.7 

In  the  second  (or  middle)  range  the  proportion  of  the  blind  to  every 

100,000  inhabitants  is   77.8 

In  the  third  (or  southern)  range  the  proportion  of  the  blind  to  every 

100,000  inhabitants  is   92.1 

This  is  in  accord  with  the  aforementioned  law  formulated  by  Zeune. 

If  the  United  States  be  divided  according  to  longitude  into  three  groups, 
each  including  about  fifteen  degrees,  we  find  that  the  proportion  of  blind- 
ness decreases  as  we  pass  from  the  east  to  the  west.  In  this  division  the 
first  group  of  States  lies  between  the  Atlantic  Ocean  and  the  Mississippi 
River,  the  second  extends  from  the  Mississippi  River  to  the  Rocky  Moun- 
tains, and  the  third  from  the  Rocky  Mountains  to  the  Pacific  Ocean. 
According  to  the  census  of  1890, 

In  the  eastern  group  there  are  80  blind  to  each  100,000  inhabitants ; 

In  the  middle  group  there  are  76.2  blind  to  each  100,000  inhabitants  ;  and 

In  the  western  group  there  are  40.3  blind  to  each  100,000  inhabitants. 


'  Transactions  of  the  American  Ophthalmological  Society,  1887. 
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These  figures  show  that  the  greatest  proportion  of  blindness  is  nearest 
the  centre  of  density  of  popuhition,  and  also  nearest  that  portion  of  tlie 
country  where  immigration  would  be  apt  to  exercise  the  greatest  influence 
upon  the  native  population. 

While  the  above  figures  show  a  uniformity  for  large  groups  of  States, 
a  like  uniformity  does  not  obtain  for  the  individual  States  forming  these 
groups,  or  the  counties  composing  these  States.  According  to  the  census  of 
1890,  the  proportion  of  blind  was  greatest  in  the  following  widely  separated 
States,  and  in  the  order  given  :  New  Mexico,  Vermont,  Kentucky,  Virginia, 
Tennessee,  Arkansas,  and  Maine ;  and  while  New  Mexico  has  a  ratio  of 
209.6  per  100,000  of  population,  the  adjoining  State  of  Colorado  lias  a  ratio 
of  only  45.9,  and  Arizona  of  47.  Maine  has  a  ratio  of  101.7,  Vermout  of 
131.8,  while  Massachusetts  has  but  82.4  and  New  York  but  73.2.  The 
differences  in  the  ratios  in  the  several  States,  according  to  the  Census  Report, 
"  are  in  part  due  to  differences  in  the  proportion  of  persons  of  advanced 
age  in  the  population,  in  part  to  previous  epidemics  of  eruptive  fevers  in 
certain  localities,  and  in  part,  perhaps,  to  heredity  in  certain  families." 

In  the  United  States  the  blind  show  no  tendency  to  collect  in  the  large 
cities.  In  the  cities  of  50,000  inhabitants  and  upward  the  aggregate 
number  of  blind  was  6272,  which  is  in  the  ratio  of  535  per  million  of 
population,  and  is  about  thirty-three  per  cent,  below  the  average  rate  for  the 
whole  country.  This  indicates  that  not  only  is  there  no  tendency  for  the 
blind  to  collect  in  the  large  cities,  but  that  the  largest  proportion  of  the 
blind  to  the  population  is  found  in  the  small  towns  and  rural  districts. 
The  figures  previously  quoted  show  the  same  to  be  true  of  Russia. 

RELATION  OF  AGE  TO  BLINDNESS. 

According  to  Magnus,^  the  first  five  years  of  life  present  the  greatest 
danger  of  loss  of  sight. 

From  the  fifth  to  the  twentieth  year  the  danger  is  relatively  smallest. 

From  the  twentieth  to  the  fiftieth  year  the  danger  constantly  increases, 
'but  not  in  progressive  proportion. 

From  the  fiftieth  to  the  sixtieth  year  the  liability  to  blindness  rapidly 
increases. 

From  the  sixtieth  year  this  liability  appears  to  diminish. 

In  early  childhood  the  danger  of  injury  to  sight  by  traumatism  is  very 
great,  and  in  233  cases  of  blindness,  Seidelmann  has  found  40,  or  seventeen 
per  cent.,  attributable  to  injuries  caused  by  playthings.  A  large  proportion 
of  the  blind  from  accidents  or  various  other  causes  lose  their  sight  during 
adult  age,  especially  between  the  ages  of  forty-five  and  sixty-five. 

The  British  Royal  Commission  on  the  Condition  of  the  Blind  (1889) 
estimates  the  average  age  of  the  blind  as  forty-nine,  and  the  average  com- 
mencing age  of  blindness  as  thirty-one  years. 

Of  the  50,411  cases  of  blindness  noted  in  the  United  States  census  of 


>  Die  Blindlieit,  ihre  Entstehung  und  ihro  Verhutuiig,  Breslaii,  1888,  8.  240. 
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1890,  the  age  at  which  blindness  occurred  was  not  reported  in  5790  ;  of  the 
remaining  44,621,  the  age  at  which  blindness  came  on  is  shown  in  the 
following  table  : 


Age  at  which  Blindness  occurred — U^S.  Census  of  1890. 


Sex. 

At  Birth. 

Under 
1  Year. 

1-5. 

5-10. 

10-20. 

20-50. 

50  Years 
and  over. 

2346 

712 

1349 

1376 

2192 

8,332 

8,409 

1921 

669 

1191 

1206 

1650 

4,743 

8,525 

4267 

1381 

2540 

2582 

3842 

13,075 

16,934 

The  following  table  shows  for  each  1000  blind  for  whom  the  age  when 
blindness  occurred  is  known,  the  number  in  which  it  occurred  at  certain 
ages : 

Age  at  which  Blindness  occurred  per  One  Thousand  Blind — U.S.  Census  of  1890. 


Sex. 

Birth. 

Under 
1  Year. 

1-5. 

5-10. 

10-20. 

20-50. 

50  Years 
and  over. 

94.92 
96.51 

28.81 
33.61 

54.58 
69.83 

55.67 
60.59 

88.69 
82.89 

337.11 
238.28 

340.22 
428.29 

Total  

95.63 

30.95 

56.92 

67.87 

86.10 

293.02 

379.61 

The  following  table  shows  the  age  at  which  blindness  came  on  in  the 
5341  cases  embraced  in  the  census  of  Ireland  of  1891 : 

Age  at  which  Blindness  occurred — Census  of  Ireland,  1891. 


Age. 

Number  of 
Cases. 

Per  Cent. 

280 

6.24 

320 

5.99 

269 

5.04 

285 

6.34  ' 

From  15  to  20  years                                               .  . 

269 

6.04 

From  20  to  25  years  

296 

6.54 

From  25  to  30  years  

266 

4.98 

From  30  to  35  years  

258 

4.83 

From  35  to  40  years  

237 

4.44 

From  40  to  45  years   

258 

4.83 

From  45  to  50  j'^ears  

256 

4  79 

From  50  to  55  years  

296 

6.54 

From  55  to  60  years  

312 

6.84 

From  60  to  65  years  

364 

6.82 

From  65  to  70  years  ...  ... 

326 

6.10 

From  70  to  75  years  

299 

5.60 

From  75  to  80  vears  

260 

4.87 

From  80  to  85  years  

149 

2.78 

76 

1.42 

90  years  and  upward  

27 

0.51 

238 

4.46 

Total  

6341 

100.00 
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The  quiuqiienuial  period  at  which  the  greatest  uiimberof  cases  of  bliud- 
ness  occurred  in  Ireland  was  from  sixty  to  sixty-five  years,  but  iu  the  census 
of  1881  it  was  the  period  from  sixty-five  to  seventy  years. 

Zehcnder'  gives  the  following  table  of  the  age  at  which  blindness 
occurred  iu  513  blind  persons  in  the  Duchy  of  Mecklenburg : 
At/e  at  which  Blindness  occurred  in  Mecklenburg. 


Age. 


Born  blind  

Became  blind  in  first  j'ear 
From  1  to  10  years  .  .  . 
From  11  to  20  years  .  .  . 
From  21  to  30  years  .  .  . 
From  31  to  40  years  .  .  . 
From  41  to  50  years 
From  51  to  60  years  .  .  . 
From  61  to  70  years  .  .  . 
From  71  to  80  years  .  .  . 
From  81  to  90  years  .  .  . 

Over  90  years  

Age  not  given  

Total  


Number  of 
Coses, 


45 
58 
52 
45 
41 
48 
47 
54 
57 
30 
6 
1 
29 


513 


RELATION  OF  SEX  TO  BLINDNESS. 

More  cases  of  blindness  are  found  among  males  than  among  females. 
According  to  the  United  States  census  of  1890,  one  in  every  1142  males 
was  blind  and  one  in  every  1359  females,  and  for  each  1000  blind  there 
were  555  males  and  445  females;  in  1880  the  corresponding  figures  were 
547  males  and  453  females.  For  the  congenital  blind  in  1890,  the  figures 
were  550  males  and  450  females.  The  proportion  of  blind  among  the 
males  in  the  United  States  is  about  the  average  which  prevails  at  the 
present  time  in  the  principal  countries  of  the  world,  but  the  proportion  of 
blind  among  the  females  is  decidedly  below  the  average. 

In  England,  according  to  the  census  of  1891,  one  in  every  1144  males 
■was  blind  and  only  one  in  every  1336  females,  and  in  each  of  the  five  pre- 
ceding censuses  in  which  account  of  the  blind  has  been  taken  the  same  pre- 
ponderance of  blindness  among  males  has  been  found ;  and  this  proportion 
appears  natural,  as  in  most  parts  of  A  merica  and  Europe  more  boys  are  born 
than  girls,  and  males,  by  their  occupation,  are  more  exposed  than  females  to 
accidents  which  result  in  loss  of  sight.  This  rule,  however,  is  not  uniform, 
as  will  be  .seen  by  examination  of  the  accompanying  table,  taken  from  the 
United  States  Census  Report  of  1891,  from  which  it  will  be  observed  that 
in  the  northern  countries,  where  the  proportion  of  the  blind  is  increased,  the 
relation  is  reversed,  and  the  larger  proportion  of  cases  among  females  here 
found  is  difficult  to  explain.  It  is  curious  to  note,  too,  that  this  preponder- 
ance of  blindness  among  females  is  also  found  in  Ireland,  according  to  the 
census  of  1891  and  previous  enumerations.   In  this  respect  Ireland  agrees 


>  Klin.  Monatsblatter  fiir  Augenhk.,  1870,  68.  277-379. 
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with  Finland  and  the  Scandinavian  countries  in  the  north  of  Europe.  The 
last  census  of  Ireland,  however,  shows  a  slight  diminution  in  the  proportion 
of  females  compared  with  the  returns  of  the  three  preceding  censuses, — viz. : 

Census  of  1861    100  mules  to  118.4  females. 

Census  of  1871    100  mules  to  110.0  females. 

Census  of  1881    100  mules  to  111.5  females. 

Census  of  1891    100  males  to  107.3  females. 


The  average  proportion  for  the  past  four  decades  is  100  blind  males  to 
111.8  blind  females. 

Blind  per  Million  of  Each  Sex. 


Country. 

Males. 

Females. 

Country. 

Males. 

Females. 

876 

736 

655 

743 

England  and  Wales  .  . 

873 

748 

766 

842 

729 

662 

1313 

1411 

1109 

1160 

1514 

2937 

845 

817 

3504 

1773 

822 

822 

Italy  

851 

686 

790 

706 

1225 

996 

779 

655 

Newfoundland    .  .  . 

529 

817 

1329 

1334 

561 

556 

845 

699 

2613 

2968 

981 

640 

1701 

1433 

499 

393 

Argentine  Eepublic  . 

2134 

1907 

As  a  rule,  the  number  of  blind  males  exceeds  that  of  females  at  all 
ages  up  to  sixty  years,  after  which  period  the  females  outnumber  the  males 
at  like  ages.  In  the  United  States,  however,  according  to  the  census  of 
1&90,  it  is  not  until  the  quinquennial  period  of  eighty  to  eighty-five  is 
reached  that  the  females  outnumber  the  males. 


THE  CAUSES  OF  BLINDNESS. 

In  50,411  cases  of  double  blindness  enumerated  in  the  Eleventh  United 
States  Census,  the  cause  of  blindness  was  unknown  in  14,456.  Of  the  re- 
maining 35,955  cases,  the  cause  was  given  as  follows  : 


Table  of  Causes  of  Blindness —  U.S.  Census  of  1890. 


Cause. 

Total. 

Per  Cent. 

Males. 

Females. 

42G7 

11.87 

2346 

1921 

5455 

15.17 

2973 

2482 

7134 

19  84 

5618 

1516 

4875 

13.56 

2447 

2428 

Scrofula  and  other  blood-diseases  

1822 

5.07 

835 

987 

448 

1.25 

269 

179 

General  fever  

1213 

3.37 

637 

576 

550 

1.55 

253 

303 

889 

2.47 

476 

413 

2366 

6.58 

1006 

1360 

209 

.58 

90 

119 

Disease  of  one  eye  following  injury  of  the  other  eye  . 

158 

.44 

121 

37 

82 

.23 

42 

40 

5738 

15.96 

2504 

3234 

Resulting  from  military  service  

743 

2.07 

743 
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It  will  be  seen  from  the  preceding  table  that  19.84  per  cent,  of  cases  of 
blindness  from  known  causes  were  due  to  injury,  and  that  the  proportion 
due  to  this  cause  was  much  greater  among  males  than  among  females ;  also 
that  the  proportion  of  cases  which  were  congenital  or  due  to  disease  of  the 
eye  itself,  to  cataract,  to  small-pox,  to  fevers  (except  scarlet  fever),  and  to 
measles,  was  greater  among  males  than  among  females ;  while  the  proportion 
of  cases  due  to  scrofula,  scarlet  fever,  diseases  of  the  brain,  and  glaucoma 
was  greater  among  females  than  among  males. 

Statements  as  to  the  causes  of  blindness  obtained  in  the  usual  course 
of  a  census  enumeration  are  not  sufficiently  accurate  for  trustworthy  deduc- 
tions. To  be  available  for  such  purpose,  the  reported  cause  of  blindness  in 
each  case,  before  acceptance,  should  be  confirmed  by  an  examination  by  an 
ophthalmologist,  and  in  many  cases  of  long  standing  it  is  very  difficult,  or 
even  impossible,  to  ascertain  the  real  cause  even  in  this  way.  Hence  the 
reliable  statistics  of  the  causes  of  blindness  in  both  eyes  which  have  as  yet 
been  published  embrace  but  a  relatively  small  number  of  cases,  and  for 
these  we  are  chiefly  indebted  to  Magnus  in  Germany,  Trousseau  in  France, 
and  Oppenheimer  in  the  United  States. 

As  regards  the  anatomical  seat  of  the  disease  causing  blindness  in  both 
eyes,  Magnus^  gives  the  following  table  based  upon  1037  cases  observed  by 
von  Landesbei'g,  Bremer,  and  himself : 

Anatomical  Seat  of  the  Disease  causing  Blindness. 

^  o  ^^^^ 

Optic  nerve  

Uveal  tract  

Retina  

Conjunctiva  

Cornea  

Congenital  malformation 

Unclassilied  

Glaucoma  


From  this  table  we  learn  that  the  optic  nerve  and  the  uveal  tract  are 
the  parts  of  the  eye  disease  of  which  tends  most  frequently  to  blindness ; 
after  them  come  the  conjunctiva,  the  retina,  and  the  cornea. 

For  the  purpose  of  the  study  of  the  development  of  blindness,  ]\Iagnus 
has  arranged  his  collection  of  accurately  observed  cases  into  two  classes, — 
I.,  congenital  blindness ;  II.,  acquired  blindness ;  and  the  latter  class  he  sub- 
divides into  three  groups, — 1,  blindness  from  primary  idiopathic  diseases  of 
the  eyes;  2,  blindness  from  traumatism;  and,  3,  blindness  from  diseases  of 
the  eye  following  upon  general  diseases  of  the  body. 

In  addition  to  his  own  770  cases,  Magnus^  has  collected  from  other 
reliable  German  sources  and  tabulatetl  2528  cases  of  double-sided  blind- 
ness, as  follows : 


Log.  cit.,  8.  93. 


'  Loc.  dt.,  s.  106. 
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Magnus's  Table  of  2528  Cases  of  Blindness  in  Germany. 


L— Congenital  Blindness.  Per  Cent. 

Anophthalmus  and  microphthalmus    27  1.068 

Megalophthalraus   H  0.435 

Cataract   3  0.119 

Choroiditis   4  0 158 

Atrophy  of  the  optic  nerve   19  0.751 

Eetinitis  pigmentosa    19  0.751 

Amaurosis  from  retinal  atrophy   2  0.079 

Anomalies  of  the  cornea   5  0.198 

Tumors   1  0.039 

Undetermined  forms  of  amaurosis   6  0.237 

Total   97  3.835 

//. — Blindness  due  to  Idiopathic  Diseases  of  the  Eyes. 

^                       •>           ^  Cases.  Per  Cent. 

Ophthalmia  neonatorum   275  10.876 

Trachoma  and  ophthalmia   240  9.492 

Diphtheritic  conjunctivitis   9  0.356 

Disease  of  the  cornea   204  8.068 

Irido-choroiditis,  cyclitis,  iritis  .    224  8.860 

Myopic  choroiditis   24  0.949 

Choroiditis,  retino-choroiditis   28  1.107 

Eetinitis  pigmentosa   32  1.266 

Hemorrhagic  retinitis   3  0.119 

Neuro-retinitis   20  0.791 

Detachment  of  the  retina   120  4.746 

Glaucoma   227  8.978 

Atrophy  of  the  optic  nerve   196  7.751 

Tumor  of  the  eye  or  orbit   9  0.356 

Undetermined   85  3.362 

Total   1696  67.077 

HI. — Traumatic  Blindness. 

Cases.  Per  Cent. 

Direct  injuries   102  4.034 

Unsuccessful  operations   49  1.938 

Injuries  of  the  head   7  0.277 

Sympathetic  ophthalmia   114  4.509 

Total   272  10.758 

IV. — Blindness  due  to  General  Diseases. 

Cases.  Per  Cent. 

Syphilitic  eye-disease   12  0.470 

Gonorrhceal  conjunctivitis   23  0.910 

Scrofulous  eye-disease   1  0.039 

Irido-choroiditis  from  meningitis   36  1.424 

Atrophy  or  cerebral  optic  neuritis   176  6.961 

Spinal  optic  atrophy    59  2.333 

Atrophy  or  optic  neuritis  after  hssmatemesis  ....  10  0.396 

Atrophy  from  vomiting  without  hemorrhage  ....  2  0.079 

Atrophy  after  hemorrhoidal  bleeding   1  0.039 

Atrophy  after  facial  erysipelas   2  0.079 

Atrophy  of  the  insane   1  0.039 

Atrophy  of  epileps^y   4  0.158 

Atrophy  after  dysentery   2  0.079 

Nephritic  retinitis   5  0.198 

Diseases  of  the  eye  after  typhoid  fever   24  0.949 

Diseases  of  the  eye  after  measles   16  0.633 

Vol.  II.— 28 
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Magnus's  Table. — Continued. 


Diseases  of  the  eye  after  scarlet  fever   13  0.514 

Diseases  of  the  eye  after  small-pox   66  2.216 

Diseases  of  the  oye  after  various  exaiithems    ....  6  0.2.35 

Diseases  of  the  eye  after  heart-disease   1  0.0.39 

Diseases  of  the  eye  in  pregnancy  or  childbed  ....  11  0.431 

Intoxication  amaurosis    1  0.039 

Blindness  from  disease  of  the  orbit   1  0.039 

Total   463  18.299 


Trousseau '  has  collected  the  statistics  of  the  Hospice  des  Quinze-Vingts 
for  a  period  of  teu  years,  aud  the  record  embraces  625  carefully  observed 
cases,  tabulated  in  the  order  of  frequency  of  their  causes,  as  follows : 


Trousseau's  Table  of  625  Cases  of  Blindness  in  France. 


Males. 

Females. 

Total. 

Per  Cent. 

Atrophy  of  the  optic  nerve. 

66 

21 

54 

20 

12 

32 

97 

1  f! 

80 

49 

129 

20.64 

xUrulent  ophtlialniui. 

15 

14 

29 

35 

20 

55 

10 

7 

17 

60 

41 

101 

16.16 

Irido-choroiditis. 

20 

10 

30 

Tti f'T*ii_r^ni  1 1 11 7'  pnn^PQ 

20 

8 

28 

7 

in 

17 

47 

28 

75 

12.00 

39 

27 

66 

10.56 

Traumatisms 

23 

8 

31 

13 

0 

13 

8 

2 

10 

44 

10 

54 

8.64 

Affections  of  the  cornea. 

10 

11 

21 

10 

4 

14 

4 

4 

8 
1 

1 

0 

25 

19 

44 

7.04 

Detachment  of  the  retina. 

9 

11 

20 

2 

2 

4 

6 

7 

13 

17 

20 

37 

5.92 

19 

5 

24 

3.84 

Retinitis  pigmentosa. 

11 

18 

7 

4 

1 

5 

0 

0 

0 

15 

8 

23 

3.68 

»  Archives  d'Ophthalmolofjie,  1892,  xii.  p.  218.  Trousseau  states  that  he  gives  the 
statistics  of  627  cases,  but  his  tables  add  up  only  626  cases. 
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Trousseau's  Table. — Continued. 


Males. 

Females. 

Total. 

Per  Cent. 

12 

8 

20 

tJ.ZO 

10 

4 

14 

2.24 

8 

6 

14 

2.24 

Congenital  cataract. 

D 

3 
0 

A 
1 

0 

10 

J.  V 

4 

0 

9 

r 

0 

0  OA 

3 

2 

5 

.80 

2 

1 

3 

.48 

0 

2 

2 

.32 

390 

236 

625 

100.00 

In  order  that  a  comparison  may  be  made  with  the  table  of  Magnus,  we 
have  recast  the  table  of  Trousseau  as  follows : 


Trousseau's  Statistics  of  625  Cases  of  Blindness  in  France. 


Males. 

Females. 

Total. 

Per  Cent. 

I. — Congenital  blindness. 

9 

5 

14 

8 

2 

5 

12 

7 

19 

3.04 

II. — Blindness  due  to  idiopathic  diseases  of  the  eye. 

27 

16 

43 

60 

41 

101 

20 

8 

28 

Glaucoma  

39 

27 

66 

Detachment  of  the  retina  

15 

18 

33 

19 

5 

24 

15 

8 

23 

12 

8 

20 

8 

6 

14 

Optic  neuritis  

2 

1 

3 

Conical  cornea  

0 

2 

2 

217 

140 

367 

57.12 

III. — Traumatic  blindness. 

Injury  

46 

12 

58 

20 

10 

30 

Sympathetic  ophthalmia  

10 

4 

14 

76 

26 

102 

16.32 

IV. — Blindness  due  to  general  diseases   

86 

62 

147 

23.52 

The  principal  causes  of  blindness,  according  to  Trousseau's  statistics,  are, 
in  oi'der  of  diminishing  frequency,  as  follows: 
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Atrophy  of  the  optic  nerve, 
Puriilont  ophthalmia, 
Irido-choroiditis, 
Ghiiicoma, 
Traumatisms, 
Aft'ections  of  the  cornea. 
Detachment  of  the  retina. 
Trachoma, 


Ketinitis  pigmentosa, 
Choroido-retinitis, 
Sympathetic  ophthalmia, 
Myopic  sclero-choroiditis. 
Congenital  cataract, 
Buphthalmia, 
Optic  neuritis. 
Conical  cornea. 


This  order  corresponds  in  the  main  with  tiiat  given  by  Magnus,  who 
has  shown  that  the  ocular  diseases  most  to  be  feared  as  causes  of  blindness 
are,  in  order  of  diminishing  frequency. 


Atrophy  of  the  optic  nerve. 

Purulent  ophthalmia. 

Trachoma, 

Glaucoma, 

Irido-choroiditis, 


Affections  of  the  cornea, 
Detachment  of  the  retina, 
Traumatisms, 
Choroido-retinitis, 
Congenital  affections. 


In  comparing  these  statistics  we  do  not  find  absolute  agreement  in 
the  two  series.  They  unite  in  showing,  however,  the  extreme  harmful 
frequency,  first,  of  papillary  atrophy  and  of  purulent  ophthalmia,  and, 
secondly,  of  glaucoma  and  of  irido-choroiditis. 

Trousseau's  figures,  too,  throw  some  light  on  the  subject  of  irido- 
choroiditis  and  of  optic  neuritis.  Irido-choroiditis  often  conceals  other 
alterations  of  the  eye ;  it  accompanies  cataract  or  pupillary  obstructions 
which  hinder  examination  of  the  deeper  tissues  of  the  eye ;  and  it  may  be 
the  result  of  operative  interventions.  The  investigator  is  thus  i-educed  to 
suppositions.  The  figures  indicated,  then,  should  be  diminished,  and  the 
part  subtracted  added  to  other  diverse  affections,  esjjecially  to  detachment 
of  the  retina. 

It  is  evident  that  more  than  tliree  of  the  627  blind  examined  by 
Trousseau  had  had  optic  neuritis,  but  the  earlier  condition  was  not  easy  to 
establish.  Many  atrophies  of  the  papilla  are  evidently  due  to  old  neuritis, 
and  these  have  been  tabulated  under  the  headings  of  their  several  causes. 

The  general  diseases  most  fatal  to  the  sight,  according  to  Trousseau, 
are,  fir.st,  the  nervous  diseases,  especially  tabes,  syphilis,  and  the  eruptive 
fevers  of  childhood,  measles  especially  favoring  the  evolution  of  the  scrofu- 
lous diathesis. 

Congenital  diseases  do  not  cause  a  great  number  of  cases  of  blindness. 

Myopia  and  the  traumatisms,  aggravated  by  sympathetic  oplithalraia, 
always  remain  frequent  causes  of  blindness ;  and  the  contagious  affections, 
purulent  ophthalmia  and  trachoma,  are  responsible  for  a  very  large  pro- 
portion of  cases. 

Schaefer^  states  that  the  causes  of  blindness  in  Russia,  following  the 
grouping  of  Magnus,  were,  according  to  the  last  census,  as  follows  : 


>  Op.  cit.,  8.  10. 
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The  Causes  of  Blindness  in  Russia. 


I. — Congenital,  or  blind  soon  after  birth  .  . 

II. — Blindness  due  to  idiopathic  diseases  of  the  eye 

III.  — Traumatisms  

IV.  — Blindness  due  to  general  diseases  

Other  causes  

Unknown  causes  


Per  Cent. 


Males. 

Females. 

8. 

6.7 

51.2 

55.9 

1.6 

0.8 

23.9 

24.3 

8.7 

7.1 

6.6 

5.2 

The  only  published  American  statistics  dealing  with  any  considerable 
number  of  cases  are  those  of  Dr.  Henry  S.  Oppeuheimer/  based  upon  his 
examination  of  the  adult  blind  poor  of  the  city  of  New  York  who  came 
before  him,  as  the  official  examiner  of  the  city,  to  obtain  a  grant  from  the 
fund  divided  amoug  the  poor  blind  adults  who  endeavor  to  maintain  them- 
selves witliout  becoming  inmates  of  public  institutions.  Oppenheimer's 
statistics,  as  published,  in  many  cases  relate  to  the  number  of  eyes  rather 
than  to  the  number  of  patients,  and  ai*e  therefore  not  properly  comparable 
with  the  statistics  which  have  been  already  cited.  His  original  notes  are, 
unfortunately,  destroyed,  but  he  has  carefully  goue  over  his  figures,  and  has 
kindly  furnished  us  with  the  following  revised  statistics,  which  form  a 
basis  for  comparison  with  the  foreign  statistics  already  cited. 

Oppenheimer's  statistics  are  based  upon  572  cases,  of  which  304  were 
males  and  268  females.  226,  or  39.58  per  cent.,  were  natives  of  the  United 
States,  and  346,  or  60.42  per  cent.,  were  of  foreign  birth.  Of  the  latter, 
29,  or  8.4  per  cent.,  were  blind  when  they  arrived  in  this  country,  and  51, 
or  14.78  per  cent.,  became  blind  within  five  years  after  their  arrival. 

Oppenheimer  has  classified  his  cases  of  blindness  under  the  four  heads 
adopted  by  Magnus,  as  follows  : 

Oppenheimer's  Statistics  of  572  Cases  of  Blindness  in  the  United  States. 
I. — Congenital  Blindness. 

Cases.     Per  Cent. 

Ketinitis  pigmentosa   2 

Atrophy  of  the  optic  nerve   5 

Buphthalmia   1 

Congenital  cataract   .   8 

Syphilis   6 

Total   22  3.84 

//. — Blindness  due  to  Idiopathic  Diseases  of  the  Eyes. 

Cases.  Per  Cent. 

Atrophy  of  the  optic  nerve  26 

BlennorrhcEa  neonatorum   18 

Blennorrhcea  virulenta   90 

Blennorrhoea  gonorrhoeica   3 

Cataract,  senile   47 

Dalrymple's  disease   1 


'  Transactions  of  the  American  Ophthalmological  Society,  1891,  vol.  vi.  p.  156,  and 
personal  communication. 
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Oppenheimer's  Table. — Continued. 


Cases.     Per  Cent. 

Detachment  of  the  retina   3 

Choroiditis  and  iritis   10 

Iritis   5 

Keratitis   4 

Grhmcoma — 

Eyes  not  operated   19 

Eyes  operated   12 

Myopia   5 

Eetinitis   1 

Eetinitis  pigmentosa   g 

Traclioma   23 

Total   275  48.08 

JJI. —  Traumatic  Blindness. 

Cases.     Per  Cent. 

Burns   7 

Cataract  operations   32 

Dislocated  lens   1 

Explosions  (blasts,  etc.)   44 

Foreign  bodies   4 

Injuries — 

To  eyes  direct   31 

To  head   19 

Jequirity   1 

Poison-ivy   1 

Sunstroke   1 

Sympathetic  ophthalmia   23 

Total   164  28.67 

JV. — Blindness  due  to  General  Diseases. 

Cases.     Per  Cent. 

Diphtheria   1 

Erysipelas   4 

Interrupted  menses   1 

Malaria   1 

Measles   19 

Meningitis — 

Cerebral   26 

Cerehro-spinal   3 

Pertussis   2 

Pneumonia   1 

Pregnancy   1 

Eheumatism   2 

Scarlatina   12 

Sclerosis  (multiple)   2 

Syphilis   9 

Tobacco-poisoning   1 

Tabes   4 

Typhoid  fever   3 

Typhus  fever   3 

Tumor  of  brain   1 

Variola   15 

Total   Ill  19.41 


The  sexes  are  represented  about  equally  in  all  these  diseases,  except  in 
typhus  fever,  tabes,  multiple  sclerosis,  and  meningitis. 
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For  the  purpose  of  comparison,  these  statistics  bearing  on  the  causation 
of  blindness  are  grouped  in  the  following  table  : 


The  Causes  of  Blindness. 


Observer. 

Congenital 
Blindness. 

Blindness  due 
to  Idiopathic 
Disease  of 
the  Eyes. 

Blindness  due 
to 

Traumatisms. 

Blindness  due 
to  General 
Diseases. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

3.84 

67.08 

10.76 

18.30 

3.04 

57.12 

16.32 

23.52 

3.84 

48.08 

28.67 

19.41 

These  combined  statistics  tend  to  show  that  congenital  blindness  pre- 
vails in  about  the  same  proportion  in  Germany,  France,  and  the  United 
States ;  that  blindness  fi'om  idiopathic  diseases  of  the  eye  is  more  frequent 
in  Germany  and  France  and  is  less  often  met  with  in  the  United  States  ; 
that  blindness  from  traumatism  rises  to  a  high  proportion  in  the  United 
States;  and  that  blindness  due  to  general  diseases  is  more  frequently 
observed  in  France  than  in  Germany  and  the  United  States. 

I.  CONGENITAL  BLINDNESS. 

This  group  includes  both  those  cases  born  into  the  world  blind  and  those 
born  with  the  germs  of  blindness  already  existing  in  the  eyes,  but  the  process 
not  yet  fully  completed.  Magnus's  general  table  of  2528  cases  shows  97 
cases  of  congenital  blindness,  or  3.83  per  cent.,  which  corresponds  with 
the  3.04  per  cent,  given  by  Trousseau,  the  3.7  per  cent,  found  by  Dumont 
in  the  large  Paris  Blind  Asylum,  and  the  3.84  per  cent,  found  by  Oppen- 
heimer  among  the  poor  of  New  York  City.  In  the  United  States  at  large 
the  proportion  appears  to  be  more  than  double  these  figures.  According 
to  the  census  of  1890,  of  a  total  of  50,411  blind,  4267,  or  8.46  per  cent., 
were  returned  as  congenitally  blind.  The  average  proportion  was  68  per 
million  of  population. 

In  the  etiology  of  congenital  blindness,  apart  from  its  relation  to  foetal 
eye-diseases,  the  question  of  the  influence  of  heredity  and  consanguinity 
demands  consideration.  In  the  eleventh  United  States  census,  of  43,326 
blind  who  reported  as  to  blind  relatives,  8342,  or  19.25  per  cent.,  had  such 
relatives ;  while  of  4156  congenital  blind  who  reported  as  to  relatives,  1608, 
■or  38.7  per  cent.,  had  such  relatives.  The  proportion  who  had  blind  rela- 
tives was  about  twice  as  great  among  the  congenital  as  among  the  total  blind. 

Heredity. — The  diseases  of  the  eye  which  are  most  frequently  trans- 
mitted directly  by  parents  to  their  offspring  are  the  various  malformations  : 
coloboma  of  the  iris  and  choroid,  microphthalmia,  aniridia,  persistence  of 
the  pupillary  membrane,  congenital  cataracts  and  amblyopias,  nystagmus, 
albinism,  and  retinitis  pigmentosa ;  and  these  malformations  may  be  trans- 
mitted in  the  .«ame  or  like  form.  Thus,  cases  are  recorded  in  which  a  father 
blind  from  ophthalmia  neonatorum  had  two  children  who  were  microph- 
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thalmic,  iiud  a  father  Jjlind  since  infancy  in  the  right  eye  from  irido-cvclitis 
had  a  sou  whose  right  eye  was  raicrophthalmic,  and  there  can  be  no  donbt 
that  there  existed  a  connection  between  the  disease  of  the  father  and  that  of 
the  child,  since  Deutschmann  has  obtained  similar  results  from  experiments 
upon  rabbits. 

Heredity  most  often  occurs  when  the  i)arents  have  been  attacked  with 
eye-disease,  either  congenital  or  acquired,  in  infancy,  and  it  is  not  necessary 
that  the  progenitor  himself  shall  have  an  eye-atfection  to  influence  the  eyes 
of  his  offspring;  it  is  sufficient  if  he  transmit  the  germ  of  degeneration. 

The  influence  of  heredity  on  myo])ia  is  very  marked.  Thus,  in  three 
hundred  and  twenty  myopic  children,  Motais^  found  it  to  be  hereditary  in 
two  hundred  and  sixteen  families,  or  67.5  per  cent.  In  twenty  families  in 
which  both  parents  were  myopic,  with  sixty-two  children,  forty-seven,  or 
nearly  76  per  cent.,  were  myopic.  Motais  flnds  that  hereditary  myoiiia 
is  more  progressive  than  acquired  myopia,  that  it  more  rapidly  reaches  a 
high  degree,  and  that  the  complications  are  more  frequent  and  set  in  earlier ; 
in  fine,  that  hereditary  myopia  is  more  grave  than  acquired  myopia,  and 
consequently  demands  a  more  vigorous  treatment.  Motais  further  holds 
that  acquired  myopia  tends  to  become  hereditary,  and,  if  care  is  not  taken, 
acquired  myopia  multiplied  by  heredity  will  become  more  and  more  fre- 
quent as  education  becomes  more  universal,  even  among  girls,  and  that  the 
intermarriage  of  persons  with  normal  eyes,  uninjured  by  study,  will  become 
more  and  more  rare. 

Hence  we  see  that  myopia  is  most  often  hereditary,  that  it  develops  and 
is  aggravated  at  school,  and  that  hereditary  myopia  should  be  more  carefully 
guarded  against  than  acquired  myopia. 

The  constitutional  diseases  of  parents  which  predispose  their  infants  to 
ocular  affections  are  especially  tuberculosis,  scrofula,  and  syphilis. 

The  tubercular  lesions  of  the  eye  are  rare,  and  it  is  not  necessary  to 
dwell  upon  their  gravity,  or  upon  the  importance  of  those  affected  Avith 
tubercle  abstaining  from  marriage. 

The  scrofulous  eye-diseases  of  childhood  are  more  common.  Phlyc- 
tenular conjunctivitis,  blepharitis,  and  keratitis  in  all  its  forms — affections 
which  are  scrofulous  in  character — are  frequently  observed,  and  their  in- 
fluence upon  sight  can  be  most  injurious  because  of  the  opacity  of  the 
cornea  which  they  are  apt  to  cause.  Trousseau  found  that  of  forty-four 
cases  of  blindness  due  to  keratitis,  twenty-one  were  of  scrofulous  origin. 
In  these  cases  prevention  can  do  much.  The  scrofulous  child  should  be 
immediately  placed  under  the  best  hygienic  conditions  and  special  attention 
given  to  its  nutrition. 

Of  all  hereditary  affections  liable  to  attack  the  eye,  syphilis  is  the  most 
important.  In  two  hundred  and  twelve  hereditary  sypliilitics,  Fournier 
has  found  the  eye  affected  in  one  hundred  and  one.    The  disease  may 


>  Quoted  by  Trousseau,  Hygidne  de  I'CEil,  p.  134. 


BLINDNESS:   ITS  FKEQUENCY,  CAUSES,  AND  PREVENTION.  441 

declare  itself  almost  from  birth,  but  according  to  Trousseau  it  is  most  often 
between  three  and  twenty-five  years  that  it  appears,  with  the  maximum  of 
frequency  between  seven  and  eleven  years. 

The  most  frequent  of  these  syphilitic  affections  are  interstitial  keratitis, 
iritis,  and  choroido-retiuitis,  and  if  unrecognized,  badly  treated,  or  treatment 
too  long  deferred,  they  may  lead  to  blindness. 

The  limitations  under  which  a  syphilitic  may  marry  have  been  well 
defined  by  Fournier,'  and  it  may  here  be  added  that  if  during  pregnancy 
the  mother  shows  any  syphilitic  symptoms  she  should  be  treated  in  the 
interest  of  the  infant,  and  the  eyes  of  the  infant  should  be  kept  under 
careful  observation  during  the  whole  period  of  cliildhood. 

There  can  be  no  prophylaxis,  properly  so  called,  in  cases  of  inherited 
diseases,  and  there  are  no  means  of  preventing  the  transmission  from 
parents  to  offspring  of  certain  ocular  affections  ;  but  persons  suffering  from 
eye-disease,  either  congenital  or  acquired  at  an  early  age,  should  be  informed 
that  their  eye-disease  may  be  transmitted  to  their  offspring.  Magnus  has 
investigated  fourteen  instances  of  married  couples  in  whom  one  or  both 
were  either  born  blind  or  became  so  at  an  early  age ;  of  the  thirty-four 
children  begotten  of  these  marriages,  eight,  or  23.5  per  cent.,  were  either 
blind  or  weak-sighted. 

Consanguinity. — From  a  careful  investigation  of  this  subject,  reinforced 
by  the  labors  in  the  same  direction  of  G.  Darwin,  Huth,  Lancry,  Fieuzal, 
and  Ferret,  Trousseau^  has  reached  the  conclusion  that,  independent  of 
heredity,  consanguinity  does  not  play  any  role  in  the  production  of  blind- 
ness. Taking  congenital  cataract,  retinitis  pigmentosa,  and  albinism  as  types 
of  the  affections  which  there  has  been  a  marked  tendency  to  ascribe  to  con- 
sanguineous origin.  Trousseau  has  given  to  them  a  careful  study.  He  finds 
that  in  twenty  cases  of  congenital  cataract,  in  eleven  neither  heredity  nor 
consanguinity  existed,  in  five  heredity  was  manifest,  and  in  three  consan- 
guinity appeared,  at  first,  to  play  the  principal  causative  part,  but  further 
investigation  soon  showed  that  heredity  was  a  prepondei'ating  factor.  In 
one  case  the  investigation  was  insufficient.  In  eleven  cases  of  retinitis  pig- 
mentosa, four  were  without  evident  cause,  five  were  hereditary,  and  two  were 
apparently  of  consanguineous  origin,  but  closer  investigation  showed  them 
to  be  clearly  of  hereditary  origin.  Of  three  cases  of  albinism,  one  was  of 
obscure  origin,  one  was  hereditary,  and  one  was  apparently  consanguineous, 
but  was  in  reality  of  hereditary  origin.  As  the  result  of  his  investigations, 
Trousseau  holds  that,  without  the  intervention  of  heredity,  consanguinity 
is  powei'less  to  produce  ocular  lesions.  It  cannot  cause  any  morbid  state 
without  the  materials  which  heredity  furnishes  to  it,  and  hence,  from  the 
hygienic  point  of  view,  there  is  no  good  reason  to  interdict  consanguineous 
marriages  when  the  visual  organs  of  the  contracting  parties  are  sound  and 


1  Syphilis  et  Mariage,  Paris,  1880. 

2  Loc.  cit.,  p.  139. 
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well  formed.  Magnus,  too,  holds  that  we  have  no  proof  of  the  influence 
of  consanguinity  in  causing  blindness. 

II.  BLINDNESS  DUE  TO  IDIOPATHIC  DISEASES  OF  THE  EYE. 

This  group  comprises  67.08  per  cent,  of  Magnus's  collected  German 
cases,  57.12  per  cent,  of  Trousseau's  cases  observed  at  the  Hospice  des 
Quinze-Vingts,  and  48.08  per  cent,  of  the  cases  examined  by  Op2)enheimer 
in  New  York. 

Ophthalmia  neonatorum  is,  with  the  single  exception  of  atrophy  of  the 
optic  nerve,  the  most  frequent  cause  of  blindness.  The  Committee  of  the 
Ophthalmological  Society  of  the  United  Kingdom  ^  has  rejjorted  that  from 
thirty  to  forty-one  per  cent,  of  the  inmates  of  four  blind  asylums  in  Great 
Britain  owed  their  blindness  to  it.  Reinhard,  quoted  by  Magnus,'^  found, 
in  1876,  that  in  twenty-two  German  blind  asylums,  658  cases  out  of  a  total 
of  2165,  or  thirty  and  a  half  per  cent.,  were  blind  from  tliis  disease.  The 
British  Eoyal  Commission  on  the  Condition  of  the  Blind  estimated  that 
there  were  about  7000  persons  in  the  United  Kingdom  who  had  lost  their 
sight  from  this  disease,  or  about  twenty-two  per  cent,  of  the  entire  blind. 

Of  the  50,568  blind  persons  in  the  United  States,  according  to  the  cen- 
sus of  1890,  Burnett^  estimates  that  at  least  thirty  per  cent,  have  become 
so  from  ophthalmia  neonatorum. 

Fuchs  *  gives  the  following  statistics  from  six  German  lying-in  hos- 
pitals as  to  the  injury  to  the  sight  resulting  from  attacks  of  ophthalmia 
neonatorum : 


Injury  to  Sight  from  Ophthalmia  Neonatorum. 


Cases 
of 

Blennorrhoea. 

Opacity 

of 
Cornea. 

Blindness 
of 

One  Eye. 

Blindness 
of 

Both  Eyes. 

Percent- 
age of 

Injured 
Eyes. 

213 

2 

2 

? 

1.9 

Munich  Lying-in  Hospital    .  .  . 

123 

1 

2 

i 

2.4 

Dresden  L}'ina:-in  Hospital    .  .  . 

1378 

38 

15 

4 

3.8 

Stuttgart  Lying-in  Hospital  .  .  . 

638 

13 

12 

1 

4.6 

Vienna  Foundling  Hospital  .  .  . 

1347 

112 

171 

42 

21.0 

Prague  Foundling  Hospital  .  .  . 

300 

105 

32 

? 

45.7 

These  statistics  show  a  very  striking  increase  in  the  percentage  of  blind 
cases  in  foundling  hospitals  over  lying-in  hospitals,  the  reason  for  which  is 
that  the  cases  are  generally  admitted  into  foundling  hospitals  in  a  very 
neglected  state,  when  the  cornea  is  already  implicated,  and  under  such  cir- 
cumstances treatment  often  comes  too  late  to  save  the  sight.  Hence  the 
proportion  of  ca.ses  in  foundling  hospitals  apjiroximates  to  that  in  oi)hthaI- 


'  Transactions,  1884,  p.  83. 

'  Loc.  cit.,  8.  105. 

'The  Century,  December,  1892. 

*  Die  Ursachen  und  die  Verhutung  der  Blindheit,  Wiesbaden,  1885,  s.  120. 
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mic  hospitals,  where  a  larger  proportion  of  the  severe  and  neglected  cases 
are  seen  than  of  the  mild  ones. 

As  regards  the  percentage  of  cases  m  which  blindness  of  both  eyes  results 
from  ophthalmia  neonatorum,  the  statistics  of  the  Vienna  Foundling  Hos- 
pital and  of  Hirscliberg  ^  and  Emrys  Jones  ^  closely  correspond. 


Blindness  from  Ophthalmia  Neonatorum. 


Cases  of 

Blindness  of 

Per- 

BleiinorrhcEa. 

Both  Eyes. 

centage. 

1347 

42 

3.1 

200 

6 

3.0 

420 

16 

3.8 

On  the  other  hand,  Horner  ^  had  not  a  single  case  of  blindness  in  one 
hundred  and  eight  cases  of  ophthalmia. 

For  the  reasons  already  stated,  it  is  not  possible  to  draw  exact  conclu- 
sions from  these  percentages,  as  the  data  are  too  divergent,  owing  to  the 
variation  in  frequency  of  ophthalmia  in  different  countries  and  the  diflPer- 
ence  in  the  material  investigated.  Thus,  in  the  blind  asylums  of  Germany, 
Austria,  Denmark,  and  Holland,  Reinhard  obtained  a  percentage  of  blen- 
norrhceic  blindness  of  forty  per  cent.,  whilst  in  nine  German  eye  hospitals 
Magnus  obtained  a  percentage  of  ten  and  eight-tenths,  and  in  the  entire 
population  of  the  Duchy  of  Brunswick,  Fuchs*  gives  a  percentage  of 
twenty- eight. 

.  The  proportion  given  by  the  blind  asylums  is  too  high,  because  their 
inmates  are  chiefly  the  young,  among  whom  ophthalmia  is  proportionally 
frequent.  On  the  other  hand,  in  the  eye  hospitals  these  cases  appear  less 
frequently,  because  they  have  come  to  regard  their  blindness,  with  which 
they  have  been  afflicted  since  infancy,  as  irremediable.  Lastly,  the  census 
statistics  of  the  blind  of  an  entire  country  are  too  superficial  and  liable  to 
too  many  errors  to  be  trustworthy. 

While  ophthalmia  neonatorum  is  one  of  the  chief  causes  of  blindness, 
it  at  the  same  time  happily  presents  one  of  the  most  gratifying  problems  in 
preventive  medicine,  since  with  appropriate  treatment  infection  can  be  pre- 
vented in  a  large  majority  of  cases  ;  or,  with  our  present  knowledge  of 
its  proper  method  of  treatment,  if  it  do  occur,  we  can,  with  reasonable  cer- 
tainty, cure  the  disease  before  blindness  ensues.  Glascott^  has  estimated 
that  nine-tenths  of  tiie  cases  of  blindness  from  ophthalmia  neonatorum 
might  have  been  prevented  by  simple  cleanliness  and  the  earlv  application 
of  proper  remedies,  and  Magnus  calculates  that  Prussia  alone  could  have 


>  Beitriige  zur  praktischen  Augenhdlkunde.  1876,  s.  6. 
^  Manchester  Medical  Society,  February,  1881. 
'  Handbuch  der  Kinderkrankheiten,  Bd.  v.,  th.  ii.,  s.  262. 
*■  Loc.  cit.,  s.  122. 

*  Fifty-third  Annual  Keport  of  Henshaw's  Blind  Asylum,  Manchester,  England. 
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saved  two  millions  of  dollars  a  year  by  the  efficient  enactment  of  such 
prophylactic  measures  against  this  disease. 

In  Germany  special  precautions  are  now  taken  against  the  spread  of  this 
disease,  and  to  that  end  midwives  are  expressly  prohibited  by  law  from 
treating  any  affection  of  the  eyes  or  eyelids,  however  sliglit.  On  the  appear- 
ance of  the  first  s}'mptom  they  are  required  to  rejjresent  to  the  parents  or 
others  in  charge  that  medical  assistance  is  urgently  required,  or,  if  neces- 
sary, they  are  themselves  to  report  to  the  local  autliorities  and  the  district 
doctor.    Neglect  of  these  regulations  makes  them  liable  to  punishment. 

In  the  United  States  within  the  last  few  years  tiie  States  of  New  York, 
Rhode  Island,  Maine,  Minnesota,  Ohio,  Maryland,  Missouri,  Massachu- 
setts, Connecticut,  Pennsylvania,  and  New  Jersey  have  enacted  laws  re- 
quiring that,  should  one  or  both  eyes  of  an  infant  become  inflamed  or 
swollen  or  reddened  at  any  time  within  two  weeks  of  its  birth,  it  shall  be 
the  duty  of  the  midwife  or  nurse  having  charge  of  such  infant  to  report  in 
writing,  within  six  hours,  to  the  health  officer,  or  some  legally  qualified 
physician  of  the  city,  town,  or  district  in  which  the  parents  of  the  infant 
reside,  the  fact  that  such  inflammation  or  swelling  or  redness  of  the  eyes 
exists.  The  penalty  for  failure  to  comply  with  the  law  is  made  a  fine  not 
to  exceed  two  hundred  dollars,  or  imprisonment  not  to  exceed  six  months, 
or  both. 

The  prophylaxis  should  have  regard  to  the  maternal  passages  as  well  as 
to  the  infant's  eyes,  and  should  cover  the  period  during  delivery  and  after 
birth,  and  it  has  been  treated  of  in  detail  elsewhere  in  this  work.  As  the 
disease  is  highly  contagious  from  infant  to  infant  and  from  infant  to  adult, 
it  is  necessary  to  isolate  those  who  are  attacked,  and  to  instruct  their  attend- 
ants concerning  the  precautions  they  should  take  to  prevent  the  introduction 
of  the  infectious  matter  into  the  eye.  All  contaminated  articles,  such  as 
dressings,  bandages,  and  the  like,  should  be  burned.  Sponges  should  never 
be  used,  but  in  their  stead  absorbent  cotton,  which  after  use  should  be 
burned.  All  insti'uments  used  should  be  carefully  disinfected  in  a  strong 
carbolic  solution  and  then  subjected  to  heat.  Towels  used  b}-  infected 
persons  should  be  boiled  before  being  used  again. 

The  remarkable  influence  of  the  very  simplest  antiseptic  precautions 
taken  at  birth  in  the  prevention  of  oplithalmia  neonatorum  is  shown  by  the 
statistics  of  the  Leipzig  Lying-in  Hospital.  Under  the  old  method  of 
treatment  the  percentage  of  cases  of  ophthalmia  was  for  the  six  years  pre- 
ceding 1880,  10.48,  and  for  the  first  five  months  of  1880  it  was  7.6.  The 
new  treatment  Avas  introduced  Junel,  1880,  and  in  the  following  six  months 
the  percentage  fell  to  0.5,  and  since  then,  according  to  Magnus,  six  hundred 
infants  have  been  born  in  the  hospital  without  the  occurrence  of  a  single 
case  of  ophthalmia. 

Acute  hlennorrhoea  of  adults,  like  that  of  new-born  infants,  is  an  infec- 
tious disease.  The  source  of  infection  is  to  be  found  eitlier  in  the  genital 
organs  or  in  another  blennorrhoeic  eye,  and  the  infection  is  usually  intro- 
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duced  into  the  eye  by  means  of  the  finger.  But,  notwithstanding  the  fre- 
quent opportimities  for  infection,  it  is  not  a  very  common  disease.  Accord- 
ing to  Hirschberg,  it  forms  1.18  per  thousand,  and  according  to  Fieuzal,  not 
quite  0.5  per  thousand,  of  all  eye-diseases.  In  one  thousand  blind  eyes 
Cohn  found  twenty-six,  or  2.6  per  cent.,  which  were  lost  by  gonorrhoeal 
conjunctivitis.  Trousseau  found  the  percentage  at  the  Quinze-Vingts  to 
be  2.7,  while  Oppenheimer's  statistics  for  the  city  of  New  York  give  but 
a  little  over  one-half  of  one  per  cent. 

The  acute  blennorrhoea  of  adults  is  a  much  more  dangerous  affection 
than  that  of  the  new-born,  and  in  severe  cases  it  is  not  always  possible  to 
prevent  the  loss  of  sight  of  the  eye.  Its  prophylaxis  consists  in  the  obser- 
vation of  the  same  precautions  as  have  been  indicated  for  the  prevention  of 
the  spread  of  ophthalmia  neonatorum,  and,  in  addition,  as  one  of  the  most 
common  causes  of  this  disease  in  the  adult  is  the  transfer  of  matter  from  a 
blennorrhagic  urethritis,  a  gonorrhoeic  patient  should  be  extremely  careful 
never  to  touch  his  eye  with  a  finger  that  could  be  in  any  way  infected  with 
the  gonorrhoeal  discharge,  and  all  dressings  used  about  the  genital  organs 
should  be  burned. 

Gh-anular  ophthalviia  is  a  frequent  cause  of  blindness.  Cohn  found  1.7 
per  cent,  of  his  1000  cases  of  total  blindness  were  due  to  it ;  Magnus,  among 
707  cases,  found  2.2  per  cent. ;  Daumas,  among  1178  cases,  5.4  per  cent. ; 
Carreras-Arago,  among  395  cases,  9.1  per  cent. ;  aud  Oppenheimei',  among 
572  cases,  4  per  cent.  It  is  a  disease  which  is  very  infectious,  and  occurs 
especially  among  those  who  are  crowded  together  in  badly  ventilated,  badly 
lighted,  and  damp  rooms  and  workshops.  It  has  been  at  times  epidemic  in 
large  schools,  in  armies,  and  in  the  naval  marine.  It  has  been  incorrectly 
stated  to  have  been  first  introduced  into  Europe  by  Napoleon's  army  on 
its  return  from  Egypt,  where  it  then  was  and  still  is  very  prevalent. 

The  number  of  cases  of  blindness  in  Ireland  attributed  to  ophthalmia 
was : 

In  1861,  1962,  or  one  in  every   2,955  of  the  population. 
In  1871,  1642,  or  one  in  every   3,296  of  the  population. 
.  In  1881,    523,  or  one  in  every   9,894  of  the  population. 
In  1891,    378,  or  one  in  every  12,446  of  the  population. 

It  would  thus  appear  that  in  Ireland  this  disease  has  been  reduced  to 
a  comparatively  low  figure.  As  it  chiefly  prevails  there  among  those  who 
are  located  under  the  extreme  unsanitary  condition  usually  associated  with 
poverty,  and  as  a  considerable  number  of  this  class  always  become  inmates 
of  Avorkhouses,  a  continuous  flow  of  cases  of  ophthalmia  was  admitted  to 
tiie  Avorkhouses,  and,  the  disease  being  of  an  infectious  character,  great 
difficulty  Avas  experienced  in  preventing  its  spread  among  the  workhouse 
inmates.  The  difficulty  has  noAV  been  to  a  large  extent  overcome  by  im- 
proved sanitary  conditions,  and  the  number  of  workhouse  inmates  affected 
Avith  ophthalmia  has  been  steadily  diminishing  with  each  decade,  and  is 
now  very  limited. 
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Granular  oplitlialniia  is  usually  communicated  by  the  use  of  various 
objects,  such  as  sponges,  dressings,  towels,  and  other  toilet  articles,  and  by 
washing  in  water  which  had  been  previously  used  by  a  person  suffering 
from  this  eye-affection.  It  is  preventable  under  proper  sanitary  conditions, 
and  it  is  stated  that  no  case  of  loss  of  eyesight  from  this  disease  occurred 
among  the  British  troops  during  their  late  occupation  of  Egypt.' 

Diphtheritic  conjunctivitis,  as  a  rule,  attacks  children  under  ten  years 
of  age,  and  it  is  chiefly  when  diphtheria  is  epidemic  that  a  conjunctivitis 
exhibits  a  tendency  to  become  diphtheritic.  Apart  from  the  danger  to  life 
from  the  general  illness,  it  is  a  disease  very  dangerous  to  the  eyes.  Accord- 
ing to  the  statistics  of  the  blind  given  by  Colin,  diphtheria  was  the  cause  in 
0.3  per  cent.,  and  Magnus,  in  his  2528  collected  cases  of  double  blindness, 
found  0.356,  or  practically  the  same  percentage. 

Horner  ^  states  that  under  v.  Graefe,  out  of  forty  cases,  nine  eyes ;  under 
Hirschberg,  out  of  ninety-four  cases,  thirty-five  eyes;  and  under  Jacob- 
son,  out  of  twenty-two  cases,  five  e}-es,  were  totally  blinded,  whilst  many 
eyes  were  much  injured. 

The  pi'ophylaxis  consists  in  observing  the  same  precautions  in  prevent- 
ing the  introduction  of  the  infectious  matter  into  the  eye  as  are  indicated 
in  other  forms  of  infectious  oi^hthalmia. 

Diseases  of  the  cornea,  in  Magnus's  table,  yield  8.07  per  cent,  of  cases 
of  double  blindness.  But  this  percentage  should  not  be  accepted  as  due  to 
idiopathic  corneal  disease.  Included  are  cases  due  to  constitutional  dys- 
crasia,  especially  sci'ofula,  and  the  mechanical  injuries  incident  to  certain 
occupations.  The  former  have,  in  turn,  diminished  the  percentage  credited 
to  scrofula  in  the  same  table. 

Diseases  of  the  uveal  tract  include  iritis,  irido-choroiditis,  and  cyclitis, 
and  in  Magnus's  table  give  8.86  per  cent,  of  cases  of  double  blindness. 
Chronic  irido-choroiditis  (irido-choroiditis  serosa)  is  often  met  with  in 
persons  over  forty  years  of  age.  Many  of  the  cases  may  be  arrested  by 
iridectomy,  but  others  will  continue  their  course  uninfluenced  by  operative 
interference,  and  lead  to  blindness.  According  to  Magnus,  of  blind  per- 
sons between  forty-five  and  sixty  years  of  age,  15.5  per  cent,  have  lost  their 
sight  by  disease  of  the  uveal  tract,  and  a  considerable  proportion  of  these 
have  been  contributed  by  irido-choroiditis. 

There  is  no  prophylaxis  against  chronic  irido-choroiditis. 

Detachment  of  the  retina  is  the  most  frequent  and  of  the  highest  impor- 
tance of  the  idiopathic  diseases  of  the  retina,  and  constitutes  4.75  per  cent, 
of  the  cases  in  Magnus's  collected  table.  In  the  forty-nine  cases  of  blind- 
ness from  detachment  of  the  retina  personally  observed  by  Magnus,  twenty- 
one  were  certainly  more  or  less  highly  myopic  from  youth  ;  and  in  the  other 
t^vcnty-eight,  the  reports  of  the  early  condition  of  the  refraction  were  too 


'  Report  of  the  Royal  Commission  on  the  Blind  of  the  United  Kingdom. 
^  Quoted  by  Fuchs,  loc.  cit,  s.  176. 
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uncertain  to  draw  any  safe  conclusions  from  them.  Of  the  aforementioned 
twenty-one,  Magnus  holds  that  in  nineteen  there  was  proof  that  the  myopia 
was  congenital,  and  not  the  result  of  excessive  fatigue  of  the  eye  at  school. 

Of  the  forty-nine  cases,  in  thirteen  the  detachment  of  the  retina  in  the 
second  eye  followed  so  closely  upon  that  in  the  first  that  the  interval  could 
not  be  accurately  determined.  Of  the  reniaiuiug  tliirty-six,  in  which  there 
was  a  longer  or  shorter  interval  before  the  sight  of  the  second  eye  was  lost, 
in  twenty-eight  the  sight  was  lost  by  detachment  of  the  retina  in  each  eye, 
and  in  the  remaining  eight  cases  one  eye  in  each  was  lost  at  an  earlier 
period  by  some  other  aflPeetion. 

The  length  of  the  interval  which  elapsed  before  the  appearance  of  detach- 
ment of  the  retina  in  the  other  eye  varied  from  one  year  to  thirty.  Of  the 
twenty-eight  cases,  the  right  eye  was  the  first  affected  in  nineteen,  or  67.86 
per  cent.,  and  the  left  eye  in  nine,  or  32.14  per  cent.  This  greater  tendency 
of  the  riglit  eye  to  be  attacked  first  is  confirmed  by  Magnus's  study  of  one 
hundred  and  nine  cases  of  one-sided  idioj^athic  detachment  of  the  retina,  of 
which  in  sixty -thi-ee,  or  57.80  per  cent.,  the  right  eye,  and  in  forty-six,  or 
42.20  per  cent.,  the  left  eye,  was  first  affected, — a  percentage  which  also 
closely  corresponds  with  that  found  by  Stolte  in  thirty-eight  cases  examined 
at  the  eye  clinic  at  the  University  of  Greifswald.  On  the  other  hand, 
Landesberg,  in  thirty-one  cases,  found  the  right  eye  affected  in  fifteen  and 
the  left  in  sixteen  cases. 

Glaucoma  gives  a  percentage  of  8.978  cases  in  Magnus's  collected  table, 
of  10.84  in  Oppenheimer's,  and  of  10.56  in  Trousseau's  table.  As  to  the 
age -at  which  blindness  from  glaucoma  occurred,  the  ninety-seven  cases  per- 
sonally observed  by  Magnus  furnish  the  following  information  : 

Two  lost  vision  at  twenty  years  of  age. 

Five  lost  vision  between  thirty  and  forty  years  of  age. 

Twelve  lost  vision  between  forty  and  fifty  years  of  age. 

Twenty-four  lost  vision  between  fifty  and  sixty  years  of  age. 

Forty-five  lost  vision  at  over  sixty  years  of  age. 

In  nine  cases  the  age  could  not  be  ascertained. 

Fifty-eight  of  the  cases  were  females  and  thirty-nine  males. 

Of  these  ninety-seven  cases,  ninety-three  lost  their  sight  in  both  eyes  by 
glaucoma,  and  four  lost  their  sight  in  one  eye  from  some  other  disease.  Of 
the  ninety-three,  in  seventy-three  the  interval  which  elapsed  between  the  loss 
of  sight  in  one  eye  and  then  in  the  other  could  not  be  ascertained  with  any 
degree  of  certainty.  In  the  remaining  twenty  cases,  in  four  the  interval 
was  one  year ;  in  three,  two  years ;  in  two,  three  years ;  in  four,  four  years ; 
in  three,  five  years ;  in  one,  six  years ;  in  one,  ten  years ;  in  one,  eleven 
years ;  in  one,  eighteen  years. 

Idiopathic  atrophy  of  the  optic  nerve  yields  a  percentage  of  7.751  cases  in 
Magnus's  general  table. 

Tumors  of  the  eye  or  of  its  surrounding  tissues  are  often  the  cause  of 
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unilateral  blindness,  but  they  are  rare  factors  in  the  production  of  double- 
sided  blindness.  In  Magnus's  collected  table  they  constitute  but  0.356  j^er 
cent,  of  the  cases. 

III.  BLINDNESS  DUE  TO  TRAUMATISM. 

Traumatism  is  a  very  frequent  cause  of  blindness.  FieuzaP  found 
among  three  hundred  blind  persons  in  the  Hospice  des  Quinze-Vingts  9.8 
per  cent,  of  blindness  from  injuries,  and  Trousseau's  later  statistics  of  the 
same  institution  give  a  percentage  of  16.32,  which  is  5.5  per  cent,  larger 
than  that  given  by  Magnus, — viz.,  10.76  per  cent.  Among  the  blind  in 
Austria,  the  cases  due  to  injuries  amounted  to  7.9  per  cent. 

In  the  United  States,  28.67  per  cent,  of  Oppenheimer's  cases  were  due 
to  traumatism,  and,  according  to  the  eleventh  census,  nearly  twenty  per 
cent,  of  the  cases  of  blindness  from  known  causes  were  due  to  injury,  the 
proportion  being  much'  greater  among  the  males  (275.93  per  thousand) 
than  among  the  females  (97.21  per  thousand).^  Of  the  7134  in  whom  the 
blindness  was  due  to  injury,  117  were  under  one  year  of  age,  356  were 
between  one  and  five  years  of  age,  516  were  between  five  and  ten  years, 
903  were  between  ten  and  twenty  years,  3024  were  between  twenty  and  fifty 
years,  1865  were  at  the  age  of  fifty  years  and  upward  when  the  injury  was 
received,  while  for  353  the  age  when  the  injury  occurred  was  unknown. 

The  cases  of  blindness  of  one  eye  from  injuries  are,  of  course,  much 
more  frequent;  according  to  Cohn,  they  constitute  24.2  per  cent,  of  all 
cases  of  one-sided  blindness.  In  the  United  States  the  proportion  is  much 
higher,  reaching  44.06  per  cent.,  according  to  the  last  census.  Many  of 
these  unfortunates  are  in  constant  danger  of  losing  the  sight  of  their  sound 
eye  by  sympathetic  inflammation.  According  to  the  Royal  Commission  on 
the  Condition  of  the  Blind  in  the  United  Kingdom,^  total  blindness  ensues 
in  from  4  to  4.5  per  cent,  of  all  injuries  to  one  eye.  Glascott*  states  that 
at  least  one-half  of  persons  blinded  by  injury  to  one  eye  lose  the  other  from 
sympathetic  disease.  Sympathetic  inflammation  is,  therefore,  a  constant 
menace  to  the  sight  of  the  uninjured  eye,  and  early  surgical  treatment  of 
the  injured  eye  is  of  the  utmost  importance,  with  a  view  to  preserving  the 
sight  of  the  sound  eye. 

Blindness  comes  on  from  either  direct  injury  to  both  eyes  or  the  injury 
of  one  eye  setting  up  sympathetic  inflaramatiou  in  the  other.  According  to 
Magnus,  the  former  comprises  4  per  cent,  and  the  latter  4.5  per  cent,  of 
all  cases  of  blindness.  Direct  injuries  to  the  eyes  in  males  are  chiefly 
accidents  occurring  while  at  Avork,  whereas  in  women  and  children  they  are 
for  the  most  part  due  purely  to  accident  or  carelessness,  or  are  produced  by 
wilful  violence. 


1  IV.  Congrds  d'Hygidne,  i.  p.  218. 

See  page  481. 
'  Loo.  cit. 

*  Paper  rend  at  the  annual  meeting  of  Hensliaw's  Blind  Asylum,  1886. 
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Injuries  by  animals  and  by  lightning  are  given  in  the  Irish  census 
returns  for  1891  as  responsible  for  thirteen  and  seven  cases  respectively. 

Injuries  by  foreign  bodies  constitute  the  majority  of  traumatisms  of  the 
eye.  They  are  most  frequently  met  with  among  workers  in  metal  and 
stone.  When  the  foreign  bodies  are  large  and  strike  the  eye  with  force, 
they  perforate  its  membranes  and  penetrate  into  the  interior  of  the  eye. 
Eyes  thus  injured  are  generally  lost;  and,  moreover/ when  but  one  eye  is 
injured,  it  is  apt  to  give  rise  to  sympathetic  inflammation  in  the  other  eye. 

The  accidents  most  frequently  observed  are  burns,  foreign  bodies,  punc- 
tures or  cuts,  rupture  of  the  membranes,  and  traumatic  cataract.  According 
to  Glascott,'  burns  from  fire,  acids,  corrosives,  and  lime  may  be  held  to 
cause  twelve  per  cent,  of  all  injuries,  and  accidents  from  flying  pieces  of 
stone  or  chips  of  metal  fifty-eight  per  cent.  In  weaving-mills,  accidents 
from  shuttles  flying  out  of  the  loom  formerly  were  very  frequent,  and  gen- 
erally of  a  very  destructive  character,  but  of  late  years  their  frequency  has 
been  markedly  diminished  by  the  introduction  of  shuttle-guards. 

Coccius  ^  gives  the  following  list  of  artisans,  not  including  miners,  in 
whom  injuries  to  the  eye  incurred  in  their  occupations  were  observed  by 
him  during  the  years  1868  and  1869.  They  are  arranged  in  the  order  of 
diminishing  frequency  as  follows  : 


Locksmiths   156 

Handicraftsmen   67 

Masons   43 

Smiths   23 

Machine-makers   22 


Millers  18 

Carpenters  14 

Stone-masons   8 

Metal  turners   6 

Total  357 


The  investigations  of  Cohn^  are  very  interesting  as  showing  the 
dangers  to  which  the  eyes  of  metal-workers  are  subjected.  He  found  that 
every  one  of  the  1283  workers  in  metal  examined  by  him  suffered  two 
or  three  times  a  year  from  injury  to  the  eyes.  About  one-half  of  those 
injured  (633)  were  compelled  to  obtain  medical  aid.  Of  these,  thirty-six, 
or  5.7  per  cent.,  were  partially  deprived  of  sight,  and  sixteen,  or  2.5  per 
cent.,  lost  the  sight  of  one  eye  entirely.  A  careful  examination  of  the 
cornea  of  one  of  these  workmen  will  often  show  about  a  dozen  small 
point-like  opacities  in  the  cornea  which  have  been  caused  by  the  impact 
of  foreign  bodies. 

The  use  of  protective  spectacles  would  greatly  diminish  the  liability  to 
accidental  injury  of  the  eyes  in  some  trades,  but  workmen  generally  refuse 
to  wear  them  because  they  think  the  spectacles  interfere  with  their  acuity 
of  vision.  Glass  is  certainly  open  to  the  objection  that  in  case  of  accident 
it  is  liable  to  splinter  and  penetrate  the  eye  which  it  is  intended  to  pro- 
tect ;  but  even  eye-protectors  made  of  fine  brass  wire,  or  of  mica,  it  is 
difficult  to  induce  artisans  to  wear. 


'  Loc.  cit. 

'  Quoted  by  Magnus,  loc.  cit.,  a.  197. 
«  Cited  by  Fuchs,  loc.  cit.,  s.  186. 
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Injuries  by  blows,  thrusts,  pricks,  etc.,  are  generally  caused  by  accidents 
which  cannot  be  foreseen  or  avoided,  while  most  of  the  injuries  that  are 
purposely  inflicted  belong  to  this  class. 

Injuries  from  explosive  substances  are  generally  a  combination  of  burn 
and  injury  by  a  foreign  body,  such  as  grains  of  powder,  particles  of  the 
exploded  material,  rock,  sand,  coal,  etc.,  and  are  most  frequent  in  the 
mining  districts.  Of  fifty-four  cases  of  traumatic  blindness  reported  by 
Trousseau,  thirteen,  or  24  per  cent.,  were  caused  by  mine  explosions ;  and 
Layet  ^  reports  that  at  Liege,  of  one  hundred  and  six  blind  from  wounds, 
sixty,  or  56.6  per  cent.,  were  from  coal-mine  explosions. 

Injuries  by  gunpowder  are  usually  much  more  dangerous  than  simple 
injuries  by  foreign  bodies,  not  only  on  account  of  their  greater  severity,  but 
also  because  they  generally  involve  both  eyes.  Children  furnish  a  large 
number  of  the  injuries  caused  by  explosives,  as  the  result  of  careless  play- 
ing with  fire-arms  or  with  dangerous  toys,  such  as  percussion-cap  toy  pistols, 
fulminating  preparations,  etc. 

Injuries  received  in  War. — The  following  table,  quoted  by  Fuchs  ^  from 
Reich,  shows  the  frequency  of  injuries  of  the  eye  in  proportion  to  the  total 
wounded.  The  larger  proportion  observed  in  the  Armenian  war  is  because 
slight  wounds  were  noted,  which  was  not  the  case  in  the  statistics  of  the 
other  wars. 

Injuries  of  the  Eye  received  in  War. 


Number  of 

all  the 
Wounded. 

Injuries 
to  the 
Eye. 

Per 
Cent. 

408,072 
75,321 
13,091 

1190 
464 
290 

.29 
.61 
2.21 

Unsuccessful  operations  are  responsible  for  1.938  per  cent,  of  the  cases 
in  Magnus's  general  table.  This  percentage  is  probably  higher  than  now 
obtains  under  the  modern  technique  of  cataract  operations,  and  it  is  to  this 
class  of  operations  that  most  of  the  cases  belong. 

Blindness  from  Injunes  to  the  Skull. — Blindness  sometimes  ensues  on 
injuries  which  do  not  affect  the  eye  directly,  but  the  skull.  Such  cases, 
according  to  Magnus,  constitute  0.277  per  cent,  of  all  cases  of  blindness. 
Injuries  to  the  skull  lead  to  blindness  in  very  various  ways.  In  some 
cases  Berlin^  has  demon.strated  that  fractures  of  the  bone,  especially  in  the 
optic  canal,  are  present,  which  cause  bruises  and  laceration  of  the  optic 
nerve. 

Traumatic  sympathetic  ophthalmia. — Symi)athetic  blinding  of  one  eye 
from  injury  of  the  other  was  the  cause  of  4.509  per  cent,  of  cases  in  Mag- 


'  Quoted  by  Trousseau,  loc.  cit.,  p.  120. 

'  Loo.  cit.,  8.  187. 

»  Quoted  by  Fuchs,  loc.  cit. ,  s.  189. 
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nus's  table.  Of  the  thirty-four  cases  personally  observed  by  Magnus,  there 
Avere  sixteen  between  one  and  fifteen  j  ears  of  age,  six  between  fifteen  and 
thirty,  seven  between  thirty  and  forty-five,  one  between  forty-five  and 
sixty,  one  between  sixty  and  seventy.  In  three  cases  no  reliable  informa- 
tion could  be  obtained  as  to  the  age.  Twenty -three  of  the  cases  were  males 
and  eleven  females.  The  large  proportion  of  cases  occurring  in  childhood 
and  among  males  stands  in  natural  relation  with  the  larger  proportion  of 
cases  of  iujury  occurring  at  the  same  period  and  among  the  male  sex.  As 
to  the  time  which  elapsed  before  sympathetic  blinding  of  the  second  eye 
occurred,  Magnus  found  that  in  one-half  of  the  cases  the  interval  was  less 
than  a  year,  and  that  in  fourteen  cases  it  was  half  a  year  or  less.  The 
shortest  period  was  four  weeks,  and  the  longest  twenty-eight  years.  His 
experience  agrees  with  that  of  most  observers,  that  the  danger  of  the 
appearance  of  sympathetic  inflammation  is  greatest  during  the  first  week. 

IV.  blindness  due  to  general  diseases. 

General  or  systemic  diseases  were  responsible  in  Oppenlieimer's  table  for 
19.41  per  cent.,  in  Magnus's  general  table  for  18.3  per  cent.,  and  in  Trous- 
seau's table  for  23.52  per  cent,  of  all  the  cases  of  blindness. 

The  brain  is  by  far  the  most  important  of  all  the  organs  of  the  body  in 
the  causation  of  blindness.  To  it  are  ascribed  7.46  per  cent,  of  the  cases 
from  known  causes  tabulated  in  the  last  United  States  census.  According 
to  Magnus,  it  is  responsible  for  46.8  per  cent,  of  his  collected  cases  due 
to  systemic  disease.  Of  these,  39  per  cent,  were  due  to  disease  of  the 
brain  and  its  membranes  causing  changes  in  the  optic  nerve  and  the  retina, 
and  manifesting  themselves  in  atrophy  of  the  optic  nerve  or  optic  neuritis. 
In  the  remaining  7  per  cent,  the  blindness  was  due  to  a  direct  transmission 
of  the  meningitic  process  to  the  eyeball,  especially  to  the  uveal  tract,  and 
blindness  ensued  from  irido-choroiditis.  According  to  Mauthner,  intra- 
cranial diseases  give  rise  to  at  least  four-fifths  of  the  cases  of  optic  neuritis. 

Affections  of  the  retina  and  optic  nerve  in  meningitis  were  found  by 
Allbutt  in  thirty-eight  cases  twenty-nine  times,  by  Heinzel  in  forty-one 
cases  forty-one  times,  by  Bouchut  in  fifty-nine  cases  fifty-seven  times. 
The  changes  observed  in  these  cases  were  generally  a  slight  hypersemia  or 
inflammation  of  the  retina  and  optic  nerve,  but  in  some  cases  they  were 
so  severe  as  to  lead  to  blindness.  It  is  probable  that  in  many  of  the  cases 
in  which  atrophy  of  the  optic  nerve  comes  on  after  measles,  scarlatina, 
dysentery,  and  typhoid  fever,  the  eye-affection  is  due  to  a  complicating 
meningitis. 

The  chronic  diseases  of  the  nervous  system  are  those  which  most  fre- 
quently lead  to  affections  of  the  globe  of  the  eye.  Cerebral  tumors  are 
accompanied  by  intense  optic  neuritis  with  circumpapillary  hemorrhages. 

The  Spinal  Cord. — Disease  of  the  spinal  cord  was  responsible  for  12.74 
per  cent,  of  the  cases  due  to  general  diseases  in  Magnus's  table.  A  large 
proportion  were  cases  of  atrophy  of  the  optic  nerve  leading  to  blindness 
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resulting  from  tabes,  which  has  a  special  predilection  for  the  eye,  and 
Leber  and  Graefe  estimate  that  from  26  to  30  per  cent,  of  all  cases  of 
optic  atrophy  depend  upon  this  disease,  which  is  a  larger  percentage  than 
that  given  by  Magnus.  On  the  other  hand,  Cyon  found  that  in  two 
hundred  and  three  cases  of  tabes  dorsalis  blindness  occurred  in  twenty- 
seven,  or  13.3  per  cent.  Charcot  has  pointed  out  that  optic  atrophy  often 
precedes  the  typical  phenomena  of  tabes,  and  may  even  make  evident  its 
onset.  In  other  cases  it  may  not  come  on  until  after  the  affection  of  the 
gait  is  marked. 

Atrophy  of  the  optic  nerve  is  sometimes  found  with  insular  sclerosis 
and  lateral  sclerosis  of  the  spinal  cord  ;  and  in  general  paralysis  of  the 
insane,  although  spinal  disease  is  not  always  present,  atrophy  of  the  papilla 
frequently  occurs. 

The  Vascular  System. — Disease  of  the  vascular  system  was  the  cause  of 
2.59  per  cent,  of  the  cases  due  to  systemic  disease  in  Magnus's  table.  Of 
these,  eleven  were  due  to  hemorrhage  and  one  to  embolism  of  the  central 
arteiy  of  both  retinae.  Vascular  disease  leads  to  blindness  by  embolism 
or  thrombosis  of  the  retinal  vessels.  Such  cases — moi'e  especially  in  both 
eyes,  however — are  very  rare.  On  the  other  hand,  retinal  hemorrhages, 
with  or  without  retinitis,  which  seriously  injures  the  sight,  are  not  un- 
common, and  are  also  caused  by  changes  in  the  retinal  vessels.  ISIagnus 
reckons  among  these  cases  of  blindness  caused  by  neuro-retinitis  after  great 
loss  of  blood.  Hemorrhages  from  the  stomach,  bowels,  or  uterus  are 
capable  of  giving  rise  to  serious  and  incurable  blindness,  but  the  connec- 
tion between  the  loss  of  blood  and  loss  of  sight  in  these  cases  is  not  yet 
clearly  made  out. 

The  digestive  system  was  responsible  for  only  four  cases,  or  0.86  per 
cent.,  of  the  systemic  cases  in  Magnus's  table.  Two  of  these  were  due  to 
a  dysentery  which  led  to  the  development  of  optic  atrophy,  and  the  two 
remaining  cases  were  due  to  a  violent  vomiting  causing  atroj^hy  of  the 
optic  nerve. 

The  uropoietie  system  gave  twenty-eight,  or  6.05  per  cent.,  of  the  cases 
due  to  systemic  disease.  Twenty -threC'  of  these  cases  were  due  to  gonor- 
rhoeal  blennorrhcea,  and  five  to  albuminuria.  Two  of  the  latter  were  in 
pregnant  Avomen.  Omitting  the  twenty-three  cases  of  gonorrhosal  blennor- 
rhcea, the  propriety  of  including  which  here  is  doubtful,  the  cases  from 
albuminuria  would  be  but  1.07  per  cent 

Diseases  of  the  Sexual  Organs. — Neuritis  resulting  in  partial  or  com- 
plete blindness  has  sometimes  been  observed  as  the  result  of  disturbance  of 
the  menstrual  function,  and  in  various  diseases  of  the  uterus. 

The  connective  tissue  and  cutafieous  systenn  gave  but  three  cases,  or  0.65 
per  cent.,  of  Magnus's  cases  due  to  general  diseases.  Two  of  these  were 
ca-scs  of  atrophy  of  the  optic  nerve  consequent  ujion  facial  erysii)elas,  and 
one  was  a  case  of  atrophy  following  upon  orbital  inflammation. 

Chronic  skin  disease  exercises  a  more  or  less  important  influence  on  sight 
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by  promoting  the  formation  of  cataract.  Atrophy  of  tlie  optic  nerve,  too, 
sometimes  seems  to  be  developed  by  such  a  cause,  and  Mooren  describes^ 
the  case  of  a  child  in  whom  blindness  from  optic  atrophy  was  due  to  a 
chronic  skin  affection  of  the  head,  and  he  considers  chronic  meningeal 
hypei-iemia  as  a  pathogenic  connecting  link  between  head-eruption  and 
optic-nerve  atropiiy. 

Lepra  is  responsible  for  a  small  proportion  of  cases  of  blindness. 
According  to  Daniclsen,^  out  of  one  hundred  and  twenty-five  leprous 
patients,  eighty-seven,  or  69  per  cent.,  had  eye-disease,  which  often  results 
in  blindness  from  opacity  of  the  cornea  or  from  the  formation  of  leprous 
tubercles  in  the  cornea  and  sclera,  which  terminate  in  shrivelling  of  the 
eyeball.  Hence  in  countries  where  leprosy  prevails  a  certain  proportion  of 
the  cases  of  blindness  is  due  to  this  cause.  Thus,  in  Norway,  Professor 
Hjort,  of  Christiania,  found,  among  two  hundred  and  eighty-nine  cases  of 
blindness,  that  seven,  or  2.4  per  cent.,  were  due  to  this  disease ;  and  Pedra- 
glia^  found  in  twenty-six  lepers,  eight,  or  30.77  per  cent.,  with  leprous  eye- 
disease. 

The  aoute  infectious  diseases  gave  one  hundred  and  fifteen  cases,  or  24.8 
per  cent,  of  all  the  cases  from  general  diseases  in  Magnus's  table.  They 
were  distributed  as  follows  : 


Small-pox,  12.10  per  cent. 
Typhoid  fever,  5. 18  per  cent. 
Measles,  3.46  per  cent. 


Scarlet  fever,  2.81  per  cent. 
Other  exanthems,  1.30  per  cent. 


In  acute  febrile  diseases  the  eyes  are  much  more  frequently  affected 
than  is  commonly  supposed.  Owing  to  the  gravity  of  the  general  disease, 
the  local  affection  of  the  eye  is  very  apt  to  be  overlooked,  especially  when 
it  affects  the  deeper  parts.  As  the  patient  makes  no  complaint  of  dis- 
ordered vision,  as  a  rule,  no  careful  examination  of  the  eye  is  made.  If 
the  patient  recover,  the  slighter  affections  of  the  eye  generally  also  recover 
spontaneously,  and  so  pass  unnoticed. 

Eye-complications  are  liable  to  appear  at  any  time  in  the  course  of  the 
disease,  but  they  most  frequently  occur  during  convalescence,  and  they  have 
much  in  common.  At  the  period  of  invasion  of  the  eruptive  fevers  there 
exists  a  simple  conjunctivitis,  which  may  become  catarrhal  or  phlyctenular, 
and  the  cornea  may  become  affected ;  hnt  this  occurs  more  often  during 
convalescence,  when  a  phlyctenular  or  ulcerous  keratitis  may  develop,  and 
sometimes  a  true  abscess,  all  of  which  may  result  in  a  considerable  dimi- 
nution of  visual  power,  or  even  in  its  entire  loss.  In  all  the  eruptive 
fevers  iritis  or  irido-choroiditis  may  supervene,  but  affections  of  the  uveal 
tract  are  much  less  frequent  than  those  of  the  conjunctiva  or  cornea. 

In  the  comatose  period  of  grave  affections  the  patient  often  lies  for 


i-Ophthalmologische  Mittheilungen  aus  dem  Jahre  1873,  s.  93. 

^  Quoted  hy  Fuchs,  loc.  cit.,  s.  12. 

*  Morphotische  Augenkrankung,  X.  M.  f.  A.,  x.  s.  65. 
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several  days  partially  or  completely  imconscious,  with  eyelids  half  open, 
exposing  the  lower  third  of  the  coruea,  which  soon  becomes  covered  with  a 
yellow,  dried  secretion  which,  upon  removal,  exhibits  the  cornea  beneath 
dry,  lustreless,  dim,  or  even  ulcerated.  The  prognosis  in  such  conditions  is 
most  grave.  Should  he  recover,  however,  he  may  have  dense  cicatrices  in 
the  cornea,  or  he  may  lose  one  or  both  eyes  completely.  This  keratitis  was 
formerly  regarded  as  the  efliect  of  depressed  innervation,  and  designated  as 
neuro-paralytic ;  but  now,  owing  especially  to  the  researches  of  Feuer,'  it  is 
known  that  this  form  of  keratitis  is  the  consequence  of  the  drying  of  the 
exposed  cornea,  and  hence  he  called  it  keratitis  xerotica.  This  affection 
may  be  prevented  by  covering  the  eye  with  a  light  compressive  bandage,  or 
by  closing  the  lids  by  means  of  narrow  strips  of  gauze  and  collodion  so 
soon  as  the  first  signs  of  the  drying  process  show  themselves. 

Small-pox  was  responsible  for  1.41  per  cent,  of  the  cases  of  blindness 
from  known  causes  tabulated  in  the  eleventh  United  States  census,  for 
2.216  per  cent,  of  all  the  cases  in  Magnus's  general  table,  and,  according  to 
Schaefer,^  for  11.9  per  cent,  of  the  cases  included  in  the  last  Russian  census. 

The  census  returns  of  Ireland  show  a  steady  diminution  in  the  number 
of  cases  of  blindness  from  small-pox.  The  census  of  1871  gave  526  cases; 
that  of  1881,  359;  and  that  of  1891,  221  ca.ses.  This  is  due  not  only 
to  the  influence  of  vaccination,  but  also  to  the  fact  that  ophthalmia  has 
diminished  in  frequency  and  severity.  It  is  a  peculiarity  of  the  small-pox 
eruption  to  attack  most  severely  the  more  vascular  parts ;  hence  an  eye 
affected  with  ophthalmia  is  much  more  liable  to  the  attack  of  the  small- 
pox eruption  than  the  healthy  eye. 

The  following  table  by  Fuchs  ^  gives  an  idea  of  the  frequency  with  which 
eye-disease  of  some  form,  including  hypopyon  keratitis,  appears  as  a  sequel 
of  variola. 

Frequency  of  Eye-Disease  as  a  Sequel  of  Variola. 


Observer. 


Hebra  

Manz  

Adler — I.  Vienna  Communspitiil 

ir.  Viennii  Communspital .  .  . 

Vienna  Children's  Hospital  .  . 

Makuna  

Oppert  


Number  of 
Small-pox 
Cases. 


12,000 
2,000 


1,182 
706 


2,755 


Of  these 
the  Eyes 
were  af- 
fected in 


Per  Cent. 
1 

1.6 

6 

2.9 
9 

9.7 
11 


The  frequency  of  ocular  complications,  it  will  be  seen,  varies  consider- 
ably, and  depends  to  a  large  extent  on  the  severity  of  the  epidemic.  The 
more  severe  the  disease  the  greater  is  the  danger  to  the  eyes.  Adler 
ob-sei-ved  a  scries  of  one  hundred  cases  of  small-pox  in  whicii  the  eyes 


'  Wiener  Med.  Presse,  1877,  s.  48. 
'  Loc.  cit.,  8.  11. 


3  Loc.  cit.  .s  80. 
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were  affected  ;  blindness  ensued  in  only  the  more  severe  cases,  and  not  one 
of  those  which  recovered  lost  his  sight. 

The  eye-affections  of  variola  are  of  various  kinds,  but  most  of  the 
grave  cases  are  affections  of  the  cornea  which  supervene  during  the  stage  of 
desiccation  or  of  convalescence.  Landesberg  ^  observed  two  hundred  and 
seventy  cases  of  variolous  eye-disease,  and  they  were  distributed  as  follows  : 

Cases.       Per  Cent. 


Disease  of  the  conjunctiva   156  67.78 

Disease  of  the  lacrymal  apparatus   15  5.55 

Disease  of  the  lids   3  1.11 

Periostitis  and  caries  of  the  upper  orbital  wall   1  0.37 

Disease  of  the  cornea   81  30.00 

Disease  of  the  iris   8  2.96 

Disease  of  the  uveal  tract   4  1.48 

Glaucoma   2  0.74 


from  which  it  is  seen  that  conjunctival  and  then  corneal  affections  are  the 
most  frequent  ocular  complications  of  small-pox. 

Adler  had  among  one  hundred  and  sixty -five  variolous  ophthalmias 
forty-two  per  cent,  of  corneal  affection,  Landesberg  had  eighty-one  cases, 
or  thirty  per  cent.,  of  corneal  affection,  and  of  these  the  eye  was  lost  in 
twelve  cases.  Of  Manz's  thirty-two  cases,  four  went  on  to  phthisis  cor- 
nese,  two  to  total  staphyloma  cornese,  and  eleven  to  the  formation  of  leu- 
coma.  From  these  figures  it  is  evident  that  variolous  keratitis  is  a  very 
grave  affection  and  often  causes  loss  of  sight. 

Before  the  introduction  of  vaccination,  small-pox  was  a  very  common 
and  wide-spi'ead  disease,  and  it  was  responsible  for  a  very  considerable  pro- 
portion of  cases  of  blindness ;  but  the  general  practice  of  vaccination  has 
changed  this  by  diminishing  the  frequency  of  small-pox  and  also  the  viru- 
lence of  the  disease.  Accordmg  to  Caron  du  Villars,^  before  the  discovery 
of  vaccination,  thirty-five  per  cent,  of  all  blind  persons  in  France  became 
so  from  small-pox,  but  since  the  introduction  of  vaccination  the  per- 
centage has  fallen  to  eight.  In  Prussia,  according  to  Steffan,  before  the 
introduction  of  compulsory  vaccination,  thirty-five  per  cent,  of  the  blind 
became  so  from  small-pox,  and  after  its  introduction  but  two  per  cent,  of 
the  blind  lost  their  sight  by  variola.  Dumont^  found  that  of  the  one  hun- 
dred and  twenty-two  cases  of  blindness  from  small-pox  which  came  to  the 
Hospice  des  Quinze-Vingts,  but  a  single  one  had  been  vaccinated,  and  he 
had  not  been  vaccinated  successfully.  Hence  we  see  that  vaccination  has 
most  markedly  diminished  the  liability  to  blindness  as  a  sequel  of  variola, 
and  that  these  statistics  furnish  another  potent  argument  in  favor  of  com- 
pulsory vaccination. 

Typhoid  fever  caused  twenty-four  cases  of  double-sided  blindness,  or 

^  Beitrag  zur  variolosen  Ophthalmie,  Elberfeld,  1874. 

'■^  Quoted  by  Dumont,  Recherches  statistiques  sur  les  Causes  et  les  Effets  de  la  Cecite, 
Paris,  1856,  p.  43. 
» Ibid.,  p.  46. 
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0.949  per  cent,  of  Magnus's  collected  cases,  and  5.18  i)er  cent,  of  his  cases 
caused  by  systemic  disease.  Three  of  these  cases  were  due  to  disease  of  the 
cornea  (total  leucoma),  six  to  irido-choroiditis,  and  fifteen  to  atrophy  of  the 
optic  nerve.  As  a  consequence  of  acute  fever  there  occurs  sometimes  tran- 
sient, sometimes  permanent  blindness  from  affection  of  the  optic  nerve  and 
its  central  termination.  In  cases  of  permanent  blindness  ophthalmoscopic 
examination  reveals  generally  neuritis,  which  terminates  in  atrophy  of  the 
optic  nerve.  Sometimes,  however,  no  pathological  condition  can  be  dis- 
covered, and  atrophy  comes  on  later.  Much  more  frequently  such  instances 
of  blindness  accompany  meningitis  and  epidemic  cerebro-spinal  meningitis. 

Relapsing  fever,  although  it  does  not  appear  in  Magnus's  table,  is 
especially  noteworthy.  Knipping,^  in  an  epidemic  at  Dantzic,  observed 
eye-complications  in  3.8  per  cent,  of  the  cases,  Lachmann  in  1 1  per  cent., 
Luclihau  in  3.3  per  cent.,  and  Trompetter  in  6  per  cent.  Their  frequency 
and  severity  vary  in  different  epidemics,  but  the  more  severe  the  disease  the 
more  frequent  and  severe  are  the  eye-complications.  They  generally  involve 
the  anterior  part  of  the  uveal  tract, — namely,  the  iris  and  ciliary  body.  The 
disease,  according  to  Fuchs,  runs  a  tedious  course,  and  traces  of  it  with 
diminution  of  the  power  of  vision  remain.  Complete  blindness  has  been 
observed,  but  is  rare.  In  seven  hundred  and  thirty  cases  complicated  with 
irido-choroiditis,  Logetschnikoff  saw  blindness  occur  in  but  three. 

Measles. — The  eye-inflammations  accompanying  this  disease,  although 
severe  in  many  cases,  are  seldom  dangerous  to  vision :  hence  we  find  that, 
although  measles  is  one  of  the  commonest  of  the  infective  diseases,  it 
caused  only  2.8  per  cent,  of  the  cases  of  blindness  from  known  causes  in 
the  United  States  in  1890,  but  0.633  per  cent,  of  blindness  in  Magnus's 
general  table,  and  3.46  per  cent,  of  his  cases  from  systemic  disease.  Of 
the  sixteen  cases  tabulated,  fifteen  were  due  to  destruction  of  the  cornea 
and  one  to  atrophy  of  the  optic  nerve. 

Scarlet  fever,  although  a  very  prevalent  disease,  is  but  seldom  accompa- 
nied by  serious  eye-troubles,  but  when  they  do  occur  they  are  generally  of 
a  formidable  character.  It  caused  but  1.75  per  cent,  of  the  cases  tabulated 
in  the  last  United  States  census  report,  0.514  per  cent,  of  the  general  table 
of  Magnus,  and  2.81  per  cent,  of  his  cases  from  systemic  disease.  Seven 
of  the  thirteen  cases  tabulated  by  Magnus  lost  their  sight  through  blen- 
norrhcea,  three  of  the  remaining  cases  presented  evidences  of  an  old  irido- 
choroiditis,  and  two  had  atrophy  of  the  optic  nerve  as  the  cause  of  their 
scarlet- fever  blindness. 

Cerebro-spinal  meningitis  may  cause  severe  inflammation  of  the  uveal 
tract.  Both  the  epidemic  and  sporadic  forms  may  be  complicated  witli 
irido-choroiditis.  Usually  it  is  of  a  purulent  character  and  leads  to  shrivel- 
ling of  the  eye,  with  complete  blindness.  It  is  chiefly  met  with  in  children 
under  five  years  of  age. 


'  Quoted  by  Fuchs,  loc.  cit.,  s.  90. 
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M-ysipelas. — Neuritis  terminating  in  blindness  sometimes  occurs  in  ery- 
sipelas of  the  head.  Magnus  notes  two  such  cases  in  his  collection  of  2528 
cases  of  blindness.  Tlie  neuritis  was  produced  either  by  inflammation  of 
the  orbital  cellular  tissue  or  by  complication  of  erysipelas  with  meningitis. 

In  all  these  cases  the  prophylactic  treatment  must  be  directed  to  the 
fundamental  disease,  not  to  the  secondary  alfection  of  the  optic  nerve. 

Pregnaney,  Childbed,  and  Lactation.— \5n(!iev  this  head  are  included 
cases  of  blindness  which  have  been  observed  as  consequences  of  pregnancy, 
the  puerperal  state,  or  lactation,  and  in  which  the  pregnancy  or  lying-in 
apparently  ran  a  normal  course.  Of  this  class  Magnus's  general  table 
shows  eleven  cases,  or  0.431  per  cent.  In  three  of  these  cases  blindness 
came  on  during  pregnancy,  in  seven  during  childbed,  and  in  one  during 
lactation.  Magnus  gives  the  following  table  of  the  form  of  blindness  in 
these  cases,  and  includes  two  cases  of  albuminuric  retinitis  which  were  tabu- 
lated under  diseases  of  the  uropoietic  system,  thus  making  thirteen  in  all. 


Blindness  following  Pregnancy. 


Form  of  Blindness. 

Pregnancy. 

Cliildbed. 

Lactation. 

1 
1 
2 
1 

4 

3 

1 

In  puerperal  fever,  as  well  as  in  certain  general  infections,  the  eyes  may 
be  Ibst  by  suppuration  starting  from  the  irido-choroidal  apparatus, — that 
is,  by  metastatic  choroiditis.  Purulent  choroiditis  arising  from  metastasis 
from  some  deposit  of  pus,  Fuchs  believes  to  be  much  more  common  than  is 
generally  supposed,  and  he  has  often  observed  it  in  the  large  lying-in  hos- 
pitals of  Vienna.  As  patients  alfected  with  it  are  very  seriously  ill,  and, 
as  a  rule,  die,  the  eye-affection  attracts  but  little  attention,  and  the  oculist, 
especially,  seldom  hears  of  it.  The  affected  eye  is  irretrievably  lost,  and 
not  uncommonly  both  eyes  are  simultaneously  or  successively  attacked. 
Notwithstanding  this,  the  number  of  those  rendered  blind  from  this  cause 
is  small,  for  very  few  of  those  who  have  the  serious  general  disease  recover 
fi'om  it. 

Syphilis  is  the  cause  of  many  eye-affections,  and  there  is  scarcely  any 
part  of  the  eye  that  may  not  be  invaded  by  it ;  but  it  seldom  produces 
complete  blindness.  Cohn  found  among  twenty  thousand  patients  but  1.15 
per  cent,  of  syphilitic  eye-disease,  and  Coccius  but  1.16  per  cent,  in  his 
clinic.  Magnus  found  that  but  0.47  per  cent,  of  his  blind  cases  owed  their 
blindness  to  this  disease.  Of  the  twelve  cases  tabulated  by  the  latter 
observer,  two  owed  their  blindness  to  optic  atrophy  and  ten  to  iritis  or 
choroiditis.  Many  other  cases  which  had  a  syphilitic  origin  have  been 
manifestly  tabulated  under  other  headings,  and  they  include  affections  of 
the  choroid,  retina,  and  optic  nerve. 
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Scrofula. — According  to  the  Russian '  census  figures,  scrofula  was  the 
cause  of  blindness  in  1.75  per  cent,  of  the  cases,  and  in  the  last  United 
States  census  scrofula  and  other  blood-diseases  are  credited  with  5.75  per 
cent.  In  Magnus's  general  table  it  shows  only  a  percentage  of  0.039.  It 
is  in  fact  responsible  for  a  much  larger  percentage,  but  many  of  the  cases 
due  to  scrofula  have  been  tabulated  under  corneal  affections.  Birch-Hirscli- 
feld^  places  the  number  of  blind  from  scrofulous  ophthalmia  in  the  Saxony 
blind  asylums  as  six  per  cent,  of  the  total  number  under  twenty  years  of 
age.  Scrofula,  however,  appears  to  be  responsible  for  many  cases  of  blind- 
ness of  which  it  is  not  the  direct  cause ;  included  in  this  category  are  many 
of  the  cases  of  blindness  from  mechanical  irritation  of  the  cornea  occurring 
in  subjects  who  have  suffered  from  scrofulous  disease  of  the  cornea. 

Among  other  chi-onic  general  diseases  which  cause  injury  to  the  sight 
and  in  rare  cases  blindness  are  leukaemia,  pernicious  anaemia,  scurvy,  albu- 
minuria, diabetes,  hysteria,  rachitis,  chronic  rheumatism,  and  gout.  In  none 
of  these  cases  is  special  prophylaxis  jjossible. 

Chronic  poisoning  was  responsible  for  but  a  single  case,  or  0.039  per 
cent.,  in  Magnus's  general  table. 

Tobacco  and  alcohol  cause  aflFections  of  the  optic  nerve  which  very 
rarely  lead  to  total  blindness,  but  all  the  more  frequently  lead  to  impair- 
ment of  vision,  ending,  perhaps,  in  atrophy  of  the  papilla.  The  noxious 
agent  in  tobacco  is  nicotine,  which  is  found  in  larger  proportions  in  the 
cheaper  qualities  of  tobacco,  which  are,  therefore,  the  more  injurious.  Ac- 
cording to  Fuchs,  nicotine  heated  to  250°  F.  is  volatilized  and  decomposed, 
but  if  watery  vapor  is  present,  volatilization  takes  place  without  decom- 
position. When  dry  tobacco  is  smoked  the  greater  jiart  of  the  nicotine  is 
decomposed  by  the  heat.  The  moister  the  tobacco — and  the  cheaper  kinds 
are  generally  damp — the  greater  the  quantity  of  nicotine  that  passes  into 
the  smoke  with  the  watery  vajDor.  Chewing  tobacco  is  also  injurious,  as 
the  tobacco  used  for  this  purpose  is  generally  rich  in  nicotine. 

Tobacco  amblyojiia  constitutes  from  0.6  per  cent.  (Hirschberg)  to  one 
per  cent.  (Foerster)  of  all  eye-patients,  and  by  far  the  lai'ger  number  of 
cases  are  met  with  in  j^ersons  over  forty  years  of  age. 

Bisulphide  of  carbon  seems  to  produce  blindness  in  much  the  same  way 
as  tobacco. 

The  abuse  of  alcohol  sometimes  causes  amblyopia  the  symptoms  and 
course  of  which  greatly  resemble  those  of  tobacco  amblyopia.  Tiie  one 
case  given  in  Magnus's  table  was  due  to  alcoholism.  In  most  cases  tobacco 
and  alcoliol  act  together.  Fusel  oil  is  said  to  be  tiie  noxious  agent  in  pro- 
ducing alcoholic  amblyojDia. 

Chronic  lead  or  mercurial  poisoning  sometimes  causes  optic  neuritis, 


'  Schaefer,  loc.  cit.,  s.  11. 

'  Art.  Scrofula,  Ziemssen's  Hand-Book  of  Special  Pathology  and  Therapeutics,  New 
York,  1877,  vol.  xvi.  p.  797. 
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from  whicli  atrophy  of  the  optic  nerve  may  result,  and  sometimes  an 
albuminuric  retinitis  secondary  to  the  kidney-trouble. 

Snake-bite  is  mentioned,  on  the  authority  of  Leber,*  as  responsible  for 
one  case  of  double-sided  blindness. 

INFLUENCE  OF  OCCUPATION  ON  EYE-DISEASE. 

The  affections  of  the  eye  in  their  relation  to  occupation  may  be  di- 
vided into  the  traumatic  and  the  non-traumatic.  The  chief  of  the  latter  is 
myopia,  which  is  the  eye-defect  of  study,  but  certain  trades  which  require 
minute  and  long-continued  looking  at  objects  close  to  the  eye  also  tend 
to  render  the  eyes  myopic.  Cohn  examined  the  eyes  of  a  large  number 
of  artisans  in  Breslau,  and  found  among  watchmakers  nine  and  seven- 
tenths  per  cent,  of  myopes  ;  gold-  and  silver-workers,  twelve  per  cent. ; 
lithographers,  forty-five  per  cent.  ;  compositors,  fifty-one  per  cent. 

Emmert^  found  in  four  Swiss  watchmakers'  schools  the  proportion  of 
myopes  was  even  higher, — namely,  fourteen  per  cent.  Other  trades,  such 
as  engravers,  tailors,  seamstresses,  shoemakers,  needle-makers,  etc.,  are  also 
conducive  to  myopia. 

The  statistics  of  myopia  show  very  convincingly  the  danger  which  the 
eyes  incur  in  continuous  use  for  near  work.  Seidelmann  holds  that  those 
occupations  which  thus  throw  the  largest  amount  of  strain  upon  the  eye 
give  a  large  percentage  of  cases  of  those  forms  of  blindness  which  are 
developed  from  myopia, — viz.,  detachment  of  the  retina  and  central  reti- 
nitis ;  but  Magnus  thinks  that  we  have  not  yet  obtained  sufficient  statistical 
data  to  enable  us  to  reach  a  definite  conclusion  upon  this  point. 

Myopia  in  the  majointy  of  cases  remains  stationary  at  a  low  degree ; 
but,  on  the  other  hand,  in  a  certain  minority  the  short  sight  attains  such 
a  height  that  it  seriously  threatens  to  destroy  the  sight  in  the  course  of 
time.  The  cases  of  absolute  blindness  as  a  consequence  of  short  sight 
are  rare  in  comparison  with  the  large  number  of  myopes.  According  to 
Magnus,  choroiditis  e  myopia  furnishes  0.94  per  cent,  of  the  blind.  To 
these  may  be  added  a  portion  of  the  cases  of  detachment  of  the  retina, 
which  altogether  constitute  5.68  per  cent,  of  blind  persons.  On  the  other 
hand,  raucli  more  numerous  is  the  number  of  myopes  who,  as  they  grow 
older,  have  their  sight  become  so  much  impaired  as  to  render  them  incapa- 
ble of  self-support.  Cohn,  in  his  statistics,  includes  all  eyes  which  are 
useless  for  work.  He  gives  the  percentage  of  cases  of  detachment  of  the 
retina  as  a  consequence  of  myopia  as  4.6  per  cent.,  of  retinitis  centralis  e 
myopia  as  6.3  per  cent. ;  so  that  myopia  is  the  cause  of  10  per  cent,  of  all 
cases  of  blindness  of  one  eye. 

The  prevention  of  the  disturbances  of  vision  caused  by  short-sighted- 
ness and  followed  by  amaurosis  is  identical  with  the  prophylaxis  of  my- 


1  Handbuch  d.  ges.  Augenh.,  v.  ii.,  s.  890. 
'  Nagel's  Jahresbericht,  1877,  8.  368. 
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opia.  The  serious  dangers  to  the  eyes  which  may  arise  during  the  period 
of  school  life,  and  the  means  for  their  prevention,  are  well  known,  and  this 
subject  is  given  full  consideration  in  another  part  of  this  work.  The  exer- 
cise of  the  proper  hygienic  precautions  there  described,  both  at  home  and 
in  school,  and  proper  physical  care  of  the  body,  are  the  principal  factors  in 
the  prophylaxis  of  myopia. 

THE  PREVENTION  OP  BLINDNESS. 

In  studying  the  prevention  of  blindness,  Cohn '  arranges  his  statistics 
into  three  series.  In  the  first  he  includes  all  the  cases  of  atrojjhy,  inflam- 
mation of  the  retina  and  optic  nerve,  tumors,  typhoid,  diphtheria,  and  con- 
genital blindness, — that  is  to  say,  the  chief  causes  of  blindness  which  are 
absolutely  incurable.  In  the  second  are  collected  the  cases  of  detachment  of 
the  retina,  central  inflammation  of  the  retina  in  myopia,  and  all  cases  of 
inflammation  of  the  iris  and  cornea  in  which  a  cure  is  possible  under  proper 
treatment;  furthermore,  all  unsuccessful  operations,  half  of  all  injuries, 
and  all  blindness  from  unknown  causes, — that  is,  blindness  which  might 
possibly  have  been  prevented.  And  in  the  thii'd  series  are  embraced  the  other 
half  of  injuries,  all  cases  of  blennorrhoea,  all  cases  of  acute  glaucoma,  all 
cases  of  syphilis,  trachoma,  and  variolous  inflammation, — that  is,  cases 
which  could  have  been  prevented  by  proper  prophylaxis,  or  in  their  be- 
ginning could  have  been  cured  by  proper  treatment.  From  this  study 
Cohn  reaches  the  lamentable  conclusion  that  among  1000  blind  there  were 
only  225  unavoidable  cases,  449  that  were  possibly  avoidable,  and  326 
cases  that  were  absolutely  avoidable;  or,  in  other  words,  that  one-third  of 
the  cases  of  blindness  are  absolutely  preventable  ;  and,  as  all  cases  of  eye- 
injury  do  not  lead  to  blindness,  it  may  be  safely  assumed  that  a  stUl  larger 
proportion  of  cases  of  eye-disease  are  curable. 

Steffan  and  Rossler  have  arrived  at  similar  conclusions,  and  they  reckon 
the  cases  of  blindness  from  curable  causes  at  40  per  cent,  of  all  cases  of 
blindness.  Diirr,  in  1885,  found  among  the  pupils  in  the  blind  asylum  at 
Hanover  that  in  46  per  cent,  the  blindness  was  unavoidable,  in  14  per 
cent,  it  was  questionable  as  to  its  avoidableness,  and  in  40  per  cent,  it  was 
certainly  avoidable.  Hasket  Derby  ^  found  that  in  the  183  inmates  of  the 
Perkins  Institution  for  the  Blind  in  South  Boston  personally  examined 
by  him  there  were  fifty  cases,  or  27  per  cent.,  of  preventable  bliudne.ss. 
Herrenheiser,  in  1888,  out  of  3735  oases  of  blindness  in  Bohemia,  found 
23  per  cent,  unavoidable,  45  per  cent,  possibly  avoidable,  and  32  per  cent, 
certainly  avoidable.  Trousseau,  in  examining  627  cases  of  blindness  in 
the  Hospice  National  des  Quinze-Vingts,  found  that  31.26  per  cent,  were 
absolutely  unavoidable,  39.23  per  cent,  were  possibly  avoidable,  and  29.51 
per  cent,  were  ceiiainly  avoidable. 


Lehrbuch  der  Augenheilkundc,  s.  760. 

Boston  Medical  and  Surgical  Journal,  1889,  cxxi.  p.  402. 
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SiatisHcs  of  Avoidable  Blindness. 


Observer. 

Percentage  of 

absolutely 
unavoidable. 

Possibly 
avoidable. 

Certainly 
avoidable. 

31 

29 

40 

39.7 

26.3 

34 

19.4 

37.6 

43 

17.9 

59.1 

23 

14.9 

59.8 

25.3 

46 

14 

40 

23 

45- 

32 

31.26 

39.23 

29.51 

27.89 

38.75 

33.35 

If  it  be  admitted  that  blindness  could  have  been  avoided  in  one-third 
of  the  cases  in  which  avoidability  was  regarded  as  uncertain, — and  this  is 
certainly  a  conservative  estimate, — then  blindness  could  have  been  pre- 
vented in  46.27  per  cent,  of  the  whole  number  of  cases  tabulated  by  the 
above  observers. 

In  corroboration  of  his  views  on  avoidable  blindness,  Cohn  cites  the 
statistics  of  70,174  cases  of  eye-disease  from  his  Wiesbaden  clinic  in  1887. 
Of  preventable  causes  of  blindness,  he  found  : 


Ca.ses.         Per  Cent. 

Blennorrhoea   735 

Scrofula   12,910 

Trachoma   3,845 

Variola   7 

Strabismus  and  asthenopia  from  hypermetropia   1,163 

Myopia   12,452 

Onanism   208 

Syphilis   357 

Alcohol  and  tobacco  indulgence   188 

Dazzling   30 

Injuries   3^703 

35,598  50.73 


From  these  he  deducts  one-half  of  the  cases  of  myopia  and  of  inju- 
ries as  not  curable,— that  is,  8077,— leaving  27,521,  or  39.22  per  cent., 
as  avoidable. 

THE  DIMINUTION  OF  BLINDNESS. 

A  large  proportion  of  cases  of  blindness  are,  as  we  have  seen,  unques- 
tionably preventable,  and  with  our  better  knowledge  of  the  pathology  and 
treatment  of  eye-affections  we  have  reason  to  believe  that  the  proportion  of 
ca.ses  of  blindness  is  steadily  diminishing,  and  this  belief  is  confirmed  by 
the  census  statistics  of  countries  for  which  we  have  records  for  a  series  of 
decades.  The  figures  of  the  United  States  census,  prior  to  1880,  are  stated 
to  be  worthless  so  far  as  calculations  of  ratios  of  blind  to  population  are 
concerned. 
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In  1880  there  were  976  blind  to  the  1,000,000  of  population. 
In  1890  there  were  808  blind  to  the  1,000,000  of  population. 

In  England  and  Wales  there  has  been  a  steady  proportionate  decrease 
in  the  ratio  of  the  blind  to  the  general  population  with  each  successive 
decade.  Thus, 

In  1851  there  were  1021  blind  to  the  1,000,000  of  population. 
In  1861  there  were  964  blind  to  the  1,000,000  of  population. 
In  1871  there  were  951  blind  to  the  1,000,000  of  population. 
In  1881  there  were  879  blind  to  the  1,000,000  of  population. 
In  1891  there  were  809  blind  to  the  1,000,000  of  population. 

The  extent  of  the  decrease  in  England  and  Wales  may  be  stated  iu  the 
following  form.  Had  blindness  been  as  common  an  affection  in  those 
countries  in  1891  as  it  was  in  1851  there  would  have  been  29,609  blind 
inhabitants  instead  of  23,467,  or  26.17  per  cent.  more. 

In  Scotland,  while  the  decrease  has  not  been  so  regular,  it  has  been 
steady.  Thus, 

In  1861  there  were  920  blind  to  the  1,000,000  of  population. 
In  1871  there  were  809  blind  to  the  1,000,000  of  population. 
In  1881  there  were  845  blind  to  the  1,000,000  of  population. 
In  1891  there  were  698  blind  to  the  1,000,000  of  population. 

The  same  is  also  true  of  Ireland,  where 

In  1861  there  were  1289  blind  to  the  1,000,000  of  population. 
In  1871  there  were  1174  blind  to  the  1,000,000  of  population. 
In  1881  there  were  1180  blind  to  the  1,000,000  of  population. 
In  1891  there  were  1135  blind  to  the  1,000,000  of  population. 

This  diminution  is  also  shown  in  the  census  returns  of  other  countries. 
Thus,  in  Prussia,  in  1871,  there  were  932  blind  to  the  1,000,000  of  popu- 
lation ;  in  1880,831.  In  Saxony,  in  1871,  790;  in  1880,  710.  In  Hol- 
land, in  1864,  600;  in  1889,  440.  In  Austria,  iu  1880,  940;  in  1890, 
810.    In  Italy,  in  1861,  952 ;  in  1871,  1049  ;  in  1881,  761. 

There  has  been,  unquestionably,  a  gratifying  diminution  in  the  number 
of  the  blind,  as  well  as  a  shortening  of  the  period  of  blindness,  due  to  the 
progressive  improvement  in  our  knowledge  of  the  proper  treatment  of  the 
affections  of  the  eyes,  and  particularly  of  the  ophthalmia  of  the  new-born 
infant,  to  the  diminished  prevalence  of  small-pox  on  account  of  the  general 
practice  of  vaccination,  to  which  a  considerable  number  of  cases  of  blind- 
ness was  formerly  owing,  and  to  the  greater  care  taken  against  the  occur- 
rence of  injuries  to  the  eyes  iu  factories  and  workshops.  The  decrease  from 
the  latter  cause,  however,  has  not  been  uniform  in  all  occupations,  and  there 
has  been  probably  an  increase  in  the  number  of  blind  among  workers  in 
certain  trades,  such  as  locomotive  engineers,  iron-puddlers,  and  glass-blowers. 

In  concluding  this  article  the  author  takes  pleasure  in  expressing  his 
deep  obligation  to  the  valuable  and  exhaustive  work  of  Magnus,  to  which 
he  has  constantly  referred  in  its  preparation. 
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The  great  practical  revolution  brought  about  by  antisepsis  in  the 
management  of  wound  infection  should  always  furnish  an  incentive  to  the 
student  occupied  in  scientific  investigation  which  may,  for  our  time,  appear 
to  be  of  mere  theoretical  interest ;  for  we  know  that  the  Listerian  idea  was 
based  on  purely  scientific  facts  deduced  from  the  researches  of  Pasteur ; 
and,  although  the  details  of  Lister's  treatment  have  been  replaced  by 
measures  which  maturer  experience  has  shown  to  be  better  suited  to  the 
purpose,  it  must  remain  the  immortal  merit  of  Lister  to  have  inaugui'ated 
the  method  of  wound  treatment  which  to-day  furnishes  the  surgeon  with 
such  potent  means  for  saving  human  life. 

The  agents  of  infection  and  the  individual  exposed  to  infection  consti- 
tute such  vai'ying  and  often  complicated  factors  in  the  study  of  wound  in- 
fection that  it  were  vain  to  attempt  here  an  exhaustive  treatment  of  the 
questions  involved  in  the  consideration  of  the  subject ;  moreover,  our 
knowjedge  does  not  justify  such  an  attempt.  It  will,  therefore,  be  our  aim 
to  present  briefly  the  facts  furnished  by  our  present  knowledge  concerning 
some  of  the  more  important  questions,  and  to  indicate  the  practical  lesson 
deduced  from  experience  in  the  prevention  and  treatment  of  wound  infection. 

There  can  now  be  no  doubt  as  to  the  importance  and  necessity  of 
antisepsis  in  eye  surgery.  Sir  Joseph  Lister  long  ago  furnished  proof  that 
purulent  inflammation  following  an  injury  is  caused  by  inoculation  with 
micro-organisms  in  the  wound.  We  have  since  then  learned  that  the  capa- 
bility of  micro-organisms  to  give  rise  to  inflammation  and  disease  in  general 
depends  upon  the  production  of  certain  poisonous  substances  known  as 
toxines.  It  has  also  been  demonstrated  by  numerous  investigators  that 
dead  bacteria  of  many  different  species  give  rise  to  suppuration  when 
injected  subcutaneously.  We  have  further  learned  the  erroneousness  of 
the  belief  that  suppuration  is  always  dependent  on  the  presence  and  action 
of  micro-organism3,  for  it  is  now  well  established  by  experiments  that 
certain  chemical  substances — i.e.,  quicksilver,  oil  of  turpentine,  etc. — in- 
troduced beneath  the  skin  give  rise  to  the  formation  of  pus,  quite  inde- 
pendently of  micro-organisms,  but  that  this  pus  has  not  the  same  power 
of  extension  as  that  produced  by  the  action  of  micro-organisms,  because 
the  latter,  being  living,  active  organisms,  multiply  and  spread.  But  these 
investigations  iiave  refuted  the  belief,  which  once  prevailed,  that  all  foreign 
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substances  introduced  into  the  tissues  of  the  body  must  give  rise  to  inflam- 
mation ;  for  it  has  been  shown  that  chemically  inert  substances,  sterilized 
by  heat  and  introduced  into  the  body,  do  not  give  rise  to  inflammation 
in  consequence  of  chemical  action.  If  such  inert  substances  excite  puru- 
lent inflammation,  the  latter  is  due  not  to  the  action  of  the  foreign  body 
itself,  but  to  micro-organisms  introduced  with  the  foreign  body  or  which 
have  entered  the  wound  subsequently. 

Leber  has  shown,  in  a  simple  experiment,  that  if  a  suitable  piece  of  glass 
or  gold  be  introduced  through  a  small  wound,  made  under  due  antiseptic 
precautions,  into  a  rabbit's  eye,  no  inflammation  is  excited,  and  that  the 
foreign  body  may  be  seen  for  months  or  years  afterwards,  free  and  in  an 
unclouded  fluid.  Degeneration  and  proliferation  may  be  excited  in  the 
tissues  of  the  eye  by  such  inert  foreign  bodies,  but  they  are  unlike  those 
following  an  infected  wound.  Experiments,  therefore,  prove  that  not  only 
the  products  of  micro-organisms,  but  also  pure  chemical  substances,  are 
capable  of  exciting  purulent  inflammation. 

It  has  been  demonstrated  that  a  number  of  species  of  bacteria,  either 
living  or  in  sterilized  cultures,  give  rise  to  suppuration ;  but  it  has  also 
been  shown  that  the  most  important  species  of  bacteria  concerned  in 
the  formation  of  pus  (acute  abscesses,  furuncles,  etc.)  are,  in  the  order  of 
their  occurrence,  staphylococcus  pyogenes  aureus  and  staphylococcus  pyo- 
genes albug,  staphylococcus  pyogenes  citreus,  staphylococcus  cereus  flavus, 
micrococcus  tetragenus,  micrococcus  pneumoniae  crouposae.  We  may  find 
two  or  more  species  in  the  same  abscess.  If  a  decoction  of  any  one  of 
these  species  be  prepared  in  distilled  water  and  all  life  be  destroyed  by 
heat,  it  still  produces  an  active  purulent  inflammation  when  injected  under 
the  skin  or  into  the  anterior  chamber  of  the  eye.  Hence  it  is  assumed  that 
the  action  of  micro-organisms  is  dependent  on  chemical  energy.  Thus, 
abscesses  containing  sterile  pus  have  been  produced  with  subcutaneous  in- 
jections of  agar  cultures  of  the  anthrax  bacillus  sterilized  by  heat  (Wysso- 
kowitseh^).  The  same  thing  has  been  done  with  sterilized  cultures  of 
Friedlander's  bacillus  pneumococcus  (Buchner  ^).  Similar  results  have  been 
produced  with  a  number  of  different  species.  Inasmuch  as  the  clear  fluid 
obtained  after  filtration  of  pure  cultures  was  without  effect,  while  the  dead 
bacteria  which  did  not  pass  through  the  filter  produced  a  sterile  purulent 
infiltration  when  injected  into  the  subcutaneous  tissues,  Buchner  concluded 
that  the  pus  formation  is  not  due  to  a  chemical  substance  produced  by  the 
bacteria,  but  that  this  property  belongs  to  the  albuminous  contents  of  the 
bacterial  cells. 

It  has  been  found  that,  in  spite  of  rigid  antiseptic  precautions,  micro- 
organisms are  found  attached  to  sutures  removed  from  wounds  made  by  the 
surgeon,  and  that  the  so-called  skin-abscess  in  such  cases  is  caused  by  the 


*  Ueber  den  Urapning  dor  Eiterung,  Vrach,  1887,  S.  667. 
»  Centrulb.  f.  Uiikteriologie,  1890,  Bd.  viii.  S.  321. 
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staphylococcus  epidermic! is  albus  (Welch This  bacterium  has  but  slight 
virulence. 

We  have  learned,  especially  from  the  investigations  of  Metchnikoff, 
that  in  certain  infectious  diseases  due  to  bacteria  the  micro-organisms  at 
the  point  of  inoculation  or  in  the  general  circulation  of  the  blood  are 
picked  up  largely  by  the  leucocytes,  and,  it  is  believed,  in  many  instances 
destroyed  in  their  interior.  This,  at  least,  is  the  theory  of  phagocytosis. 
The  lymphocyte,  however,  has  never  been  observed  to  take  up  bacteria. 
We  now  have  experimental  proof  that  blood-serum,  independently  of  cel- 
lular elements  contained  in  it,  has  germicidal  power  for  certain  pathogenic 
bacteria;  but  in  the  experiments  that  have  been  made  more  recently  to 
determine  whether  pathogenic  bacteria  are  destroyed  by  the  leucocytes 
which  have  picked  them  up,  different  investigators  have  been  led  to  dif- 
ferent results.  We  caunot,  therefore,  consider  the  question  as  definitively 
settled.  The  germicidal  power  of  blood  as  well  as  of  serum  is  destroyed 
by  exposure  for  an  hour  to  a  temperature  of  55°  C,  but  freezing  does  not 
destroy  this  power  of  blood-serum. 

For  practical  purposes  we  may  assume  that  purulent  inflammation  as 
met  with  by  the  surgeon  always  depends  on  the  presence  of  certain  forms 
*  of  bacteria ;  i.e.,  the  presence  of  certain  varieties  of  bacteria  is  an  essential 
condition  of  wound  infection. 

WAYS  BY  WHICH  PATHOGENIC  BACTERIA  MAY  BEACH  A  WOUND. 

A  variety  of  micro-organisms  are,  under  certain  conditions,  present  in  the 
air.  .Cocci,  bacilli,  torula  cerevisise,  and  mould  fungi  ai'e  common  inhabitants 
of  the  air,  and  are  generally  found  together ;  but  all  these  ai'e  present  in 
fluctuating  numbers,  the  fluctuation  depending  on  the  same  conditions. 
The  air  of  large  cities  is  richer  in  germs  than  that  of  the  country ;  in  we^ 
weather  they  are,  as  a  general  thing,  less  numerous  than  in  dry  weather ; 
and  they  are  less  numerous  in  calm  than  in  stirring  air. 

But  it  is  not,  as  was  formerly  supposed,  the  atmosphere  that  hatches  out 
and  harbors  the  germs  in  the  first  place  and  gives  rise  to  infection  second- 
arily :  it  is  rather  the  opposite  state  of  things  that  obtains.  Microbes  thrive 
in  organic  material,  and  leave  this  to  enter  the  air  only  under  certain  con- 
ditions. All  the  conditions  which  micro-organisms  require  in  order  to 
multiply — i.e.,  warmth,  moisture,  and  nutrient  materials — ai*e  not  found  in 
the  air.  The  atmosphere,  therefore,  is  an  unfavorable  retreat  for  micro- 
organisms. The  breath  does  not,  as  was  shown  by  Tyndall,  contain  micro- 
organisms. Bacteria  do  not  escape  into  the  air  from  tlie  surface  of  fluids 
rich  in  micro-organisms,  but  the  deposit  of  such  fluids  resulting  from  change 
of  level,  etc.,  may  be  rich  in  bacteria,  and  when  dried  furnishes  material 
which  is  readily  carried  into  the  air  when  the  latter  is  disturbed  by  draughts, 
etc.,  and  in  this  way  becomes  a  source  of  danger.  It  has  been  shown  that 
foul-smelling  air  often  contains  fewer  germs  than  that  which  passes  for  pure  ; 

'  Trans.  Cong.  Amer.  Phys.  and  Surgs.,  1891,  vol.  ii.  p.  21. 
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thus,  the  stinking  air  of  privies,  etc.,  is  often  bacteriologically  purer  than 
the  air  of  the  streets  and  dwellings  (Schiramelbusc4i).  Tyndall '  has  shown 
that  in  a  closed  vessel  in  which  the  air  is  perfectly  still  all  suspended  par- 
ticles are  soon  deposited  on  the  bottom  of  the  vessel.  This  is  but  experi- 
mental proof  of  the  ■well-kno\\'n  fact  that  the  dust  of  the  air  is  carried  by 
the  wind  from  exposed  surfaces,  and  is  again  deposited  when  the  air  is  at 
rest.  For  example,  Neumann,^  whose  researches  were  made  in  a  hospital, 
found  the  greatest  number  of  bacteria  in  the  air  in  the  morning  after  the 
patients  had  left  their  beds  and  the  wards  had  been  swept.  Thus,  the  dust 
of  a  room  in  which  a  patient  with  pulmonary  consumption  expectorates 
occasionally  upon  the  floor  contains  tubercle-bacilli.  The  staphylococcus 
pyogenes  aureus,  which  outranks  in  point  of  frequency,  and,  therefore, 
importance,  all  other  bacteria  which  produce  supjjuration,  has  frequently 
been  found  in  the  dust  floating  in  the  air  of  surgical  wards  where  there  are 
suppurating  wounds.  The  streptococcus  of  erysipelas  has  been  found  in 
the  air  of  a  ward  containing  erysipelas.  Therefore,  while  the  dust  of  the 
atmosphere  may  be  harmless,  it  may,  from  various  causes,  contain  bacteria 
which  are  capable  of  producing  disease. 

It  has  been  shown  that  a  number  of  species  of  micro-orgauisms  may 
give  rise  to  suppuration  in  a  wound,  but,  as  has  been  pointed  out  by 
Ogston,^  Rosenbach,^  Passet,^  and  others,  that  a  few  species  are  generally 
concerned  in  the  formation  of  pus,  and  that  of  these  the  two  most  important, 
because  they  are  most  frequently  found  and  have  the  greatest  pathogenic 
power,  are  staphylococcus  pyogenes  aureus  and  streptococcus  pyogenes  ; 
next,  staphylococcus  pyogenes  albus,  and  occasionally  staphylococcus  pyo- 
genes citreus,  staphylococcus  cereus  flavus,  staphylococcus  cereus  albus ;  all 
of  which,  together  with  other  pyogenic  and  pathogenic  bacteria,  have  been 
i^hown  to  be  occasionally  present  in  the  air.  Therefore  we  cannot  afford  to 
disregard  the  air  as  a  possible  and  probable  source  of  infection  ;  and  if  Von 
Volkmann  actually  made  the  statement  which  has  been  attributed  to  him, — 
i.e.,  "  Auch  auf  einem  Abtritte  wiirde  ich  dreist  operiren  wenn  die  Hiinde 
rein  waren," — it  should  be  regarded  only  as  emphasizing  the  actual  truth, 
in  which  there  is  now  general  agi-eemeut  of  opinion,  that  the  greatest  danger 
to  a  wound  is  contact  with  infected  hands,  instruments,  and  other  objects, 
and  that  surgeon  will  act  most  strictly  in  conformity  with  the  best  teaching, 
based  upon  bacteriological  facts,  who  gives  due  regard  to  the  influence  of 
currents  of  air  and  commotion  in  the  operating-room  in  stirring  up  dust, 
and  will  have  the  room  so  constructed  that  the  walls  and  floor  and  all  that 
is  in  the  room  can  be  readily  cleansed, 

>  On  the  Floating  Matter  of  the  Air  in  Kelation  to  Putrefaction  and  Infection. 

'  Vierteljahrsschrift  f.  gerichtl.  Med.,  etc.,  1886,  Bd.  xliv.  S.  310. 

'  Report  upon  Micro-Organisms  in  Surgical  Diseases,  Brit.  Med.  .lour.,  1881,  i.  369. 

*  Mii^roorganisnien  bei  den  ■Wundinfektionslcrankhciten  des  Menschen,  Wiesbaden, 
1884. 

*  Ueber  Mikroorganismen  der  eitrigen  Zellgewebscntziindung  des  Menschen,  Fort- 
schritte  der  Med.,  1885,  No.  2,  S.  68. 
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Auto-Inffection. — It  is  known  that  pyogenic  cocci  are  often  present  in 
the  alimentary  canal.  In  lesions  of  the  intestinal  mucous  membrane,  such 
as  ulceration,  diphtheritis,  hemorrhage,  and  traumatism,  there  is  frequent 
invasion  by  pyogenic  cocci.  Therefore  we  may  explain  the  invasion  by 
these  cocci  in  such  diseases  as  diphtheria,  scarlet  fever,  typhoid  fever,  etc.,  by 
assuming  that  these  lesions  open  a  way  for  the  bacteria  into  the  circulation, 
and  that  the  toxic  substances  in  the  body  belonging  to  the  primary  disease 
in  some  way  weaken  the  power  of  the  tissues  to  resist  the  action  of  bacteria. 
Rinne  ^  injected  sterilized  putrid  fluids,  together  with  staphylococci,  into  the 
peritoneal  cavities  of  dogs.  In  these  cases  all  open  wounds,  which  other- 
wise healed  kindly,  suppurated ;  the  subcutaneous  wounds,  however,  were 
unaffected ;  but  the  bacteria  found  in  the  suppurating  open  wounds  Avere 
derived  from  the  air.  However,  Rinne's  conclusion,  that  such  wounds  may 
not  become  infected  from  pyogenic  cocci  in  the  circulation,  has  been  dis- 
proved by  the  experiments  of  De  Wildt^  and  others,  who  have  demon- 
strated that  infection  may  take  place  in  this  way. 

Infection  from  Skin  of  Patient  and  Operator. — The  skin,  like  the 
mucous  lining  of  the  mouth,  may  have  all  kinds  of  bacteria  on  its  surface; 
but  the  prevailing  organism  in  the  skin  appears  to  be  the  staphylococcus 
epidermidis  albus  of  Welch,^  and  this  coccus  is  found  in  parts  of  the  skin 
too  deep  to  be  reached  by  any  means  of  cutaneous  disinfection  which  may 
be  safely  employed.  Welch  regards  this  coccus  as  a  nearly  constant  in- 
habitant of  the  epidermis.  It  possesses  feeble  pyogenic  power.  The  pres- 
ence of  this  coccus  in  the  deeper  layers  of  the  epidermis  explains  the  occurrence 
of  stitch  abscesses  when  every  possible  antiseptic  precaution  has  been  taken. 
Bossowski*  found  from  bacteriological  examination  that  of  fifty  fresh 
wounds  treated  antiseptically  ten  were  with  negative  and  forty  with  positive 
result.  He  found  the  staphylococcus  albus  twenty-six  times,  the  staphy^ 
lococcus  aureus  nine  times,  the  staphylococcus  pyogenes  twice,  and  other 
organisms  (non-pathogenic)  eight  times.  The  healthy  mucous  surfaces  of 
the  eye  and  its  appendages  are  similarly  visited  by  micro-organisms. 

MICRO-ORGANISMS  OF  CONJUNCTIVAL  SAC  OF  HEALTHY  EYE. 

Fick,^  Michel,"  Gombert,^  Van  Genderen  Stort,^  Leber,"  and  others 
have  shown  that,  as  a  rule,  few  bacteria  are  present  in  the  healthy  conjunc- 
tival sac ;  on  the  other  hand,  it  has  been  proved  that  the  apparently  healthy 


'  Uebcrden  Eiterungsprocess  u.  seine  Metastasen,  Berlin,  1889,  S.  61. 

2  Abstract  in  Centralblatt  f.  path.  Anat.,  1890,  Bd.  i.  S.  9.  »  Op.  cit.,  S.  2L 

*  Wiener  Med.-  \yochensclir. ,  1887,  No.  9,  S.  258. 

5  Ueber  Mikroorganismen  im  Conjunctivalsack,  Wiesbaden,  1887. 

6  Lehrbuch  der  Augenheilk.,  1890,  S.  784. 

'  Kecherches  experinientales  sur  les  Microbes  des  Conjonctives  a  I'etat  normal.  Pub- 
lished by  Masson,  Paris,  1889. 

8  Ueber  die  mechanische  Bedeutung  der  natiirlichen  Irrigation  des  Auges,  Arch.  f. 
Hygiene,  1891,  Bd.  xiii.  S.  395. 

»  Ueber  die  Entstehung  der  Entziindung,  Leipzig,  1890,  S.  186. 
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conjunctival  sac  may  contain  micro-organisms,  even  those  that  are  patliogenic. 
Again,  Fick,  Weeks,^  Gayct,^  Lober,^  and  Bornheim  *  have  introduced  pure 
cultures  of  staphylococcus  pyogenes  aureus  into  the  conjunctival  sac  of 
man,  and  no  reaction  has  followed. 

In  order  to  study  the  harmless,  non-pathogenic  micro-organisms  in  the 
conjunctival  sac,  Fick  examined  the  secretion  from  eighty-five  eyes  of  fifty- 
seven  beneficiaries  of  the  Julius  Hospital  at  Wiirzburg,  who  either  had 
normal  eyes  or  only  a  chronic  catarrhal  affection.  In  only  six  of  the  eighty- 
five  cases  were  no  micro-organisms  found.  In  only  one  instance  were  both 
eyes  free  from  bacteria.  Bacilli  were  most  frequently  met  with  in  'the 
secretion  of  healthy  conjunctivae.  Of  the  eighty-five  conjunctivie  examined, 
forty-nine  were  normal,  in  thirty-nine  bacilli  were  found,  and  in  nine  bacilli 
and  cocci  ;  in  thirty-six,  which  were  pathological,  bacilli  were  found  in  all, 
and  in  twenty  bacilli  and  cocci.  Cocci  alone  were  not  met  with  in  any  case. 
To  meet  the  objection  that  the  almost  constant  presence  of  bacilli  might  be 
a  peculiarity  of  the  Julius  Hospital,  Fick  also  examined  the  secretion  from 
the  healthy  conjunctivae  of  twenty-six  persons.  In  eighteen,  bacteria  were 
found ;  in  the  remaining  thirty-four,  however,  no  micro-oi'ganisms  were 
found.  In  fifteen  of  these  cases  he  found  bacilli,  in  seven  bacilli  and  diplo- 
cocci,  and  in  two  tetrades.  Leber  found  the  conjunctival  sac  frequently  free 
from  bacteria.  Franke  ^  examined  carefully  sixty-one  eyes,  of  which  fifty- 
six  showed  a  normal  or  nearly  normal  mucous  membrane.  In  these  sixty- 
one  cases  he  found  the  staphylococcus  pyogenes  flavus  and  albus  ten  times. 
He  found  the  micro-organisms  described  by  Gombert,  all  of  which  have 
pathogenic  properties,  as  shown  by  inoculation  of  rabbits'  corneae,  in  which 
they  produced  small  grayish-white  infiltrations.  Franke  found  two  vai'ieties 
of  bacilli  which  resembled  the  xerosis  bacillus.  Neither  of  these  bacilli 
had  pathogenic  properties.  Franke's  results  agree  essentially  with  those  of 
Bernheim  and  Hildebrandt."  Franke  showed  that  seventy-two  per  cent, 
of  normal-appearing  conjunctivae  contain  bacteria.  Fraeukel  ^  declares  that 
in  genuine  diphtheria  virulent  and  attenuated  Loffler's  bacilli  occur,  and 
that  the  latter  are  even  found  on  the  healthy  conjunctiva,  mouth,  and 
pharynx. 

ANTISEPTICS  AND  DISINFECTANTS. 

The  term  antiseptic  is  here  used  to  designate  the  agents  which  re- 
strain the  development  of  micro-organisms  without  destroying  their  vital- 

»  Arch,  of  Ophthal.,  vol.  xvi.  p.  376. 

3  Arch.  d'Ophthalmologie,  1887,  t.  vii.  p.  385. 

'  Die  Bedeutung  der  Bakteriologie,  etc.,  Seventh  Internat.  Op^th.  Congress,  Heidel- 
berg, 1888,  S.  346. 

*  Inaugural  Dissertation,  Zurich,  1893,  p.  9. 

*  Untor.siicliuiigen  iibcrdie  De.sinfection  des  Bindehautiackes,  nebst  Bemerkungen  zur 
Bakteriologie  desselben,  A.  von  Graefc's  Arch.  f.  Ophth.,  Bd.  xxxi.v.  Abth.  iii. 

«  Experiinentelle  Untersuchungen  iiber  Antisepsis  bei  der  Staaroperation,  Inaugural 
Dissertation,  Ziirich,  1893. 

'  Berliner  Klin.  Wochenschr.,  1898,  No.  11,  S.  254. 
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ity,  their  complete  destruction  being  effected  by  means  of  disinfectants  or 
germicides. 

When  we  employ  chemicals  for  the  disinfection  of  a  wound,  we  must 
remember  that  it  is  not  possible  to  kill  all  the  bacteria  in  the  wound  by 
such  means,  because  many  of  tiiese  resist  the  action  of  the  chemical  agents ; 
tlien  some  of  these  that  are  not  killed  are  removed  mechanically.  We  know 
the  agents  which  excite  infection  in  a  wound,  but  we  are  not  so  well  informed 
as  regards  the  origin  and  course  of  the  infective  process.  The  pyogenic 
bacteria  do  not  by  any  means  always  excite  suppuration  in  a  wound.  There 
are  factors  on  the  part  of  the  microbe  and  the  human  body  necessary  in 
order  that  infection  may  take  place,  but  our  knowledge  respecting  these 
factors  is  defective.  The  chief  thing  with  which  we  have  to  concern  our- 
selves in  connection  with  disinfection  is  the  fact  that,  in  a  surgical  sense, 
wound  infection  is  dependent  on  micro-orgauisms  which  have  entered  the 
wound.  AVe  must,  therefore,  aim  to  exclude  germs  from  the  wound.  We 
should  also  remember  that  living  tissues  do  not  admit  of  artificial  disinfec- 
tion without  at  the  same  time  jeopardizing  the  living  process  in  cells.  As 
has  been  said,  the  conjunctivae  of  the  eyeball  and  lids  may  in  a  healthy  state 
contain  germs  which  are  capable  of  exciting  infection.  We  must,  therefore, 
determine  the  best  means  of  combatiug  such  germs. 

Chemical  Disinfectants. — In  estimating  the  value  of  a  chemical  dis- 
infectant we  must  consider  the  kind  of  bacteria  to  be  acted  upon  by  the 
chemical  agent  and  the  time  necessary  to  arrest  their  growth  or  destroy 
them.  The  spore-bearing  bacteria  have  a  greater  resisting  power  to  chemical 
agents  as  well  as  heat  than  the  vegetative  forms.  It  is,  therefore,  of  prac- 
tical importance  in  connection  with  disinfection  to  know  which  pathogenic 
bacteria  form  spores  and  which  do  not. 

Spore-bearing  bacteria  which  excite  wound  infection : 

Bacillus  of  anthrax. 

Bacillus  of  tetanus. 

Bacillus  of  tuberculosis. 

Pathogenic  bacteria  which  do  not  form  spores  : 

The  cocci  of  pus  (staphylococcus  pyogenes  aureus,  albus,  and  citreus, 
streptococcus  pyogenes). 

Staphylococcus  of  erysipelas. 
Bacillus  of  diphtheria  (Loflfler), 
Bacillus  of  glanders. 

The  anthrax  bacillus  is  the  most  resistant  of  the  spore-bearing  germs, 
and  the  pyogenic  staphylococcus  has  also  great  powers  of  resistance. 

The  method  of  determining  the  value  of  a  chemical  disinfectant  is  not 
wholly  satisfactory.  To  test  the  power  of  a  chemical  agent  to  restrain  the 
growth  of  a  particular  micro-organism,  a  suitable  culture-medium,  in  which 
the  agent  to  be  tested  is  dissolved  in  a  definite  proportion,  is  inoculated  with 
a  pure  culture  of  the  bacterium  to  be  tested,  the  whole  being  placed  in  the 
incubator  at  the  favorable  temperature.    If  no  development  occurs  in  the 
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culture-medium  containing  the  antiseptic  nor  in  the  control  experiment, 
we  attribute  the  failure  to  grow  to  the  agent  added  to  the  culture-medium. 
In  tliis  way  by  further  experiment  we  determine  the  exact  amount  required 
to  restrain  development  under  like  conditions.  To  determine  the  germicidal 
power  of  a  chemical  agent,  the  test  most  used  is  that  employed  by  Koch,  of 
suspending  silk  threads  to  which  are  attached  the  germs  to  be  experimented 
upon  in  the  germicide.  After  an  exposure  for  a  certain  time  to  the  germi- 
cide, the  threads  are  transferred  to  a  suitable  culture-medium.  The  loss 
of  vitality  is  thus  tested  by  culture  experiments  with  the  germs  which  \]^we 
been  acted  upon  by  the  germicide  chosen,  or  by  inoculation  of  animals  with 
them. 

This  mode  of  investigation  is  not  wholly  satisfactory,  for  we  may,  even 
when  the  thread  is  washed  in  distilled  water,  carry  over  some  of  the  germi- 
cide to  the  culture-medium  or  animal  body  inoculated,  and  thus  diminish 
the  value  of  the  experiment.  Geppert  has  shown  that  even  the  smallest 
trace  of  the  antiseptic  which  may  be  carried  over  \vith  the  germs  to  the 
culture-medium  may  materially  affect  the  results  of  the  disinfection,  and 
that  the  mere  washing  does  not  suffice,  but  that  it  is  necessary  to  neutralize 
the  antiseptic  chemically  in  order  to  make  the  test  valid.  Geppert  used 
a  solution  of  sulphide  of  ammonium  for  this  purpose.  Koch  found  tiiat  the 
development  of  the  anthrax  spores  was  restrained  by  a  1  :  300,000  solution 
of  sublimate.  Geppert,  on  the  other  hand,  declares  that,  while  a  solution 
of  sublimate  1  :  1000  restrained  the  growth  of  spores  (anthrax)  in  three 
minutes,  if  the  growth  was  treated  with  a  solution  of  sulphide  of  ammonium 
before  the  transfer  to  the  culture-medium,  the  growth  was  not  restrained 
after  fifteen  minutes,  and  in  five  instances  he  obtained  cultures  after  twenty- 
four  hours. 

In  our  estimate  of  the  germicidal  action  of  a  chemical  agent  we  must 
take  into  account  the  conditions  under  which  the  test  is  made.  Such 
oxidizing  agents,  for  example,  as  chloride  of  lime  and  permanganate  of 
potassium  act  not  alone  upon  the  bacteria,  but  upon  all  organic  matter  with 
which  they  are  placed  in  contact ;  thus  there  is  a  simultaneous  destruction 
of  the  germicide  by  the  chemical  reaction.  It  is,  therefore,  important  to 
consider  the  presence  of  organic  material  which  may  be  associated  with  the 
bacteria  ;  for  if  this  be  in  excess  the  chemical  agent  may  be  destroyed.  Thus, 
the  germicidal  power  of  bichloride  of  mercury  is  reduced  by  albumin. 

It  "was  formerly  thought  that  a  two-per-cent.  solution  of  carbolic  acid 
surely  killed  all  micro-organisms  in  a  few  seconds  or  minutes.  The  sur- 
geon washed  his  hands  and  instruments  with  it,  and  believed  that  ho  had 
thereby  made  his  hands  and  instruments  free  from  infective  material,  and 
could  therefore  touch  his  patient's  wound  without  danger ;  but  Koch ' 
showed  that  if  the  spores  of  the  anthrax  bacillus  or  similar  infective 
germs  with  equal  powers  of  resistance  happened  to  be  on  the  oi)erator's 


'  Mittheilungen  aus  dom  Kaisorl.  Gesundhcilsamt,  1881,  S.  241. 
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hands  or  instruments  and  were  not  mechanically  removed  by  the  washing, 
the  addition  of  carbolic  acid  to  the  wash-water  could  not  have  been  of  the 
slightest  use  in  protecting  the  patient  against  infection.  He  found  that  the 
spores  were  destroyed  by  different  solutions  of  carbolic  acid  in  the  following 
order :  a  one-per-cent.  solution,  even  after  fifteen  days,  exerted  no  remark- 
able action ;  after  seven  days  in  a  two-per-cent.  solution  the  spores  were 
still  active  when  mice  were  inoculated  with  them  ;  a  three-per-cent.  solution 
killed  only  after  seven  days ;  a  four-per-cent.  solution  killed  on  the  third 
day;  and  a  five-per-cent.  solution  killed  with  certainty  on  the  second  day. 
We  must,  in  these  experiments,  also  take  into  account  the  number  of  spores 
to  be  destroyed.  At  the  temperature  most  favorable  for  the  growth  of  the 
reproductive  elements  under  investigation  a  greater  strength  of  the  anti- 
septic agent  is  required  than  at  an  unfavorable  temperature,  lower  or  higher, 

Geppert  failed  to  destroy  with  certainty  staphylococcus  pyogenes  and 
bacillus  pyocyaneus  with  a  1  :  1000  solution  of  sublimate  iu  from  ten  to 
fifteen  minutes.  SchilP  and  Fischer  failed  to  disinfect  fresh  tuberculous 
sputum  after  exposing  it  to  an  equal  amount  of  a  1  :  2000  sublimate 
solution  for  twenty-four  hours.  Yersin,^  on  the  other  hand,  declares  that 
the  tubercle-bacillus  is  killed  in  one  minute  by  a  1  :  1000  solution  of 
sublimate,  in  thirty  seconds  by  a  five-per-cent.  solution  of  carbolic  acid, 
and  in  one  minute  by  a  one-per-cent.  solution  of  this  acid.  Yersin's  ex- 
periments, however,  were  made  with  the  bacillus  in  an  artificial  culture- 
medium,  and  not,  as  in  Geppert's,  with  the  bacillus  in  sputum.  The  pus- 
cocci  are  restrained  in  their  growth  by  a  1  :  3000  solution  of  sublimate ; 
but 'the  temperature  of  the  solution  must  be  considered.  Thus,  Behring^ 
found  that  at  22°  C.  staphylococcus  aureus  in  bouillon  is  not  always  killed 
after  twenty-five  minutes.  Abbott*  says  that  a  1  :  1000  sublimate  solu- 
tion does  not  always  destroy  staphylococcus  aureus  in  fifteen  minutes. 

But  laboratory  experiments  with  pure  cultures  of  bacteria  do  not 
always  help  us  in  practice.  The  conditions  under  which  bacteria  exist  in  a 
wound  are  different  from  those  which  obtain  in  a  culture-medium  in  a  test- 
tube.  Disinfection  is  not  so  simple  in  the  former  instance  as  in  the  latter. 
In  the  culture-medium  containing  the  bacteria  to  be  acted  upon  every  germ 
comes  under  the  influence  of  the  germicide ;  in  the  wound,  on  the  contrary, 
the  germs  may  be  entangled  in  the  secretion  and  dirt,  which  the  disinfectant 
can  hardly  penetrate,  the  strength  of  the  solution  is  weakened  by  the  secre- 
tion from  the  wound,  and  the  time  necessary  for  the  strongest  solutions  to 
act  is  too  long  to  make  it  safe  to  use  them.  The  influence  of  dirt  and  fatty 
substances  is  shown  by  the  laboratory  experiments  with  silk  threads  im- 
pregnated with  pus-cocci  and  then  dipped  in  oil,  for  such  threads  have 

1  Mittheilungen  aus  dem  Kaiserl.  Gesundheitsamt,  1884,  Bd.  ii.  S.  146. 

2  Annales  de  I'Institut  Pasteur,  1888,  t.  ii.  p.  60. 

3  Zeitschrift  f.  Hygiene,  1890,  Bd.  ix.  S.  404. 

*  Corrasive  Sublimate  as  a  Disinfectant  against  the  Staphylococcus  Pyogenes  Aureus, 
Bulletin  Johns  Hopkins  Hospital,  1891,  vol.  ii.  p.  50. 
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been  susiDcnded  in  a  1  :  2000  solution  of  sublimate  for  days  and  even 
weeks  without  killing  the  bacteria  (Sdiimmelbusch  '). 

The  alkalies,  ammonia,  calcium  hydroxide,  and  sodium,  in  solution,  re- 
quire a  much  louger  time  to  disinfect,  the  strength  and  time  being  too  great 
and  long  to  make  them  of  practical  use.  This  is  equally  true  of  the  acids. 
Thus,  the  much-used  saturated  solution  of  boric  acid  fails  to  kill  pus-cocci 
in  two  hours ;  but  Miguel  asserts  that  it  acts  as  an  antiseptic  in  the  propor- 
tion of  1  :  143.  However,  for  the  practical  purposes  of  antisepsis,  boric  acid 
is  of  no  value.  Sulphuric  acid  (1  :  200)  kills  pus-cocci  in  two  hours.  A 
two-per-cent.  solution  of  salicylic  acid  destroys  pus-cocci  in  two  hours. 
Absolute  alcohol  has  no  effect  upon  anthrax  spores  after  exposure  to  it  for 
one  hundred  and  ten  days  (Koch).  Tuberculous  sputum  was  not  disinfected 
with  an  equal  proportion  of  absolute  alcohol  after  twenty-four  hours ;  in 
five  parts  to  one  of  sputum,  it  destroyed  the  bacillus  in  twenty-four  hours 
(Schill  and  Fischer,  loc.  eit).  Its  action  upon  pure  cultures  of  the  bacilli 
is  more  effective,  as  Yersin  succeeded  in  killing  them  by  a  few  minutes' 
exposure  to  it.  Of  the  aniline  dyes,  methyl  violet  (Merck's  pyoktanin)  is 
said  to  restrain  the  growth  of  staphylococcus  pyogenes  aureus  in  solutions 
of  1  :  2000.  The  staphylococcus  pyogenes  aureus,  streptococcus  pyogenes, 
and  bacillus  anthracis  were  killed  in  thii-ty  seconds  by  a  1  :  1000  solution 
of  it  (Jaenicke^).  Boer^  found  malachite  green  more  effective  than  pyok- 
tanin. Creosol  destroyed  staphylococcus  pyogenes  aureus  in  five  minutes 
in  a  three-tenths-per-cent.  solution  ;  a  two-per-cent.  solution  of  carbolic  acid, 
on  the  other  hand,  required  fifteen  minutes  to  do  this  (Frankel).  Oil  of 
turpentine  added  in  excess  to  a  liquefied  gelatin  culture  of  staphylococcus 
pyogenes  aureus  failed  to  destroy  this  coccus  in  five  hours  (Von  Christmas- 
Dirckinck  Holmfeld).  lodol  failed  to  destroy  anthrax  spores  in  eighty  days 
when  added  in  excess  to  water  (Koch).  Hydrogen  peroxide,  chloriue,  and 
chloroform  cannot  claim  to  be  practical  germicides.  The  1  : 500  aqueous 
solution  of  iodine  with  potassium  iodide  destroys  staphylococci  of  pus  after 
two  hours'  exposure  (Sternberg'').  Most  bacteria  are  not  injuriously  affected 
by  the  vapor  of  iodoform.  Randolph,^  of  Baltimore,  Maryland,  found  that 
a  pure  culture  of  the  staphylococcus  albus  was  not  affected  by  exposure  for 
twenty  minutes  to  the  action  of  absolute  alcohol  (98|-  to  99y^  per  cent.). 

Low  temperatures  restrain  the  growth  of  bacteria,  but  do  not  kill  them  ; 
some  species  being  capable  of  multiplying  at  the  freezing  temperature. 

Dry  Heat— Koch^  and  Wolff  hiigel  (1881)  showed  that  to  destroy  micro- 
organisms in  a  dry  state  a  higher  temperature  is  required  than  when  they  are 
in  a  moist  state  or  when  they  are  exposed  to  the  action  of  steam  or  hot  water. 

>  Aseptische  "Wundbehundlung,  1893,  2cl  cd.,  S.  38. 

Fortschrittc  der  Medicin,  1890,  Bd.  viii.  12. 
»  Zeitschrift  f.  Hygiene,  1890,  Bd.  ix.  *  Manual  of  Bacteriologj',  1892. 

'  Transactions  of  the  American  Ophthalmological  Society,  July,  1896. 
«  Untersucliungen  iiber  die  Desinfection  niit  heisscr  Luft,  Mittheilungen  aus  dem 
Kaiserl.  Ocsundheitsumt,  1881. 
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Moist  Heat.— BoiVmg  water  has  the  greatest  germicidal  power.  While 
there  is  no  essential  difference  in  the  disinfection  power  between  flowing 
steam  and  confined  steam  at  the  same  temperature,  flowing  steam  is  the 
more  effective  because  of  its  penetrating  fabrics  more  quickly,  and  super- 
heated steam  is  not  so  powerful  as  steam  under  pressure  at  a  higher  tempera- 
ture than  100°  C.  Flowing  steam  kills  the  spores  of  all  known  pathogenic 
bacteria  in  from  five  to  fifteen  minutes.  Hot  air,  on  the  other  hand,  re- 
quires, according  to  Koch  and  Wolff hiigel,  one  and  one-half  hours  to  kill 
bacilli  free  from  spores,  while  the  spores  of  bacilli  are  destroyed  only  after 
three  hours  by  a  temperature  (hot  air)  of  140°  C. 

Thermal^  Death-Point  of  Bacteria  {Non- Spore- Bearing),  Moist  Heat:   Time  of  Ex- 
posure, Ten  Minutes. 

Centigrade.  Fahrenheit. 


Staphylococcus  pyogenes  aureus   68°  136.4° 

Staphylococcus  pyogenes  citreus   62  143.6 

Staphylococcus  pyogenes  albus   62  143.6 

Streptococcus  pyogenes   54  129.6 

Micrococcus  Pasteuri   52  125.6 

Gonococcus  (in  pus)   60  140.0 


Boiling  Water. — The  spores  of  bacillus  anthracis  are  killed  by  boiling 
in  water  for  two  minutes,  and  the  vegetative  forms,  bacilli  and  cocci,  are 
killed  in  from  one  to  five  seconds  (Schimmelbusch 

EXPERIENCE  OF  OPHTHALMIC  SURGEONS  RELATIVE  TO  THE  VALUE  OF 

ANTISEPSIS. 

The  solution  most  in  favor  with  ophthalmic  surgeons  is  the  sublimate. 
Priestley  Smith,^  of  Birmingham,  England,  has  better  results  after  cataract 
extraction  now  tlian  he  had  twelve  or  fifteen  years  ago.  He  attributes  the 
improvement  to  several  causes, — to  greater  skill  in  manipulation  and  longer 
experience  in  dealing  with  difficulties,  and  to  increased  care  to  avoid  septic 
conditions  of  hands,  instruments,  solutions,  and  the  surface  of  the  eye  itself. 
"  I  believe  that  every  irritation  of  an  operated  eye  is  to  be  avoided,  and  that 
the  most  formidable  irritation  is  that  produced  by  the  introduction  of  micro- 
organisms. I  believe  also  that  the  ultimate  result  of  such  irritation  will 
vary  with  the  resisting  power  of  the  tissues  of  the  eye.  I  therefore  strive 
for  aseptic  conditions,  for  a  minimum  of  violence  and  disturbance  of  the  eye 
and  patient,  and  for  such  constitutional  conditions  as  will  favor  the  vitality 
and  resisting  power  of  the  tissues.  On  the  other  hand,  it  does  not  seem  to 
be  proved  that  the  so-called  antiseptic  solutions,  so  freely  used  by  some  sur- 
geons, ai-e  necessary  for  the  cleansing  of  instruments,  or  are  able  to  destroy 
organisms  in  or  on  living  tissues  without  doing  serious  damage  to  the  tissues 
themselves."  He  carefully  cleanses  the  lids  and  face ;  a  few  drops  of  per- 
chloride  solution  (1  :  5000)  are  instilled  between  the  lids ;  each  instrument 
is  dipped  into  boiling  water,  assiduously  dried  and  polished  on  a  clean  cloth, 


1  Sternberg,  loc.  cit.,  p.  147.  ^         ^it.,  p.  35. 
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and  laid  on  a  folded  cloth  in  a  tray ;  hands  are  thoroughly  washed  with  soap 
and  water.  At  the  close  of  the  operation  a  little  finely  powdered  iodoform 
is  dusted  on  the  eyeball  in  the  region  of  the  incision.  He  says  that  he 
sometimes  omits  the  iodoform  and  gets  eqilally  good  results.  He  never 
boils  his  instruments. 

Ole  Bull,'  of  Clu-istiania,  has  had  better  results  in  his  operations  since 
he  began  to  use  antiseptics.  He  lias  had  suppuration  after  cataract  extrac- 
tion only  once.  He  boils  his  instruments,  instils  solution  of  sublimate 
1  :  2000,  and  washes  the  lids  and  surroundings  of  the  eye  with  the  same 
solution.    Lately  he  has  abandoned  the  use  of  sublimate. 

Kna^jp  cleanses  his  instruments  in  boiling  water  and  instils  a  sublimate 
solution  of  1  :  5000.  This  is  the  practice  of  some  of  the  ophthalmic  sur- 
geons in  New  York. 

Landolt  ^  (Paris)  sterilizes  his  instruments  by  placing  them  for  forty 
minutes  in  a  solution  of  oxycyanide  of  mercury  1  :  100  or  1  :  200,  and 
washes  his  hands  first  in  a  sublimate  solution  of  1  :  500  and  then  in  one 
of  1  :  5000,  passing  his  hands  finally  into  sterilized  gloves.  These  gloves 
are  cloth  pockets,  and  are  intended  as  a  substitute  for  a  towel  in  drying 
the  hands. 

De  Wecker^  says  that  since  he  has  used  antiseptic  precautions  in  cata- 
ract extraction  his  results  have  been  much  better ;  whereas  formerly  he 
had  suppuration  once  in  two  hundred  or  three  hundred  cases,  now  he  has 
scarcely  one  in  six  hundred  or  eight  hundred.  He  washes  his  instruments 
in  absolute  alcohol,  and  places  them  for  half  an  hour  in  two-per-cent.  carbolic 
acid  solution ;  just  before  operating  he  plunges  his  instruments  into  boiling 
water. 

,  E.  Meyer  ^  (Paris)  says  that  since  he  has  employed  antiseptic  precautions 
in  cataract  extraction  suppuration  is  no  longer  met  with  in  his  practice.  He 
boils  his  instruments  in  water ;  for  irrigation  of  the  eye  he  uses  a  sublimate 
solution ;  during  the  operation  he  never  uses  the  sublimate  solution,  but, 
instead  of  it,  sterilized  watei*. 

Scliweigger  ^  sterilizes  his  instruments  with  a  four-per-cent.  solution  of 
carbolic  acid,  and  washes  the  eye  with  sublimate  solution  0.05  per  cent. 

Chibret  ^  uses  a  ten-per-cent.  solution  of  cyanide  of  mercury  for  steril- 
izing instruments.  The  instruments  are  left  for  ten  minutes  in  this  solution  ; 
they  are  next  placed  in  a  1  :  1500  solution.  He  washes  out  the  conjunctival 
sac  with  the  same  solution. 

Nuel '  washes  the  face  about  the  eye  with  soap  and  water,  followed  by 
a  solution  of  sublimate,  taking  special  cai'e  to  cleanse  the  margins  of  the 
lids.  But  he  points  out  the  narrow  limits  of  the  power  of  chemical  dis- 
infectants, showing  that  by  their  aid  neither  sterilization  nor  complete 
asepsis  of  the  conjunctival  sac  is  possible. 

Panas*  still  employs  his  solution  of  biniodide  of  mercury  (biniodide  of 


'  Letter  to  the  writer.  ^  Arch.  d'Oph.,  t.  xii.  p.  488. 

»  Lc  Mercredi  Med.,  1893,  No.  20.  Maladies  des  Yeux,  1894,  t.  i.  p.  580. 
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merciiiy  five  ccutigrammes,  absolute  alcohol  twenty  grammes,  sterilized  dis- 
tilled water  one  litre).  This  solution,  as  has  been  shown,  kills  pus-cocci 
only  after  two  or  three  days  (Weeks) ;  hence  it  has  no  practical  value  as  a 
germicide  for  ophthalmic  purposes. 

Schmidt-Rimpler'  asserts  that  chlorine  water  (aqua  chlorata  of  the 
German  PharmacopaMa)  has  strong  disinfecting  qualities, — i.e.,  that  it  kills 
pus-cocci  in  one  minute.  But  this  solution  irritates  the  conjunctiva  even 
more  than  the  sublimate  solution  commonly  employed,  and  the  irritation 
lasts  longer  ;  it  is  objectionable  also  on  account  of  its  irritating  odor  giving 
rise  to  coughing,  thus  making  its  application  harmful  where  disinfection  is 
most  needed, — i.e.,  in  cataract  extraction ;  it  is  also  easily  decomposed. 

The  strength  of  sublimate  solution  most  used  in  ophthalmic  practice  is 
1  :  5000.  This  solution  kills  pus-cocci  in  from  two  and  a  half  to  three 
minutes,  according  to  Weeks,  but  according  to  Schmidt-Rimpler  ^  not 
until  after  three  minutes;  and  Abbott^  states  that  even  a  1  :  1000  solution 
of  sublimate  does  not  always  destroy  the  staphylococcus  pyogenes  aureus 
after  twenty-five  minutes.  The  skin  of  the  lids  may  be  disinfected  by 
means  of  dressings,  because  these  may  be  kept  in  contact  with  this  surface 
sufficiently  long  to  accomplish  their  object ;  but  the  circumstances  are  dilferent 
when  we  come  to  disinfect  the  conjunctival  sac,  for  we  cannot  here  keep  the 
antiseptic  sufficiently  long  in  contact  with  the  parts  to  accomplish  antisepsis 
without  at  the  same  time  doing  mischief  to  the  eye.  When  the  antiseptic 
is  simply  dropped  into  the  eye,  the  secretion  of  tears  is  accelerated,  and  the 
solution  is  diluted  aud  finally  w^ashed  out  of  the  eye. 

CAN  WE  RENDER  THE  CONJUNCTIVAL  SAC  ASEPTIC? 

It  has  been  stated  by  numerous  ophthalmic  surgeons  that  irrigation  of 
the  conjunctival  sac  during  and  after  an  operation  on  the  globe  has  proved 
to  be  of  great  value  ;  however,  we  must  not  overlook  the  fact  that  the  action 
of  these  washings  may  be  mechanical  rather  than  chemical, — i.e.,  the  micro- 
organisms are  washed  away  and  not  killed. 

Gayct,  who  was  the  first  to  investigate  the  question  of  ocular  antisepsis, 
experimented  upon  a  series  of  one  hundred  and  seventy  eight  eyes  taken  at 
hazard,  by  washing  out  the  conjunctival  sac  with  a  sublimate  solution  of 
1  :  6000.  After  the  washing  a  sterilized  platinum  wire  was  passed  over 
the  conjunctival  surface  and  then  dipped  into  a  suitable  culture-medium 
contained  in  test-tubes.  It  was  found  that,  in  spite  of  the  washing  with 
sublimate,  one  hundred  and  thirty-nine  tubes  were  fertile  and  thirty-nine 
sterile.  In  this  series  there  was  suppuration  eleven  times.  In  another 
series,  of  thirty-six  cases,  the  conjunctival  sac  was  washed  out  with  a  satu- 
rated solution  of  boric  acid  ;  only  tiiree  tul)es  remained  sterile.  Thus,  in 
two  hundred  and  fourteen  cases,  in  spite  of  washing  of  the  conjunctival  sac, 


1  Aqua  Chlorata  zur  Desinfection  bei  Augenoperation  und  Augenverletzungen, 
Deutsche  Med.  Wochenschrift,  1891,  No.  31,  S.  945. 

'  Loc.  cit.,  p.  945.  3  Loc.  cit. 
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one  luindred  and  seventy-two  eyes  contained  microbes.  Gayet  also,  by 
methodical  pressure,  endeavored  to  press  out  the  contents  of  the  Meibomian 
glands.  Gayet's  experiments  thus  showed  that  it  was  not  always  possible 
by  simple  irrigation  of  the  conjunctival  sac  to  render  this  part  germ-free, 
and  further  showed  that  freedom  from  germs  was  not  always  necessary  to 
an  exact  healing  of  the  wound  in  the  cornea. 

Franke^  made  one  hundred  and  thirty  experiments,  as  follows.  In  ten 
cases  he  washed  the  conjunctival  sac  with  solution  of  sublimate  1  :  5000  ; 
in  fifty  he  wiped  the  upper  and  the  lower  cul-de-sac  with  sterilized  cotton 
dipped  in  the  solution  of  sublimate  and  then  washed  the  surface  with  the 
same  solution ;  in  fifty  he  washed  out  the  conjunctival  sac  with  aqua 
chlorata,  undiluted,  as  recommended  by  Schmidt-Rimpler ;  in  ten  he  washed 
and  wiped  the  conjunctival  sac  with  trichloride  of  sodium  (Pfliiger's  metiiod) 
1  :  2000 ;  and,  finally,  in  ten  lie  washed  and  wiped  the  conjunctival  sac, 
according  to  Edward  Meyer,  with  sublimate  solution  1  :  2500.  The  tem- 
jjerature  of  the  solution  was  from  30°  to  35°  C.  Franke  could  not  be 
certain  that  the  region  of  the  operation  would  be  rendered  germ-free  by 
any  of  these  methods.  The  most  satisfactory  method  was  that  which 
combined  the  wiping  of  the  surface  with  the  irrigation.  The  most  un- 
satisfactory cases  were  those  in  which  the  conjunctival  sac  was  simply 
irrigated  with  the  sublimate  solution  1  :  5000.  If  microbes  were  demon- 
strated in  the  conjunctival  sac,  they  were  always  present  after  the  simple 
irrigation. 

Stroschein '  found  that  the  results  obtained  by  irrigation  with  a  solu- 
tion of  sodium  chloride  0.6  per  cent.,  sterilized  by  boiling,  did  not  differ 
from  those  obtained  with  the  sublimate  solution.  He  shows  that  if  germs 
were  numerous  in  the  conjunctival  sac  before  irrigation  M'ith  the  salt  solu- 
tion, there  was  always  a  pronounced  diminution  after  it,  and  this  diminu- 
tion in  the  number  of  germs  was  the  more  pronounced  the  oftener  the 
irrigation  was  repeated.  If  there  were,  as  was  genei'ally  the  case,  but  few 
micro-organisms  present,  he  almost  never  found  any  after  irrigation. 

Alfred  Graefe,  who  washed  his  cataract  eyes  before  and  during  the 
operation  with  a  sublimate  solution  1  :  5000,  believes  that  the  sublimate 
was  the  cause  of  the  marked  permanent  opacity  of  the  cornea  in  4.7  per 
cent,  of  all  his  cases.  Absolute  disinfection  was  no  more  obtained  with  the 
sterilized  salt  solution  than  with  the  sublimate. 

Genderen  Stort  proved  that  the  bacteria  in  the  conjunctival  sac  were 
washed  away  by  the  tears ;  when  the  flow  of  tears  is  obstructed,  or  the 
quantity  of  the  conjunctival  secretion  is  so  much  increased  that  the  tears 
no  longer  suffice  to  carry  off  the  secretion  through  the  tear-pa.ssage  into  the 
nose,  this  mechanical  action  of  the  tears  is  restricted.  The  absence  of 
irritation,  therefore,  is  favorable  to  the  aseptic  healing  of  the  wound. 


»  Von  Gracfe's  Arch.  f.  Oph.,  1893,  Bd.  xxxix.,  Theil  iii.,  S.  4, 
»  Ibid.,  Bd.  xxxix.,  Theil  i.,  S.  261. 
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The  writer's  conclusions,  deduced  from  experiments  with  chloride  of 
sodium  in  solution,  agree  in  the  main  with  those  of  Stroschein,  except  that 
I  believe  that  the  effect  of  washing  and  wiping  the  conjunctival  sac,  and 
especially  the  site  of  the  incision,  is  far  greater  than  he  states  it  to  be.  I 
obtained  better  results,  no  doubt,  because  the  irrigations  were  practised 
daily  for  a  week  before  the  operation  and  the  final  test  for  germs.  I  did 
not  succeed  in  obtaining  an  ideal  sterilization  of  the  conjunctival  sac  in 
any  instance  in  which  bacteria  were  numerous  in  the  conjunctival  sac  (one 
hundred  and  forty  cases).  Nevertheless,  all  the  evidence  favors  that  mode 
of  procedure  which  produces  by  the  simplest  non -irritating  means  the 
cleansing  of  the  conjunctival  sac. 

Intra-ocular  antisepsis  following  operations  on  the  eye — i.e.,  cataract 
extraction — is  mentioned  only  to  condemn  it.  The  only  agent  permissible 
in  washing:  out  the  anterior  chamber  is  a  sterilized  solution  of  sodium 
chloride  0.5  per  cent.  The  most  experienced  ophthalmic  surgeons  testify 
that  their  results  are  better  since  they  have  employed  antiseptic  precautions 
in  their  operations.  Of  course  we  must  not  overlook  the  value  of  skilful 
operative  technique  as  a  factor  in  preventing  infection  of  a  wound,  as  in 
cataract  extraction  ;  but  the  best  results  are  not  to  be  expected,  as  Steffan  ^ 
assumes,  from  the  technique  alone.  In  his  operations,  Steffan  cleansed  his 
cataract-knife  and  the  rest  of  his  instruments  in  boiling  water  after  they 
had  been  "dipped"  in  a  Laplace  solution  (tartaric  acid  and  sublimate). 
A  dressing  saturated  with  this  solution  was  kept  on  the  eye  for  one  hour 
before  the  operation.  He  washed  the  conjunctival  sac  before  and  after  the 
operation  with  a  sublimate  solution  of  1  :  5000,  dusted  the  wound  with 
iodoform,  and  bandaged  the  eye  with  cotton-wool  dressing  dipped  in  the 
Laplace  solution  (sublimate  1,  tartaric  acid  5,  distilled  water  1000).  One 
hundred  and  four  extractions  were  done  under  these  precautions,  and  there 
was  a  loss  of  6.73  per  cent,  from  septic  influence.  Compared  with  these 
results,  he  did  four  hundred  and  twenty-six  extractions  without  antisepsis, 
only  observing  "careful  cleanliness."  The  loss  was  6.5  percent.  It  is 
upon  these  results  that  Steffan  bases  his  opinion  as  to  the  uselessness  of 
antisepsis.  Alfred  Graefe  practised  the  same  operative  technique,  and 
through  antisepsis  reduced  the  loss  to  0.93  per  cent,  from  suppuration  in 
ten  hundred  and  seventy-four  extractions. 

We  do  not  know  at  what  time  the  corneal  wound  has  so  far  closed  that 
it  may  not  be  infected.  A  few  examples  show  that  at  the  end  of  the  first 
or  even  of  the  second  week,  even  where  healing  had  apparently  progressed 
favorably  up  to  that  time,  suppuration  has  set  in.  Tiiis  experience  shows 
that  under  certain  conditions  the  tissues  of  an  operated  eye  may  for  a  con- 
siderable time  remain  disposed  to  develop  pathogenic  elements.  However, 
as  a  rule,  the  conditions  favoring  infection  are  mostly  removed  soon  after 
the  operation.  We  shall  have  done  all  that  it  is  at  present  possible  to  accom- 


1  Von  Graefe's  Arch.  f.  Oph.,  1893,  Bd.  xxxv.,  Theil  ii. 
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plish  by  means  of  antisepsis  or  asepsis  when  we  have  used  perfectly  aseptic 
instruments  and  carefully  cleansed  the  conjunctival  sac  and  the  site  of  the 
operation  witli  a  fluid  which  shall  not  interfere  with  the  conditions  necessary 
for  a  normal  healing  of  the  wound. 

IMPORTANCE  OF  CLEAN  INSTRUMENTS. 

Stroschein  took  twelve  Graefe  knives  fresh  from  the  instrument-maker, 
and  thrust  the  whole  length  of  the  blade  of  each  one  into  a  culture-medium 
contained  in  tubes  and  placed  the  latter  in  an  incubator.  The  gelatin  was 
carefully  fluidified  and  run  onto  plates.  Only  three  tubes  remained  germ- 
free.  The  majority  of  the  plates  showed  sarcinaj  lutese ;  next  came  the 
potato  bacillus  (bacillus  mesentericus  vulgatus),  and  two  unknown  kinds 
of  micrococci.  The  same  knives  four  weeks  later,  after  having  in  the 
mean  time  been  used  and  for  this  purpose  disinfected,  were  absolutely 
sterile,  in  spite  of  the  fact  that  some  of  them  had  lain  for  weeks  in  their 
cases.  Of  six  Graefe  knives  which  had  been  used  during  six  months  on  the 
cadaver  and  on  pigs'  eyes,  only  one  was  infected,  and  this  was  found  to  be 
rusty.  I  have  tested  eight  Graefe  knives,  five  keratomes,  and"  six  cap- 
sulotomes  which  were  cleansed  by  wiping  with  cotton-wool  and  boiling  in 
W'ater.  After  having  lain  in  the  operating-case  untouched  for  six  months, 
all  the  knives  and  keratomes  were  found  to  be  sterile. 

Stroschein  found  that  of  five  Beer's  knives  only  two  remained  sterile  in 
the  operating-case.  He  believes  this  to  have  been  due  to  the  dirt  collectal  in 
the  letters  of  the  manufacturer's  name  stamped  on  the  shank.  Instruments 
with  uneven  surfaces  always  require  vigorous  scrubbing.  The  same  writer 
found  that  Graefe's  and  Beer's  knives  infected  with  pus  or  pure  cultures 
of  staphylococcus  pyogenes  aureus  or  a  saprophytic  bacillus  (very  difficult 
to  kill),  allowed  to  dry  on  the  blade,  could  be  made  sterile  by  wiping  the 
blades  vigorously  a  number  of  times  with  cotton-w^ool  dipped  in  a  mixture 
of  equal  parts  of  alcohol  and  ether  and  a  few  drops  of  ammonia,  the  blades 
being  drawn  through  the  cotton  under  firm  pressure  ten  or  fifteen  times 
and  finally  wiped  and  rubbed  for  a  minute  with  cotton  wet  with  a  five-per- 
cent, solution  of  carbolic  acid,  the  handles  being  treated  in  the  same  way. 
The  knives  were  finally  laid  in  a  sterilized  solution  of  sodium  chloride,  for 
the  purpose  of  washing  off  the  antiseptic.  Knives  thus  treated  w^ere  found 
to  be  completely  sterile. 

These  solutions  of  ammonia,  ether,  and  carbolic  acid  damage  the  cutting 
edge  of  our  instruments.  I  have  succeeded  in  ■  sterilizing  Graefe's  knives 
which  had  no  scratches  by  several  times  dipjiing  the  blades  into  a  one-per- 
cent, boiling  solution  of  soda  and  wiping  them  under  firm  pressure  with 
clean  cotton-wool.  Instruments  with  scratches  and  other  irregularities 
cannot  be  certainly  sterilized  in  this  way  ;  they  must  be  boiled. 

It  is  of  the  greatest  importance  that  the  capsulotorae  and  discission-knife 
should  be  beyond  the  possibility  of  infecting  the  eye.  Many  eyes  have  been 
lost  in  the  division  of  a  secondary  cataract  because  the  instrument  used  for 


ANTISEPSIS. 


479 


the  purpose  was  not  clean.  Trousseau  ^  says  that,  although  he  has  been 
able  to  perform  more  than  three  hundred  extractions  without  a  single  case 
of  supi)uration,  he  had  lost  from  pundent  panophthalmitis  one  eye  in  sixteen 
operated  upon  by  discission  (6.25  per  cent,  of  loss) ;  and  Chevallereau,  in 
the  same  institution,  had  1.48  per  cent,  of  purulent  panophthalmitis  after 
his  extractions  and  9.09  per  cent,  after  discission.  It  is  evident  that,  if  the 
knife  be  contaminated,  there  is  greater  danger  of  infecting  the  eye  in  discis- 
sion, whore  the  instrument  passes  deep  into  the  eye  and  the  wound  made  by 
it  closes  as  soon  as  the  instrument  is  withdrawn,  than  when  a  large  wound 
is  made,  as  in  cataract  extraction,  in  which  the  aqueous  humor  escapes. 


PEEPARATION  OP  DRESSINGS. 

Streaming  steam  is  sufficient  for  all  purposes  of  disinfection  of  surgical 
dressino-s,  but  in  order  that  the  steam  shall  have  sufficient  action  it  must  be 

saturated  ;  in  this  condition  it 
Fig.  1.  drives  all  the  air  out  of  the 

dressings,  thus  enabling  the 
steam  to  act  rapidly.  Koch's 
steam-boiler  makes  a  good  ster- 
ilizer for  dressings.  It  consists 
of  a  cylindrical  tin  vessel  in 
which  a  certain  amount  of  water 
is  placed,  the  level  of  the  latter 
being  separated  from  the  dress- 
ings by  a  net-work  partition. 

Pig.  2. 


Apparatus  for  sterilizing  dressings  and  instruments 
(Schimmelbusch).— ^,  space  for  sterilizing  dressings  by 
steam ;  B,  tray  containing  solution  of  soda,  one  per 
cent.,  for  sterilizing  instruments ;  C,  removable  kettle 
for  dressings  ;  D,  spirit-lamp. 


Kettle. 


The  vessel  is  .supplied  with  a  close-fitting  lid.  When  the  water  boils,  the 
steam  rises  through  the  network,  drives  the  air  out  of  the  space  to  be  dis- 
infected, and  is  forced  under  light  pressure  again.st  the  closed  lid.  If 


^  Compte-rendu  de  la  Clinique  des  Quinze-Vingts,  1890-1891,  p.  23.  Quoted  by 
Landolt,  Der  gegenwartige  Stand  der  Staaroperation,  Beitriige  zur  Augenheilkunde,  1892, 
p.  61.  Translated  by  C.  Culver,  M.D.,  in  Ophthalmic  Kecord,  November,  1892,  p. 
178. 
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there  be  a  very  active  supply  of  steam  in  sucli  an  apparatus  of  proper 
proportions,  the  air  is  driven  off'  and  there  will  not  be  any  condensation 
while  the  apparatus  is  operating.  But  while  the  water  is  being  heated,  if 
the  dressings  have  not  previously  been  warmed,  there  will  be  considerable 
condensation  of  steam  and  the  dressings  will  be  wet. 

Schimmelbusch  has  devised  a  combination  apparatus  for  sterilizing 
dressings  and  instruments.  (See  Fig.  1.)  The  steam  from  the  boiling  soda 
solution  in  B  penetrates  to  the  dressings  through  the  holes  in  the  kettle  C. 
(See  Fig.  2.) 

The  larger  apparatus  of  Lautenschlager  (see  Fig.  3)  does  its  work  under 
slight  overpressure,  which  insures  quick  and  complete  penetration  of  the 
dressmgs  by  the  steam,  equable  temperature,  and  avoidance  of  condensation. 

An  overpressure  of  one- 
fifth  of  an  atmosphere, 
which  is  obtained  with 
the    large  aj^paratus 
used  in  hosjjitals,  gives 
a  temjierature  of  102° 
C.  Lautenschiager's 
apparatus   consists  of 
two  copper  cylinders, 
one  within  the  other, 
the  outer  cylinder  being 
covered  with  a  mantle 
of  asbestos.   The  space 
A,  several  centimetres 
wide,  between  the  ex- 
ternal and  internal  cyl- 
inders,  is  half  filled 
with  water,  the  water- 
level,  B,  indicating  the 
amount  of  w^ater  con- 
tained in  the  space  A. 
The  water  is  boiled  by 
means  of  gas-jets  at  C. 
The  steam  rises  in  the 
space  A  and  enters  the 
space    containing  the 
dressings  from  above  through  the  openings  at  JE  in  the  inner  cylinder. 
When  the  lid  i^of  the  apparatus  is  closed,  the  steam  cannot  escape  above, 
but  flows  downward  in  the  direction  indicated  by  the  arrow,  and  leaves  the 
sterilizing  space  by  the  opening  G,  whence  it  ]>asses  through  a  coil  of  lead 
pipe  to  be  condensed  in  a  cooling  vessel,  IJ,  filled  with  water.    The  lid  F 
can  be  hermetically  closed  by  means  of  screws  at  I.    A  thermometer  is 
placed  at  T.    The  space  A  is  filled  with  water  through  the  water-registering 


Fig.  3. 

T 


Lautenschiager's  apparatus. 
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glass  column,  B,  by  means  of  a  funnel  at  K.  When  the  water  in  the  space 
A  is  heated,  and  before  steam  is  generated,  the  space  I)  and  the  dressings 
within  it  are  heated,  so  that  when  the  steam  does  enter  this  space  the  dress- 
ings are  already  warmed.  With  a  tight-fitting  lid  (F)  and  a  small  exit-pipe 
(G),  a  temperature  of  100°  C.  (212°  F.)  is  attained,  with  a  slight  over- 
pressure amounting  to  twenty-six  millimetres, — i.e.,  one-thix*tieth  of  an 
atmosphere  (Schimmelbusch).  lu  three- fourths  of  an  hour  from  the  moment 
the  closed  apparatus  shows  a  temperature  of  100°  C.  all  the  dressings  are 
sterilized.  The  steam  which  flows  from  the  apparatus  at  G  may  be  col- 
lected and  condensed  in  a  cooling  vessel  (iJ),  oi',  when  running  water  is 
available,  the  steam  may  advantageously  be 
led  to  a  cooling  vessel  and  from  it  to  a  con- 
denser. By  this  means  the  distilled  water 
in  the  condenser  may  either  be  returned  to 
the  sterilizer  or  used  as  sterilized  water  in 
the  operation.  Lautenschliigei  has  devised 
a  very  simple  attachment  to  his  steam-ster- 
ilizer for  condensing  the  steam  which  es- 
capes. The  apparatus  may  be  heated  by 
gas  or  spirit-lamp,  or,  where  sti'eaming  steam 
is  available,  as  in  a  hospital,  the  larger-sized 
apparatus  may  be  operated  by  connecting  it 
with  the  steam-pipe. 

The  most  approved  sterilizer  for  dress- 
ings is  that  made  by  Richard  Kny  & 
Co.,  of  New  York.  Their  No.  3  is  the 
standard  size,  being  fourteen  inches  in  diam- 
eter and  twenty-three  inches  long.  It  is 
cylindrical  in  form,  placed  horizontally,  and 
rests  upon  an  iron  frame.  The  cylinder  is 
made  of  heavy  cold-rolled  copper.  One 
end,  or  head,  is  permanently  fixed  to  the 
cylinder ;  the  other,  holding  the  door  of 
entrance  to  the  sterilizing  chamber,  is  of 
cast  bronze.  The  door  is  fastened  by  a  single  yoke  and  screw,  and  is 
made  steam-tight  by  the  accurate  fitting  of  the  articulating  surfaces.  The 
apparatus  furnishes  a  moist  temperature  of  228J°  F.  at  a  steam-pressure 
of  five  pounds,  and  the  apparatus  would  resist  a  much  higher  pressure  if 
it  were  required.  The  arrangement  of  the  apparatus  is  such  that  the  dress- 
ings are  dry  when  sterilization  is  complete,  a  desideratum  of  the  greatest 
importance. 

Fig.  4  shows  a  longitudinal  section  of  this  sterilizer.   The  lower  section 
of  the  cylinder  is  arranged  to  receive  about  one  gallon  of  water,  which  is 
converted  into  steam  by  gas  heat,  or,  if  the  apparatus  be  connected,  with 
the  steam  of  the  house  or  hospital.    This  conversion  is  effected  by  means 
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of  a  steam  circulating  coil.  The  water  section  is  indicated  by  A,  B  being 
the  open  shelf  or  rack  upon  which  rest  the  articles  to  be  sterilized,  either  in 
wire  cages  or  boxes  (Fig.  8),  the  latter  being  used  to  insure  safe  conveyance 
of  the  dressings  to  wards  or  operating-rooms.  C  is  the  sterilizing  cham- 
ber, D  the  pressure-gauge,  E  the  safety-valve,  F  the  thermometer,  G  the 
atmosphere  filter  aud  vacuum-valve,  H  the  vapor-pipe,  I  the  relief  valve, 
J  the  gas-burner.    Fig.  5,  front  elevation,  shows  the  door  and  its  fastenings. 

Figs.  6  and  7  show  the  same  firm's  water-sterilizing  tanks.  The  latest 
design  is  drawn  from  a  block  of  copper.    It  is  made  in  one  piece,  except- 
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ing  the  lid,  which  is  brazed  in.  The  tanks  are  tested  to  150  pounds 
hydraulic  pressure  to  the  square  inch.  They  are  heated  either  by  steam  or 
gas.  Contamination  of  the  contents  of  the  tanks  is  avoided  by  cutting  off 
the  water-supjjly  to  them  and  by  the  use  of  an  air-filter  and  valve.  The 
vacuum  is  overcome  by  the  atmosphere  jjassing  through  this  filtering  valve 
before  entering  the  tanks.  Therefore,  the  water  Avhich  is  obtained  from 
these  tanks  is  first  filtered  and  then  sterilized.  The  "cold  tank"  is  su]i]>licd 
with  means  for  rapid  cooling  of  the  water  after  its  sterilization.  A  is  the 
water-filter,  B  the  atmosphere-filter  and  vacuum-valve,  C  the  safety-valve, 
D  the  water-registering  glass  column,  E  the  jjressure-gauge.    The  capacity 
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Fig.  8. 


of  these  tanks  is  twenty-five,  fifty,  seventy-five,  and  one  hundred  gallons 
respectively. 

The  case  (Fig.  8)  for  holding  surgical  dressings  while  undergoing  the 
sterilizing  process,  and  for  their  safe  conveyance  from  the  sterilizer  to  the 
operating-station,  is  made  by  Richard  Ivny  &  Co.,  of  New  York,  accord- 
ing to  Schimmelbusch's  suggestion.  There  are  two  sizes,  three  inches  in 
diameter  and  six  inches  long  and  six  inches  by  six  inches.  It  can,  however, 
be  obtained  of  any  size  required.  The  tubular  shape  is  preferable,  but  it  is 
also  made  square.  At  a  and  at  b 
is  a  row  of  holes  through  which 
the  steam  enters  while  the  case  is 
in  the  sterilizing  chamber.  After 
sterilization  and  withdrawal  of 
the  case  from  the  sterilizer,  these 
holes  are  closed  by  sliding  the 
band  of  metal  over  them.  An- 
other pattern,  of  the  same  shape 
and  size,  consists  of  two  sections, 
an  iuner  and  an  outer,  the  latter 
sleeving;  tisrhtlv  over  the  former. 
The  Avithdrawal  of  the  outer 
section  a  half-inch  (as  shown  in 
Fig.  2)  exposes  the  small  open- 
ings, through  which  the  steam 
readily  finds  its  way  to  the  dress- 
ings.    Before  taking  the  case 

from  the  sterilizer  the  holes  are  covered  by  simply  pressing  the  two  sections 
together.  The  case  is  now  practically  hermetically  sealed,  and  can  be  taken 
to  the  ward,  to  the  operating-room,  or  on  a  journey  without  danger  of 
contaminating  the  dressings  within. 

This  is  the  most  efficient  means  of  sterilizing  surgical  dressings.  The 
saturation  of  surgical  dressings  with  chemical  disinfectants  is  no  more 
efficient  than  the  sterilization  of  the  same  effected  by  heat,  provided  the 
dressings  be  perfectly  dry.  Dryness  is  the  enemy  of  the  life  principle  of 
lower  germs,  while  moisture  is  that  life  principle  itself.  Thus,  dressings 
sterilized  by  heat  have  all  the  advantages  of  those  prepared  with  chemical 
disinfectants,  without  their  disadvantages,  as  they  do  not,  like  the  latter, 
irritate  the  wound-surface. 


Case  for  surgical  dressings. 


PREPARATION  OF  THE  PATIENT,  OPERATOR,  AND  INSTRUMENTS. 

In  hospital  practice,  the  patient  about  to  undergo  an  important  surgical 
operation — i.e.,  cataract  extraction — should  be  given  a  warm  bath,  and 
in  all  similar  instances  in  private  and  public  practice  a  cathartic  should, 
unless  contra-indicated,  be  administered  the  day  before  the  operation. 
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The  operator's  hands  and  nails  and  those  of  his  assistants  should  be 
thoroughly  cleansed  by  liberal  use  of  warm  water,  soap,  and  nail-brush. 
The  brush  is  best  sterilized  in  the  steam-sterilizer,  and  kept  ready  for  use 
in  a  solution  of  bichloride  of  mercury,  1  :  2000. 

The  bacteria  of  the  surface  of  the  skin  lie  embedded  in  fat  particles 
and  dirt  and  the  recesses  of  the  cutaneous  surface.  These  things,  together 
with  the  dead  organic  material,  etc;.,  found  on  the  surface  of  the  body,  and 
in  which  bacteria  are  concealed,  render  the  process  of  disinfection  of  the 
hands  a  complicated  and  difficult  one.  We  have  seen  that  bacteria  envel- 
oped in  fat  particles  are  much  more  difficult  to  reach  and  influence  by 
chemical  disinfectants  than  are  those  in  pure  cultures  in  the  laboratory. 
Therefore,  when  we  consider  the  length  of  time  necessary  to  destroy  some 
of  these  low  organisms — even  in  pure  cultures — by  means  of  chemical  dis- 
infectants, it  is  self-evident  that  the  simple  dipping  of  the  hands  into  the 
strongest  germicide  is  useless,  so  far  as  disinfection  is  concerned,  and  that 
it  is  necessary  to  cleanse  the  surface  mechanically  before  germicides  can  be 
expected  to  be  of  any  use  in  disinfecting  the  hands.  The  first  and  most 
efficient  agent  in  this  mechanical  process  of  removing  dirt  containing  bac- 
teria of  the  skin  is  a  liberal  use  of  soap  and  warm  water.  The  length  of 
time  necessary  to  devote  to  this  scrubbing  of  the  hands  will,  of  course, 
depend  on  the  sensitiveness  of  the  skin  and  the  skill  of  the  person  in 
handling  the  brush;  for,  simple  as  it  may  seem,  it  requires  some  practice 
properly  to  scrub  the  hands  and  nails  without  injuriously  disturbing  the 
cutaneous  surface. 

In  Bergmann's  clinic  the  disinfection  of  the  skin  is  done  in  the  follow- 
ing manner.  (1)  The  skin  is  energetically  scrubbed  with  warm  water  (as 
warm  as  can  be  comfortably  borne)  and  soap  for  at  least  one  minute.  (2) 
The  skin  is  dried  and  rubbed  with  a  sterilized  towel  or  gauze.  The  under 
surfaces  of  the  nails  receive  especial  attention,  because  Fiirbringer  and  others 
have  shown  that  these  are  the  parts  of  the  hands  which  are  most  rich  in 
germs.  (3)  The  skin  is  rubbed  for  one  minute  with  eighty-jaer-cent.  alcohol 
by  means  of  sterilized  gauze.  (4)  The  skin  is  irrigated  and  rubbed  with  a 
solution  of  bichloride  of  mercury,  1  :  2000.  When  the  skin  is  very  dirty- 
it  is  advised  to  rub  the  skin  with  ether  before  applying  the  disinfectant. 

The  surgeon  should  always  repeat  the  disinfection  of  his  hands  after 
every  examination  or  operation  in  which  he  touches  infected  material, — 
i.e.,  a  suppurating  wound, — not  alone  for  his  own  personal  security,  but,  as 
Schimmelbusch  properly  says,  more  to  prevent  infection  germs  from 
"  nestling  in  and  adhering  to  the  hands." 

A  soap  should  be  selected  which  has  undergone  cooking  in  the  manu- 
facture ;  and  those  soaps  should  be  avoided  which  are  made  with  cold  fats 
and  lye. 

The  jmtient's  face  about  the  eye  to  be  oi)erated  upon — i.e.,  the  eyebrow 
and  eyelids — should  be  energetically  scrubbed  with  absorbent  cotton  armed 
with  soap  and  warm  water.     The  edges  of  the  eyelids  and  cilia  should 
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Fig.  9. 


Fig.  10. 


receive  especial  attention.  Grasp  the  edge  of  first  the  upper  and  then  the 
lower  eyelid  between  the  index  finger  and  the  thumb,  and  repeatedly  draw 
them  over  the  edge  of  the  lid  and  the  cilia.  In  this  way  we  mechanically 
cleanse  the  cilia  and  detach  those  which  may  be  loose,  and  at  the  same  time 
squeeze  out  any  plugs  of  secretion  which  may  be  in  the  opening  of  the 
Meibomian  follicles.    Tiiese  parts  arc  then  washed  with  plain  boiled  water. 

The  conjunctival  surface  is  next  washed  with  solution  of  sodium  chloride, 
0.5  per  cent.,  which  has  been  sterilized  by  boiling.  This  solution  is  less 
irritating  than  plain  water.  The  lids  are  everted,  and  the  surface  of  the 
conjunctiva  and  the  site  of  the  operation  are  gently  wiped  with  aseptic 
absorbent  cotton  which  has  been  dipped  in  the  warm 
sterilized  salt  solution.  A  small  piece  of  the  same 
absorbent  cotton,  wound  about  a  cotton-holder  and 
dipped  in  the  salt  solution,  is  passed  up  into  the  cul- 
de-sac  while  the  lid  is  lifted  away  from  the  globe  by 
means  of  a  speculum,  and  the  surface  of  this  part 
is  gently  wiped  and  then  freely  irrigated  with  the 
same  solution.  The  glass  bottle  (Fig.  9)  which  the 
writer  devised  for  washing  out  cortical  matter  after 
cataract  extraction  serves  this  purpose  very  well.^ 
The  alternate  wiping  and  irrigation  accomplish  all 
that  it  is  possible  to  accomplish  in  rendering  the 
mucous  surface  aseptic. 

The  cocaine  solution  may  be  boiled  in  the  bottles 
which  we  have  devised  for  this  purpose  (Fig.  10). 
Stroschein's^  bottles  are  also  well  adapted  for  this 
purpose.  Stroscheiu  has  calculated  that  the  loss 
of  water  by  boiling  the  solution  is  about  0.8-1.0  cubic  centimetre;  there- 
fore, when  we  wish  to  maintain  a  certain  concentration  of  the  solution, 
fi'om  ten  to  fifteen  drops  of  water  are  added  to  the  solution  before  boiling. 
The  boiling  is  continued  for  three  minutes. 

Instruments  which  have  joints  and  rough  surfaces  are  thoroughly 
scrubbed  with  soap  and  hot  water  after  an  operation ;  boiling  for  three 
minutes  in  a  one-per-cent.  solution  of  soda  (sodium  carbonate)  is  then  suf- 
ficient preparation  for  the  next  operation.  The  advantage  of  the  soda 
solution  is  that  it  prevents  the  instruments  from  becoming  rusty,  as  they 
would  if  sterilized  in  steam  and  plain  boiling  water.  The  capsulotome  and 
discission-knife  should  receive  attention  :  the  point  should  be  examined 
under  a  magnifying  lens  for  any  collection  of  blood,  rust,  etc.    The  handles 


1  This  bottle  is  not  cast  in  a  mould,  but  blown  ;  therefore  the  solution  may  be  boiled 
in  it  over  a  spirit-lamp.  The  glass  stopper  shown  at  4  (Fig.  9)  closes  the  hollow  stopper,  1, 
and  prevents  the  fluid  in  the  bottle  from  becoming  contaminated  by  contact  with  the  rubber 
nipple,  3,  when  the  bottle  is  transported ;  the  collar,  5,  protects  the  mouth  of  the  bottle 
from  collections  of  dust,  etc. 

*  Von  Graefe's  Arch.  f.  Oph.,  1892,  Bd.  xxxviii.,  Heft  ii.,  S.  159. 
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of  the  instruments  to  be  boiled  should  be  made  of  aluminum,  and  nickel- 
plated,  as  the  aluminum  is  attacked  by  the  soda  solution.  Hollow  steel 
handles  are  preferable.  The  Graefe  cataract-knife  need  not  be  boiled ;  it 
suffices  to  dip  the  blade  into  the  boiling  soda  solution  and  wipe  it  with  clean 
absorbent  cotton,  this  operation  being  repeated  several  times.  In  order  to 
avoid  blunting  of  the  cutting  edge  and  point  of  fine  scissors,  etc.,  such 
instruments  should  not  be  allowed  to  remain  in  the  boiling  soda  solution. 

Fig.  11. 


After  washing  the  cutting  instruments  they  should  be  placed  in  ninety- 
five-per-cent.  alcohol  for  thirty  minutes.  The  alcohol  does  not  affect  the 
cutting  edge  or  point  of  the  Graefe  knife.    After  removal  of  these  instru- 


FiG.  12. 


Ground-plan  of  writer'.s  sterilizer.— 1,  outer  box  containing  boiler,  2,  and  tray,  3.  the 
latter  being  supplied  with  a  movable  rack,  1,  for  holding  instruments  (the  boiler,  2,  has 
its  own  cover  and  is  intended  for  instruments  only);  6,  lamp;  6  and  7,  bottles  (see  Fig. 
10)  for  solutions. 

ments  from  the  alcohol  they  should  be  dipped  into  sterilized  warm  water 
and  gently  wiped  with  a  sterili/cd  cloth. 

The  apparatus  u.sed  in  hospitals  for  sterilizing  instruments  in  boiling 
soda  solution  is  shown  in  Fig.  11,  placed  on  its  iron  stand.    The  standard 


ANTISEPSIS. 


487 


size  is  seven  inches  deep,  twelve  inches  wide,  and  twenty-two  inches  long. 
It  is  made  of  copper  lined  with  tin.  Tlie  instruments  while  being  boiled 
are  placed  on  a  brass  tray  which  is  immersed  in  the  solution. 

For  private  practice  the  writer  has  devised  a  portable  apparatus  for 
sterilizing  instruments  in  soda  solution  (Figs.  12,  13,  14,  15),  which,  be- 
cause of  its  small  size,  is  very  convenient,  the  dimensions  being  as  follows : 
the  tray  for  instruments  (Fig.  12,  3)  is  five  inches  wide  and  six  inches  long ; 
the  case  (Fig.  15)  containing  the  tray,  boiler,  lamp,  and  bottles  is  eight 
inches  long,  five  inches  wide,  and  one  and  a  half  inches  deep. 


Fig.  13. 


Apparatus  enclosed  in  its  case. 


Directions  for  using  the  Writer's  Apparatus. — In  preparing  instruments 
for  an  operation  the  water  is  taken  boiling  from  the  house-kettle.  This 
is  done  for  the  double  purpose  of  saving  time  and  to  insure  the  use  of  clean 
water.     About  five  ounces  of  water  containing  twenty-four  grains  of 


Fig.  14.  Fig.  1-5. 


Sterilizer  over  lamp.  Case  containiug  sterilizer,  lamp,  and  bottles. 


washing-soda  are  poured  into  the  boiler  (Fig.  12,  2) ;  the  tray  containing 
the  instruments  is  lowered  slowly  (held  by  the  handle  of  its  lid)  into  the 
solution  in  the  boiler ;  the  solution  passes  readily  up  into  the  tray  through 
the  holes  in  its  bottom.  The  boiler  is  now  closed  and  placed  on  the  stand 
over  the  spirit-lamp  (Fig.  14).  As  boiling  water  was  taken  in  the  first 
place,  the  solution  begins  to  boil  in  a  few  seconds.  After  boiling  for  three 
minutes  the  lamp  is  extinguished  and  the  tray  is  lifted  slowly  out  of  the 
boiler,  the  solution  being  allowed  to  run  off  into  the  boiler  through  the 
tray's  perforated  bottom  before  placing  the  tray  on  a  clean  towel  prepared 
to  receive  it  on  the  table.  In  a  few  seconds  the  instruments  are  dry  and 
ready  for  use. 


THE  MICRO-ORGANISMS  OF  THE  CON- 
JUNCTIYA  AND  LACRYMAL  SAC. 


BY  JOSEPH  McFAELAND,  M.D., 

Demonstrator  of  Pathological  Histology  in  the  University  of  Pennsylvania;  Adjunct 
Professor  of  Pathology  in  the  Philadelphia  Polyclinic  and  School  for  Gradu- 
ates in  Medicine,  Philadelphia,  Pennsylvania,  U.S.A., 

AND 

SAMUEL  STRYKEE  KNEASS,  M.D., 

Adjunct  Professor  of  bacteriology  in  the  Philadelphia  Polyclinic  and  School  for  Gradu- 
ates in  Medicine,  Philadelphia,  Pennsylvania,  U.S.A. 


Introduction. — The  relation  of  bacteria  to  disease  had  scarcely  planted 
a  distinct  footprint  in  medical  science  before  ophthalmologists  realized  that 
that  impression  pointed  in  a  direction  where  the  explanation  of  many 
hitherto  ununderstood  phenomena  might  be  found. 

No  considerable  study  is  needed  to  prove  to  reasonable  men  that  the 
moist  surface  of  the  conjunctiva,  always  on  that  side  of  the  individual 
exposed  to  the  air  and  dust  as  he  walks, — rubbed  by  fingers  soiled  by  the 
instruments  of  handicraft,  the  contact  with  the  surface  of  the  body  in  health 
and  disease,  and  sometimes  such  highly  septic  material  as  that  from  the 
urethra  in  gonorrhcea ;  washed  with  water  from  rivers,  creeks,  ponds, 
buckets,  and  all  sorts  of  clean  and  dirty  receptacles ;  wiped  with  towels, 
wash-cloths,  handkerchiefs,  coat-sleeves,  and  whatever  else  comes  to  hand, 
— must  indeed  be  a  part  of  the  body  above  all  others,  scarcely  excepting 
the  nose  and  mouth,  open  to  the  lodgement  of  bacteria.  Moreover,  the 
slight  alkalinity  and  small  amount  of  proteid  material  contained  in  the 
normal  secretions,  as  well  as  the  fact  that  there  are  folds  and  crypts  in  the 
conjunctival  membrane,  favor  the  development  of  Avhatever  germs  acci- 
dentally enter,  unless,  as  Bernheim  seems  to  show,  the  lacrymal  fluid  is  an 
antiseptic. 

But,  numerous  as  are  the  sources  of  infection  which  we  have  mentioned, 
they  are  not  all ;  indeed,  they  form  the  least  dangerous  source  of  contami- 
nation. The  presence  of  micro-organisms  upon  the  conjunctiva  not  infre- 
quently depends  upon  infection  from  the  nose  through  the  nasal  duct  and 
the  lacrymal  sac,  resulting  from  the  anatomical  configuration  of  the  parts, 
the  continuity  of  the  mucous  membranes  of  the  eye,  lacrymal  tract,  and 
nose  furnishing  a  means  of  conveyance  for  saprophytic  and  parasitic  (patho- 
genic) organisms  from  the  eye  to  the  nose,  and  vice  versa.    It  is  also  asserted 
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that  infection  of  the  conjunctiva  may  occur  from  disease  of  neighboring 
bones  and  inflammation  of  their  sinuses,  especially  the  maxillary  sinus. 
It  may  appear  by  the  conveyance  of  micro-organisms  to  the  conjunctiva 
through  the  blood-  and  lymph-vessels  in  cases  of  disease  of  remote  organs. 

The  various  researches  of  Sattler,  Michel,  Tick,  Weeks,  Shongolowicz, 
and  many  others  have  clearly  established  the  constant  presence  of  numerous 
harmful  as  well  as  harmless  bacteria  upon  the  eye,  and  by  this  demon- 
stration have  shown  a  factor  in  prognosis  which  had  not  previously  been 
considered.  One  can  prognosticate  the  result  of  a  cataract  operation  much 
less  accurately  when  he  knows  that  the  staphylococcus  pyogenes  aureus  is 
always  present  in  the  eye. 

The  lacrymal  sac  furnishes  a  medium  of  culture  almost  perfect  for 
many  organisms,  and  is  a  permanent  source  of  infection  which  is  liable  to 
bring  about  suppuration  processes  in  traumatic  and  operative  wounds  of 
the  eye,  in  spite  of  the  most  rigid  antisepsis  of  the  conjunctiva.  This  is 
probably  one  reason  of  the  corneal  ulcers  following  slight  wounds ;  sup- 
puration following  cataract  operation ;  tuberculosis  conjunctivae  following 
primary  tuberculosis  of  the  sac ;  conjunctivitis  following  ozsena,  diphtheria, 
influenza,  and  measles  ;  and  the  injection  and  lacrymation  accompanying  a 
coiyza. 

Many  organisms  are  unable  to  injure  the  normal  membrane,  but  once 
allow  them  access  to  a  Isesio  continui  and  they  become  the  source  of  trouble- 
some infection.  Leber  has  shown  how  serious  may  be  the  results  of  the 
growth  of  comparatively  harmless  organisms  if  once  they  secure  a  footing 
in  the  proper  soil,  and  reason  exists  why  we  should  believe  that  keratitis 
may  result  from  ordinarily  harmless  bacteria  should  they  gain  entrance  to 
the  corneal  layers. 

The  work  of  our  predecessors  has  been  comprehensive  and  thorough, 
though  mostly  in  special  lines.  Thus,  Gifford,  who  was  one  of  the  pioneers, 
studied  the  micro-organisms  found  upon  a  large  number  (twenty-eight)  of 
conjunctive  aifected  with  phlyctenular  conjunctivitis,  and  succeeded  in  cul- 
tivating seven  different  micrococci,  but  no  bacilli.  Tick  investigated  eiglity- 
five  normal  and  chronically  inflamed  conjunctivae,  and  succeeded  in  culti- 
vating seven  bacilli  and  numerous  cocci,  some  of  which  were  pathogenic. 
Weeks  investigated  ophthalmia  neonatorum  and  "pink  eye," and,  in  addi- 
tion to  some  known  organisms  which  he  met,  described  a  specific  bacillus 
of  pink  eye"  and  a  few  others.  Kucharski  studied  twenty-six  trachoma 
cases,  and  found,  besides  the  coccus  which  he  thought  to  be  specific,  a  num- 
ber of  ordinary  contaminating  forms.  Shongolowicz  also  investigated  tra- 
choma, and  found  a  variety  of  bacteria,  harmless  and  harmful,  among  them 
a  new  bacillus  which  he  supposed  to  be  specific  for  the  disease.  The  latest 
papers  are  those  of  Hildebrand,  Bernheim,  and  Marthen  of  Zurich,  and 
contain  the  description  of  numerous  species. 

The  work  of  the  above  authorities  is  highly  commendable,  and,  con- 
sidering the  impediments  which  must  be  overcome  in  such  investigations,  is 
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remarkable.  It  is,  however,  deplorable  that  so  many  ophthalmologists 
have  hurried  into  the  bacteriological  study  of  cases  with  so  incomplete  a 
knowledge  of  the  subject  as  to  render  their  work  not  only  valueless,  but, 
worse  than  that,  an  obstacle  in  the  way  of  others. 

The  confusion  which  results  from  this  lack  of  preparation  leads  to  the 
hurried  publication  of  supposed  discoveries,  accompanied  by  such  incom- 
plete descriptions  as  to  hinder  further  work  upon  the  subject.  This  state  of 
affairs  is  particularly  observable  in  the  great  variety  of  organisms  described 
as  specific  for  trachoma.  As  will  be  seen  by  referring  to  the  part  of  our 
paper  which  treats  of  that  subject,  a  large  number  of  descriptions,  all  vary- 
ing more  or  less,  have  been  given  of  organisms  which,  when  carefully 
analyzed,  prove  to  be  ouly  one  or  two  species  after  all.  It  would  scarcely 
be  possible  for  one  to  describe  an  organism  characteristic  of  trachoma,  at 
the  present  time,  without  the  danger  of  an  accusation  of  plagiarism,  for 
every  possible  organism  has  already  been  described  by  some  one  of  these 
enthusiasts. 

We  do  not  make  these  remarks  for  the  purpose  of  discouraging  original 
work  of  this  kind,  but  as  a  caution  against  the  abuse  of  description  which 
accompanies  careless  or  superficial  work.  At  this  time,  when  so  many 
varieties  of  bacteria  are  known,  and  when  so  many  of  them  differ  only  in 
minute  details,,  the  description  of  them  cannot  be  too  complete,  and  too  many 
of  their  peculiarities  cannot  be  pointed  out.  A  description  which  covers 
sevei'al  pages  may  prove  tiresome  reading  to  the  busy  practitioner ;  but  when 
he  becomes  the  bacteriologist,  and  by  comparison  must  identify  the  species 
which  he  has  captured  by  reference  to  that  same  long  description,  it  will 
prove  too  short  rather  than  over  long,  for  a  whole  volume  upon  a  new 
organism  is  worth  more  than  such  descriptions  of  the  earlier  writers  as 
"  short  rods  having  a  springing  movement,"  or  "  round  dots  enclosed  in 
epithelial  cells." 

As  has  been  intimated,  most  of  the  bacteriological  studies  of  the  eye 
have  been  the  outcome  of  reseai'ches  in  special  fields.  So  far  as  we  know, 
there  has  never  been  an  attempt  to  bring  together  a  list  of  all  the  organisms 
which  have  been  found  in  the  eye,  and  the  number  of  investigators  who 
have  studied  the  conjunctiva  for  the  purpose  of  determining  how  great  a 
variety  of  bacteria  it  would  yield  has  been  very  small. 

The  editors  of  this  work  conceived  that  one  source  of  the  bacteriological 
errors  made  by  ophthalmologists  depended  upon  the  insufficient  data  with 
which  they  were  furnished,  and  deemed  it  advisable  to  enter  in  their  System 
til  is  paper,  which  should  comprise  as  complete  a  catalogue  as  possible  of  all 
the  bacteria  which  have  been  found  upon  the  conjunctiva  and  in  the  lacry- 
mal  apparatus,  as  well  as  an  experimental  research  for  the  possible  disco veiy 
of  new  ones. 

For  this  purpose  the  following  cases  from  the  Eye  Clinic  of  the  Uni- 
versity of  Pennsylvania  and  of  the  Wills  Eye  Hospital  were  kindly  placed 
at  our  disposal : 
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Normal  conjunctivte   j3 

Acute  catarrhal  conjunctivitis   3 

Follicular  conjunctivitis   j 

Granular  conjunctivitis   5 

Phlyctenular  conjunctivitis   1 

Chronic  conjunctivitis  with  blennorrhoja  of  sac   3 

Chronic  conjunctivitis  of  socket   j 

Scrofulous  keratitis   i 

Iritis   2 

Specific  iritis   j 

Lacrymal  obstruction   26 

Dacryocystitis   j 

Panophthalmitis   X 

Ophthalmia  neonatorum   1 

Traumatic  cataract   1 

Chronic  ectropion   1 


The  result  of  the  examination  of  these  cases  seems  to  have  proved  the 
habitual  presence  of  micro-organisms  upon  the  conjunct! V£e,  and  to  have 
shown  that  the  species  most  commonly  found  are  those  most  frequent  in 
the  air  and  in  the  dust.  Thus,  the  eye  in  which  the  greatest  number  and 
variety  of  microbes  occurred  was  in  a  case  of  chronic  ectropion.  On  the 
other  hand,  Bernheim,  of  Professor  Haab's  clinic  in  Zurich,  in  an  elab- 
orate treatise,  has  convincingly  shown  that  the  lacrymal  secretion  possesses 
a  feebly  antiseptic  power. 

For  the  convenience  of  the  reader,  we  have  thought  it  advisable  to  place 
the  results  of  our  observations,  together  with  those  of  our  predecessors,  in 
as  complete  an  alphabetical  catalogue  of  the  numerous  micro-organisms 
that  have  been  described  as  occurring  upon  the  conjunctiva  and  in  the 
lacrymal  sac  as  is  possible,  sparing  no  pains  in  making  the  descriptions 
clear,  and  trusting  to  the  reader's  patience  to  see  him  through  the  following 
pages. 

Bacillus  Ccerulefaciens  (n.  sp.,  McFarland). — This  bacillus  was  met  with 
once  in  the  conjunctival  secretion  of  a  case  of  granular  conjunctivitis. 

It  is  a  minute  bacillus,  measuring  from  about  1.50  to  1.75  m-  iu  length, 
and,  being  very  slender,  often  curved,  so  that  there  is  some  resemblance 
between  it  and  the  tubercle-bacillus.  It  was  never  obsei-ved  to  form 
filaments  or  chains,  the  individuals  being  constantly  isolated  and  having 
rounded  ends. 

When  examined  in  the  hanging  drop,  the  individuals  are  found  to  be 
actively  motile.    No  sjjores  can  be  detected. 

The  bacillus  colors  quite  well  with  the  ordinary  dyes,  and  stains  well 
by  Gram's  method. 

When  cultivated  upon  gelatin  plates  the  colonies  ap]ipar  in  from  twenty- 
four  to  forty-eight  hours  as  small,  circumscribed,  round,  slightly  granular 
points,  which  increase  but  little  in  size  in  the  next  twenty-four  hours, 
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Cultures  of  bacillus  coerulefaciens  in  gelatin, 
—a,  1  week,  b,  2  weeks,  c,  3  weeks,  and  d,  4  weeks 
old. 


wliich  have  a  yellowish  color,  auci  which  gradually  sink  below  the  surface, 
possibly  because  of  the  evaporation  of  the  slowly  liquefied  gelatin. 

At  different  times  cultures  made  by  puncturing  the  gelatin  behaved 
differently.  One  series  of  tubes  showed  no  liquefaction,  but  a  yellowish 
surface  growth  and  a  moderate  growth  in  the  puncture,  from  the  upper 
part  of  which  a  few  filaments  were 

seen  radiating  into  the  normal  gela-  ^• 
tin  immediately  below  the  surface 
growth.  A  second  series,  made  some 
time  later,  produced  a  small  area  of 
liquefaction  below  the  surface  growth. 
A  third  series,  made  in  gelatin  to 
Avhich  glucose  was  added,  did  not 
liquefy,  though  the  growth  attained 
considerable  size  and  was  whiter 
than  on  ordinary  gelatin.  From 
this  it  would  seem  that  this  organ- 
ism does  liquefy  at  times,  while  at 
other  times  it  does  not.  The  lique- 
faction must  always  be  slow.  No 
gas-bubbles  are  observed. 

Linear  cultures  upon  agar-agar  are  devoid  of  any  characteristic  pecu- 
liarities. The  gi'owtli  appears  simply  as  a  delicate,  slightly  yellowish, 
translucent  band. 

The  growth  on  potato  is  beautiful  and  characteristic.  In  the  course  of 
twenty-four  hours  a  yellow  band  of  a  lemon  hue,  smooth  and  shining, 
considerably  elevated  above  the  potato,  occurs  along  the  line  of  inoculation. 
This  increases  in  size  for  the  next  twenty-four  hours,  and  at  the  tempera- 
ture of  the  room  a  change  takes  place  in  the  potato,  which  begins  to  take 
on  a  bluish  color  in  immediate  contact  with  the  growth.  On  the  third  day 
the  potato,  for  a  considerable  area  surrounding  the  growth,  becomes  of  a 
brilliant  blue,  which  deepens  in  intensity  by  the  fourth  day,  and  by  mixing 
its  color  with  the  yellow  of  the  growth  causes  the  latter  to  appear  green. 
On  the  third  day  the  appearance  of  the  bright  yellow  growth  on  the  blue 
potato  is  very  pretty. 

When  the  cultivation  is  conducted  in  the  thermostat,  the  growth  is 
yellow,  but  no  change  occurs  in  the  potato.  After  from  seven  to  nine 
days  the  blue  color  fades  and  leaves  a  dirty-greenish  growth  upon  a  lead- 
colored  potato.  The  more  frequently  the  bacillus  is  grown  upon  potato  the 
more  intense  is  the  blue  color. 

When  cultivated  in  liquid  media,  such  as  bouillon  and  peptone  solu- 
tion, no  other  change  than  a  diffuse  cloudiness  can  be  observed. 

There  occurs  a  progressive  and  intense  alkali  production,  which  causes 
the  blue  color  of  the  litmus  milk  to  deepen.  In  the  second  week  a  scarlet 
ring  begins  to  form  about  the  top. 
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lu  some  respects,  as,  for  instance,  the  formation  of  a  scarlet  color  upon 
the  surface  of  the  litmus  milk,  this  bacillus  resembles  the  bacillus  lactis 
erythrogenes  of  Hiippe,  of  which  it  may  possibly  be  a  variety.  The 
differences  are,  however,  so  marked  that  we  feel  justified  in  describing  it  as 
a  new  species.  The  bacillus  lactis  erythrogenes  is  non-motile ;  the  bacillus 
coerulefaciens  is  motile,  and  actively  so.  The  former  has  for  its  charac- 
teristic growth  upon  potato  tlie  formation  of  a  grayish-white  band  upon 
a  darkly  discolored  potato  which  subsequently  becomes  reddish,  while  the 
yellow  and  blue  of  the  latter  never  fail.  The  growth  also  differs  in  gelatin 
and  on  agar-agar. 

Capsule  Bacillus  of  Loeb. — This  was  obtained  from  a  case  of  kerato- 
malacia  infantum  by  inoculating  media  with  a  little  of  the  softened  exudate 
of  the  cornea.  It  resembles  the  bacillus  capsulatus  of  Pfeiffer,  but  is  said 
to  be  somewhat  larger  and  thicker  than  the  latter.  In  the  blood  of  mice, 
however,  both  bacilli  vary  considerably  in  size,  and,  according  to  Loeb, 
it  is  not  possible  to  determine  with  certainty  that  one  bacillus  is,  on  the 
average,  larger  than  the  other. 

In  staining  reactions,  also,  no  difference  is  observed ;  both  bacilli  stain 
with  the  usual  aniline  colors,  and  imder  certain  circumstances  the  centre 
of  the  rods  is  less  deeply  stained  than  are  the  extremities. 

It  is  an  aerobic  and  facultative  anaerobic,  non-liquefying,  non-motile 
bacillus,  and  grows  in  the  usual  culture  media  at  the  room  temperature. 
In  its  growth  in  culture  media  it  closely  resembles  the  bacillus  capsulatus 
of  Pfeiffer. 

It  is  pathogenic  for  mice  and  for  guinea-pigs,  but  not  for  rabbits  and 
for  pigeons  ;  Pfeiffer's  bacillus  is  jjathogenic  for  these  animals. 

Bacillus  of  Colomiatti. — This  organism  was  obtained  from  xerotic  masses 
obtained  from  the  eye  of  a  child,  and  in  cases  of  conjunctivitis  from  the 
lacrymal  fluid.  The  moi'phology  of  the  organism  is  similar  to  that  of 
the  bacillus  of  mouse  septicaemia,  and  its  size  is  almost  the  same.  Gener- 
ally the  bacilli  are  associated  in  irregular  gi'oups. 

The  organism  is  aerobic,  does  not  liquefy  gelatin,  forms  small  splierical 
spores,  generally  situated  at  the  ends  of  the  rods,  and  is  not  possessed  of 
motility.  It  requires  a  temjjerature  of  34°  to  39°  C.  for  its  development, 
and  appears  on  agar-agar  as  a  thin,  colorless  film  with  a  highly  refract- 
ing, lustrous  character.  On  blood-serum  a  long,  dull  gray  band,  about 
two  millimetres  in  breadth,  witli  the  same  lustre,  occurs.  It  does  not 
develop  upon  potato  or  in  gelatin. 

We  succeeded  in  cultivating  an  organism  similar  to  this  from  a  normal 
conjunctiva,  but  the  description  given  is  too  meagre  to  allow  us  to  identify  it. 

Bacillus  Circumscripius  (McF.). — This  short,  oval  bacillus,  measuring 
from  1  At  to  1.5  m  in  lengtli  and  from  .5  /jl  to  .75  /j.  in  breadth,  with 
rounded  ends,  seldom  forming  cliains  of  as  many  as  ten  individuals,  and 
to  all  ai^poarancps  without  spores,  was  found  but  once.  It  was  a  delicate 
grower,  and  did  not  j)ass  through  many  generations  before  dying  out. 
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It  stains  well  with  the  aniline  dyes  and  excellently  by  Gram's  method, 
whidi  caused  it  to  appear  a  little  longer  and  more  slender. 

Upon  gelatin  plates  the  colonies  appear  in  twenty-four  hours.  After 
forty-eight  hours  they  are  seen  as  slightly  granular,  orange-yellow,  sharply 
circumscribed,  slightly  elevated  masses,  which  are  soon  surrounded  by  a 
slight  depression,  which  becomes  larger  as  the  gelatin  slowly  liquefies  and 
evaporates.    The  colonies  always  remain  small. 

In  gelatin  punctures  the  growth  does  not  attain  any  characters  until 
several  days  have  passed.  About  the  fourth  day  a  dimple  is  visible  upon 
the  surface,  at  the  bottom  of  which  a  yellow  speck  is  observed.  This 
increases  in  size  and  becomes  a  sort  of  surface  growth  which  is  at  the 
bottom  of  a  cup  from  which  the  liquefied  gelatin  evaporates.  In  about  two 
weeks  the  liquefaction  jH'oceeds  more  rapidly  than  the  evaporation  and 
causes  the  yellow  growth  to  float  in  the  liquid.  In  three  weeks  the 
liquefaction,  which  remains  cup-like,  reaches  the  sides  of  the  tube,  but 
spreads  downward  slowly,  so  that  the  liquefaction  is  not  complete  until  six 
or  eight  weeks,  after  which  the  liquefied  gelatin  is  flocculent. 

The  growth  on  agar-agar  is  circumscribed,  forming  a  rather  narrow 
band  along  the  line  of  inoculation.  It  is  of  an  orange-yellow  color,  trans- 
parent, and  spreading  at  the  sides  by  a  series  of  rounded  processes  some- 
what resembling  the  dulled  teeth  of  a  saw.  It  never  spreads  over  much 
surface,  and  avoids  the  expressed  water.  When  touched  with  the  platinum 
wire  it  is  quite  friable,  and  the  broken  masses  of  it  can  with  ease  be  slid 
about  on  the  surface  of  the  agar.    The  agar  does  not  become  colored. 

Although  several  attempts  were  made  to  grow  the  bacillus  on  potato, 
it  was  never  accomplished,  either  at  the  room  temperatui'e  or  at  the  tem- 
perature of  the  body. 

In  litmus  milk  there  seems  to  be  a  slight  increase  of  alkalinity  and 
subsequent  digestion. 

The  growth  in  bouillon  is  rapid,  and  causes  a  diffuse  cloudiness  with  a 
floccu lo-gel ati  nous  precipitati on . 

This  bacillus  has  not  a  few  features-  in  common  with  the  hadllus 
fidvus  of  Zimmermann,  but  differs  in  its  growth  in  gelatin  and  on  agar, 
and  markedly  in  not  growing  on  potato,  and  in  producing  alkalinity 
instead  of  acidity  in  litmus  milk. 

Bacillus  Coll  Communis. — This  bacillus  was  for  a  long;  time  considered 
to  be  a  mere  saprophyte,  but  its  presence  is  now  nearly  universally  admitted 
in  many  inflammatory  lesions,  sometimes  accompanied  by  other  pathogenic 
germs,  very  often  alone.  Its  importance  in  diseases  of  the  conjunctival  tract 
is  shown  by  the  observation  of  Randolph,^  who  reports  the  presence  of  a 
germ  identical  with  the  bacillus  coli  communis  in  the  pus  from  a  case  of 
panophthalmitis  traumatica.  It  was  the  only  organism  found,  and  inocula- 
tion experiments  were  successful. 


1  American  Journal  of  the  Medical  Sciences,  1893,  p.  440. 
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The  microbe  is  a  bacillus,  aerobic  aud  facultative  anaerobic,  motile,  but 
not  actively  so ;  it  does  not  liquefy  gelatin,  and  does  not  produce  spores. 
This  motility  is  seen,  by  appropriate  staining,  to  be  due  to  the  action  of 
flagella,  generally  from  three  to  six  in  number. 

It  stains  with  the  aniline  dyes,  Loffler's  methylene-blue  or  Ziehl's  carbol- 
fuchslue  being  the  most  successful.  Gram's  method  gives  negative  results. 
A  colored  cover-glass  preparation,  microscopically,  shows  small  bacilli, 
2  to  3  M  in  length  by  0.4  to  0.6  m  in  thickness,  isolated  or  in  pairs.  A 
certain  pleomorphism  seems  to  exist,  for  associated  with  these  we  find 
longer  bacilli,  measuring  5  fi  and  even  more  in  length,  and  often  small 
cocci  forms  about  0.5  i±  in  diameter.  Irregular  forms  of  involution  and 
degenerative  forms  are  frequently  met  with. 

On  plates  of  ten-per-cent.  gelatin,  small,  pale,  straw-colored,  homo- 
geneous or  finely  granular  colonies  soon  make  their  appearance.  They 
become  darker  in  the  centre,  and  are  then  surrounded  by  more  transparent 
zones.  Generally  they  are  round,  but  they  may  be  irregular  in  shape.  Upon 
tlie  surface  they  are  larger,  often  spreading  to  three  or  four  centimetres  in 
diameter.  These  have  an  opaque  centre  surrounded  by  a  semi-transparent 
zone  with  undulating  margins,  and  are  often  irregular  in  shape  and  marked 
with  concentric  lines.  In  stick  cultures  in  the  same  medium  a  similar 
growth  covers  the  surface  of  the  gelatin,  but  more  luxuriant  in  develop- 
ment, and  the  growth  along  the  line  of  inoculation  is  composed  of  closely 
packed  colonies,  which  are  white  by  reflected  and  yellowish  brown  by  trans- 
mitted light.  Crystals  of  ammonio-maguesian  phosphate  very  often  apjiear 
as  moss-like  outgrowths  from  along  the  puncture.  The  gelatin  is  never 
liquefied. 

A  stroke  culture  on  agar  and  on  blood-serum  develops  as  a  luxuriant 
cream-white,  moist  band.  On  potato  the  growth  is  a  moist,  spreading, 
dirty  yellow  or  brownish  layer,  or  may  have  a  greenish  tinge, — "  pea  soup." 

Bouillon  becomes  rapidly  clouded,  and  a  thin  skin — mycoderm — often 
forms  on  the  surface.  Milk  to  which  litmus  has  been  added  becomes  acid 
(lactic  acid),  is  soon  coagulated,  and  afterwards  gradually  loses  its  pink 
color. 

Gas-bubbles  occur  in  almost  all  the  cultures,  but  this  is  more  marked 
in  media  to  which  glucose  has  been  added,  and  in  the  absence  of  oxygen. 

The  bacillus  coli  commimis  possesses  a  great  resistance  to  heat,  develop- 
ment taking  place  at  a  temperature  of  46°  C.  The  thermal  death-point  is 
at  60°  C.  after  ten  minutes'  exposure. 

Recent  investigators  have  described  so  many  varieties  of  this  organism 
that  it  is  doubtful  if  it  can  be  regarded  as  a  distinct  species.  Many  of 
what  have  been  regarded  as  the  essential  characteristics  of  the  bacillus,  such 
as  its  growth  on  potato  and  in  niilk,  and  its  motility,  vary  so  greatly  that 
it  seems  as  if  we  had  to  do  with  distinct  microbes,  and  as  if  the  name 
bacillus  coli  communis  should  be  applied,  not  to  any  one  organism,  but  to 
a  whole  genus.    However  this  may  be,  its  pathogeny  is  cleai'ly  established, 
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both  by  its  presence  in  diseased  states  and  by  inoculation  experiments  upon 
the  lower  animals. 

Bacillus  DipMhenm  (Klebs-Loffler).— This  organism  is  by  no  means 
rare  in  the  eye,  being  found  in  the  course  of  diphtheria  of  the  nasal  passages 
as  well  as  pseudo-membranous  inflammations  of  the  conjunctiva.  The  cul- 
tivation of  the  bacillus  presents  little  difficulty,  as  it  grows  luxuriantly  upon 
most  culture  media.  The  colonies  are  generally  ready  for  study  on  the 
followins:  dav.  Loffler  recommends  the  use  of  a  mixture  of  one  part  of 
one-per-ceut.  glucose  bouillon  and  three  parts  of  blood-serum.  The  mix- 
ture is  dispensed  iu  tubes  and  sterilized  and  coagulated  like  blood-serum. 
The  advantage  of  the  use  of  this  mixture  is  that  the  bacillus  diphtherias 
grows  more  rapidly  upon  it  than  do  the  other  organisms  with  which  it  may 
be  mixed,  and  on  this  account  the  isolation  of  the  diphtheria  bacillus  may 
be  simplified,  for  the  first  colonies  to  appear  are  those  of  that  organism. 
To  secure  it,  a  small  fragment  of  the  pseudo-membrane  should  be  detached 
by  means  of  a  sterile  platinum  wire  and  smeared  over  the  surface  of  a  tube 
of  sterilized  and  obliquely  gelatinized  Loffler's  mixture.  As  too  many  of 
the  bacilli  are  planted  without  sterilizing,  it  is  well  to  smear  the  surface  of 
another  tube,  then  of  a  third.  In  diphtheritic  membranes  the  bacillus  is 
generally  present  in  large  numbers  in  the  upper  layers,  but  usually  mixed 
with  streptococci.  Upon  the  surface  of  a  tube  prepared  in  the  described 
manner  many  colonies  of  these  two  organisms  will  appear  in  twenty- 
four  hours  at  the  temperature  of  37°  C,  and  transplantations  from  the 
colonies  may  easily  be  made  to  new  tubes,  so  that  pure  cultures  may  be 
obtained. 

Instead  of  smearing  the  surface  of  the  Loffler's  blood-serum  mixture,  as 
described,  the  material  secured  by  the  wire  may  be  mixed  with  melted  gelatin 
or  agar-agar  and  poured  into  Petri  dishes,  or  rolled  in  the  tube  according  to 
the  method  of  Esmarch,  and  the  colonies  studied  with  the  microscope  before 
being  transplanted.  When  studied  in  this  way  upon  gelatin  plates,  at  the 
temperature  of  24°  C,  the  colonies  appear  as  small,  round,  white  growths, 
Avhich  do  not  exceed  a  moderate  limit  in  size  and  never  liquefy  the  gelatin. 
Under  the  microscope,  by  transmitted  light,  they  appear  of  a  yellowish- 
brown  color,  thick,  granular,  and  with  irregular  borders. 

If  the  colonies  are  grown  upon  glycerin  agar-agar  kept  at  the  tempera- 
ture of  the  body,  in  from  twenty-four  to  forty-eight  hours  they  appear  as 
flat  masses  of  the  size  of  millet-seeds,  with  even  borders,  are  grayish-white 
in  color,  and  to  the  naked  eye  present  a  slight  concentric  arrangement. 
Under  the  microscope  they  are  granular,  and  resemble  colonies  of  bacillus 
megatherium. 

When  the  colonies  are  developed  upon  the  Loffler  blood-serum-peptone- 
glucose-bouillon  mixture,  smeared  as  described  above,  they  are  more  luxu- 
riant in  development  and  of  greater  size  than  on  either  gelatin  or  agar-' 
agar,  appearing  as  white  or  cream-colored  patches,  more  opaque  in  the  centre 
than  at  the  periphery,  which  is  irregular.  Interspersed  among  these  whitish 
Vol.  II.— 32 
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colonies  of  the  diphtheria  bacillus  will  be  a  few  yellowish  or  orange  colonies 
of  small  size.  The  surface  of  the  colony  is  moist  when  young,  but  later 
becomes  dry. 

Gelatin  puncture  cultures  are  interesting.  No  liquefaction  is  produced, 
the  bacilli  growing  in  the  track  of  the  needle  as  small,  white,  round  masses, 
without  much  tendency  to  spread. 

Stroke  cultures  upon  agar-agar  and  glycerin  agar-agar  do  not  develop  so 
well  as  upon  blood-serum,  but  appear  in  about  forty-eight  hours  as  isolated 
grayish- white  circular  patches  averaging  the  size  of  a  pin's  head  and  show- 
ing a  marked  disposition  to  remain  isolated,  though  sometimes  becoming 
confluent. 

Upon  blood-serum  the  growth  of  the  organism  produces  a  thick,  whitish, 
opaque  layer.  In  bouillon  at  the  temperature  of  the  body,  small  white 
cohering  masses  resembling  grains  of  sand  are  found.  These  sink  to  the 
bottom  or  attach  themselves  to  the  walls  of  the  tube.  The  liquid  itself 
remains  clear,  for  which  reason  the  appearance  may  be  regarded  as  charac- 
teristic. The  reaction  of  the  bouillon  is  said  to  be  changed  first  to  acid, 
then  later  to  alkaline.  The  organism  grows  astonishingly  well  in  milk, 
which  may  be  a  frequent  means  of  infection. 

On  potato,  at  the  temperature  of  35°  to  37°  C,  several  days  pass  in  which 
no  growth  can  be  observed  ;  but  later  a  thin  dry  glaze  occurs  along  the  line 
of  inoculation,  where  the  growth  is  developing  with  slowness. 

The  morphology  of  the  bacillus  is  peculiar  and  almost  characteristic. 
When  examined  in  the  hanging  drop  the  organisms  are  found  to  be  straight 
or  slightly  curved  rods,  about  2  to  3  in  length  and  .5  to  .8  in  diameter. 
Many  misshapen  individuals  are  found  which  may  be  involution  forms,  and 
which  are  quite  characteristic.  Some  of  these  are  club-shaped  when  one 
end  is  swollen,  others  are  dumb-bell-shaped  when  both  ends  are  swollen. 
Sometimes  the  organism  appears  to  be  made  up  of  segments,  of  which  the 
terminal  are  sometimes  more  highly  refracting  than  the  central.  The  bacilli 
are  rounded  at  the  ends.  They  are  not  motile,  do  not  form  spores,  never 
grow  into  filaments.^ 

The  pathogeny  of  the  organism  is  peculiar  and  interesting,  as  it  may  or 
may  not  be  virulent,  and  as  a  non-virulent  organism  sometimes  plays  the 
rdle  of  a  saprophyte.  It  seems  possible,  however,  for  these  non-virulent 
individuals  to  develop  virulence  under  cei-tain  conditions  which  are  as 
yet  unknown  to  us,  and  on  this  account  the  organism  becomes  highly 
dangerous  as  a  saprophyte,  and  most  strenuous  disinfection  should  be 
practised  in  every  case  to  prevent  the  spread  of  the  organisms  by  clothing 
or  other  fomites. 


1  They  present  few  staining  peculiarities,  teing,  perhaps,  a  little  reluctant  to  take  the 
dyes  ordinarily  used,  but  staining  well  by  Gram's  method  and  with  the  Loffler  alkaline 
methylene-blue  solution.  Welch  and  Abbott  highly  recommend  the  use  of  Weigert's 
fibrin  method  for  demonstrating  them  in  sections,  using  carmine  and  picric  acid  to  bring 
out  the  tissue. 
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When  virulent,  a  culture  which  is  introduced  beneath  the  skin  of  a 
guinea-pig  or  a  kitten,  these  being  among  the  most  susceptible  animals,  pro- 
duces death  in  from  one  to  five  days.  At  the  point  of  inoculation  a  grayish- 
white  pseudo-membranous  formation  occurs.  Soon  constitutional  disturb- 
ances occur,  and  hemorrhages  take  place  into  the  deeper  tissues, — a  hemor- 
rhagic oedema  of  the  subcutaneous  cellular  tissue  which  not  infrequently 
causes  pleural  accumulations.  In  tlie  trachoma  of  chickens,  pigeons,  and  rab- 
bits, the  bacilli,  when  introduced,  produce  a  pseudo-membrane.  Guinea-pigs 
die  in  twenty-four  to  forty-eight  hours  ;  rabbits  live  longer,  sometimes  even 
several  weeks.  It  sometimes  happens,  when  animals  injected  continue  to 
live  for  six  or  seven  days,  that  diphtheritic  palsy  comes  on,  affecting  first 
the  posterior,  then  the  anterior  limbs,  finally  producing  such  complete  palsy 
and  loss  of  co-ordination  that  the  animals  die  from  the  result  of  the  symp- 
tom alone.  Mice  and  rats  are  refractory.  Birds,  such  as  finches,  sparrows, 
pigeons,  chickens,  also  rabbits  and  guinea-pigs,  are  very  susceptible. 

Investigated  by  LofEer,  Roux,  and  Yersin,  the  poison  of  diphtheria  is 
found  to  be  a  toxalbumin,  easily  soluble  in  water. 

It  is  with  some  difficulty  that  the  bacillus  of  diphtheria  is  separated 
from  a  closely  appearing  form  of  harmless  nature  described  as  the  pseudo- 
diphtheria  bacillus.  The  colonies  and  microscopic  appearances  are  identical 
with  diphtheria,  but  it  differs  from  it  in  (Roux  and  Yersin)  that  the  bacillus 
pseudo-diphtheriticus  is  often  shorter  in  colonies  grown  upon  blood-serum ; 
the  cultures  in  bouillon  are  more  abundant.  The  changes  of  reaction  occur 
more  quickly  in  pseudo-diphtheriticus  than  in  diphtheriticus.  Inoculation 
of  this  bacillus  into  animals  has  never  caused  death. 

It  is  very  probable  that  the  pseudo-diphtheriticus  is  only  an  attenuated 
or  non-virulent  diphtheriticus. 

Faye^  asserts  that  all  cases  of  pseudo-membranous  conjunctivitis  are  not 
true  diphtheria.  Securing  the  assistance  of  Dr.  Auche  to  aid  in  the  bac- 
teriological research,  cultures  were  made  from  fragments  of  pseudo-mem- 
branes from  an  acute  case  of  pseudo-membranous  conjunctivitis  occurring 
in  a  child  of  fifteen  months  ;  but  from  these  no  other  organisms  grew  than 
the  streptococcus  pyogenes  and  the  staphylococcus  pyogenes  albus.  None 
of  the  Klebs-Loffler  bacilli  were  found. 

Dr.  E.  Kain^  found  in  a  case  of  membranous  or  croupous  conjunctivitis 
only  one  kind  of  bacillus  which  did  not  grow  on  gelatin  at  34°  C,  and 
which  on  agar  and  serum  made  a  homogeneous  appearance  which  could  be 
regarded  as  a  pure  culture. 

They  are  small  double  rods  0.6  to  1.0  m  long  and  of  scarcely  measura- 
ble thickness,  and  did  not  seem  to  possess  any  motility.  They  tended  to 
mass  themselves  together. 


^Archives  cl'Ophthalmologie,  1891,  ii.  p.  52. 

'Zur  Aetiologie  der  Conjunctivitis  Crouposa,  Wiener  Klin.  Wochenschrift,  1892, 
No.  10,  153. 
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They  take  the  aniline  colors  well,  showing  a  slight  constriction  in  the 
middle,  which,  however,  can  also  be  seen  in  the  uncolored  condition,  and 
gives  the  bacillus  the  appearance  of  an  8. 

In  the  membrane  the  rods  lie  together  in  thick  round  clumps,  isolated 
individuals  being  few.  In  the  large  masses  of  multi-involuted  cells  con- 
tained in  the  membrane  some  few  can  be  found  which  contain  three  or  four 
of  the  bacilli.  They  refuse  to  take  the  stain  by  Gram's  method.  The 
appearance  of  the  colonies  on  agar-agar  is  characteristic.  After  thirty-six 
to  forty-eight  hours  little  whitish  transparent  points  occur  on  the  surface, 
which  increase  to  one  millimetre,  but  not  beyond  this  size. 

Under  the  microscope  they  appear  light  brownish  and  finely  granular,  so 
that  they  may  be  described  as  "  broken-glass"  colonies.  The  larger  colonies 
show  a  dark  centre,  the  border  being  finely  "  gezackt  und  verwischt."  The 
deep  colonies  appear  as  black,  angular  granules. 

On  gelatin  plates  they  occur  as  small,  milk-white,  round  colonies,  more 
convex  than  on  agar,  and  easily  removable. 

Bacillus  of  Fick} — This  bacillus,  which  measures  about  1.4  to  1.7  in 
length  and  0.8  to  1.0  m  in  breadth,  is  so  peculiar  in  its  appearance  as  to 
make  tlie  observer  consider  before  classifying  it  as  either  a  bacillus  or  a 
coccus.  The  individuals  are  so  short  that,  especially  when  united  in  pairs, 
they  bear  great  resemblance  to  the  diplococci.  Each  individual,  or  each  pair 
when  they  are  so  arranged,  is  surrounded  by  a  transparent  capsule  or  halo. 

They  stain  by  ordinary  methods,  and  also  retain  the  color  well  by  Gram's 
method. 

Gelatin  punctures  begin  to  develop  in  the  first  twenty-four  hours,  and 
in  four  days  form  a  typical  nail-shaped  growth,  the  head  of  the  nail  having 
a  slightly  yellowish  color.    No  liquefaction  of  the  gelatin  takes  place. 

The  growths  on  agar-agar  much  resemble  the  gelatin  cultures.  The 
growth  takes  place  at  the  temperature  of  the  room  as  well  as  in  the  ther- 
mostat. 

Fick  was  unable  to  secure  pure  cultures  on  blood-serum. 

The  organism  almost  invariably  refused  to  grow  upon  potato.  Only 
twice  could  small,  wrinkled,  yellowish  colonies  of  an  elliptical  shape,  and 
measuring  1.7  !■>■  long  and  1.0  to  1.2  !■>■  thick,  be  observed. 

When  inoculated  into  the  corneal  tissues  the  organism  produced  a  dis- 
tinct keratitis,  and,  sometimes,  caused  a  perforating  ulcer,  which  required 
about  four  weeks  to  penetrate  the  corneal  tissues. 

(There  seems  to  be  very  little  difference  between  this  bacillus  of  Fick 
and  the  bacillus  lanceolatus  pneumonise.) 

Bacillus  Fluoreseens  Liquefacicns. — This  organism  was  found  by  Fick 
in  only  one  of  the  eighty-four  cases  which  he  studied. 

It  is  a  bacillus  of  moderate  size,  which  measures  from  0.8  to  2.5  n  i" 
length  and  from  0.4  to  0.5  /i  in  breadth.    Many  of  the  organisms  have  a 


'  Ueber  Microorganismen  im  Conjunctivalsack,  1887. 
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quadrilateral  form  with  rounded  corners.  Others  have  round  ends.  They 
are  frequently  joined  in  pairs  which  exhibit  a  constriction  at  the  junction. 
No  spores  have  been  observed  in  this  bacillus. 

Upon  gelatin  plates  whitish  colonies  develop  upon  the  surface,  and 
may  attain  a  diameter  of  three  millimetres.  A  ring  of  liquefied  gelatin 
forms  around  each.  When  examined  under  a  low  power  of  the  micro- 
scope, they  are  seen  to  have  a  sharp  contour  and  an  irregularly  circular 
outline,  and  to  consist  of  a  granular  centre,  which  is  surrounded  by  a  finely 
granular  marginal  zone  of  a  yellow  color,  becoming  more  transparent 
and  grayish  white  towards  the  edge.  The  gelatin  gradually  acquires  a 
greenish  tint. 

In  gelatin  puncture  cultures  a  rather  scant  Avhitish  growth  occurs  along 
the  path  of  the  needle,  terminating  above  in  a  small  funnel  of  liquefied 
gelatin  surmounted  by  an  air-bubble.  Fick's  cultures  first  attained  con- 
siderable size  as  a  "  nail  colony"  before  the  liquefaction  began.  As  the 
liquefaction  begins,  the  green  color  which  characterizes  the  species  is 
developed.  When  once  begun,  the  liquefaction  advances  with  considerable 
rapidity,  and  is  accompanied  throughout  by  the  color-production.  As  the 
liquefaction  reaches  the  sides  of  the  tubes  and  extends  downward,  a  whitish 
powdery  precipitate  is  seen  to  accumulate  at  the  bottom.  The  gelatin 
cultures  give  off  a  slight  unpleasant  odor. 

Upon  the  surface  of  agar- agar  a  grayish  or  yellowish-green  pellicle  is 
formed.  It  is  generally  about  the  second  day  that  the  agar-agar  in  the 
immediate  neighborhood  of  the  growth  begins  to  turn  green,  but  is  some- 
times later.  In  about  ten  days  the  Mdiole  of  the  agai*-agar  becomes  colored 
a  bright  green. 

Potato  cultures  sometimes  show  a  brownish  growth,  devoid  of  charac- 
teristics which  aid  in  diagnosis ;  sometimes  potato  cultures  fail  altogether. 

Fick  experimented  upon  three  rabbits  in  order  to  determine  whether 
this  organism  was  capable  of  producing  pathological  changes  in  the  eye  or 
not,  and  was  obliged  to  conclude  that  it  was  non-pathogenic. 

When  examined  in  the  hanging  drop,  the  individuals,  which  are  fre- 
quently joined  in  pairs,  as  has  been  mentioned  of  stained  specimens,  are 
found  to  be  actively  motile. 

The  bacillus  stains  well,  but  when  treated  by  Gram's  method  it  always 
gives  up  the  color. 

The  organism  is  chiefly  characterized  by  the  fluorescent  pigment  which 
it  produces  both  on  gelatin  and  on  agar-agar. 

Bacillus  Hirsutus  (McFarland). — This  bacillus  was  obtained  from  the 
normal  conjunctiva.  It  is  a  large  bacillus,  1.75  a  by  3.5  /«,  with  ends 
which  are  rounded  when  free,  but  squared  when  filaments  are  formed  and 
the  individuals  are  joined  together.  Long  threads  of  twenty  or  even  more 
individuals  are  very  common.  The  first  impression  obtained  when  these 
organisms  are  observed  is  that  they  are  without  locomotive  power;  but  if  a 
single  individual  be  observed  for  a  short  time  it  may  be  observed  to  start 
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oif  abruptly  and  swim  quietly  but  swiftly  away.  Chains  of  two  and  three 
— even  four — likewise  possess  this  motility. 

Fresh  cultures  in  gelatin  and  agar-agar  are  generally  composed  of  long 
threads,  and  are  very  constantly  without  spores.  Old  cultures,  however, 
particularly  agar-agar  cultures,  present  large  numbers  of  large  oval  spores 
situated  in  the  centre  of  the  bacillus,  but  not  disturbing  its  contour,  and 
often  lying  free. 

When  cultivated,  the  bacillus  grows  well,  is  a  fine  organism  for  ex- 
perimentation because  of  its  many  pronounced  characteristics,  and  bears 
a  distinct  resemblance  to  anthrax. 

On  gelatin  plates  the  colonies  appear  in  eighteen  hours  as  colorless 
spherical  bodies  of  minute  size,  having,  already  a  laminated  appearance,  as 
if  composed  of  coils  of  bacillary  chains,  and  showing  projecting  centrifu- 
gally  arranged  threads  on  all  sides.  In  twenty-four  hours  the  colonies 
have  doubled  in  size  and  are  decidedly  hairy  or  bristling  in  apjiearance 
and  irregular  in  shape.  From  the  superficial  colonics  long,  irregular  pro- 
cesses extend  over  the  surface  of  the  gelatin,  turning  and  twisting  upon 
themselves.  These  processes  are  smooth  at  the  edges,  and  on  careful  ex- 
amination can  be  seen  to  consist  of  parallel  threads  of  bacilli.  In  about 
thirty-six  hours  liquefaction  of  the  gelatin  occurs,  and  the  colony  ajjpears 
as  a  floating  island,  with  innumerable  radiating,  perfectly  straight  hairs  or 
threads  by  which  it  is  moored  to  the  solid  gelatin.  These  radiating  filaments 
extend  eccentrically  for  considerable  distances  upon  the  normal  gelatin,  and 
suggest  the  sun  with  radiations  of  light  in  all  directions.  After  forty-eight 
hours  liquefaction  is  rapid  and  the  colony  becomes  broken  up.  At  the  time 
when  the  long  radiations  occur,  beautiful  adhesion-preparations  can  be  made. 

The  growth  in  gelatin  pimcture  cultures  is  very  characteristic.  In  six 
hours,  in  an  ordinary  room,  the  growth  can  be  observed  u]>on  the  surface 

of  the  gelatin  as  a  delicate, 
colorless  film.  The  gelatin 
begins  to  liquefy  below  this 
with  great  rapidity,  so  that 
a  funnel  is  formed,  at  the 
apex  of  which  tlie  growth 
iu  the  puncture  shows  radi- 
ating, bristling,  or  spiny 
projections,  some  of  which 
are  short,  othere  reaching 
to  tlie  sides  of  the  tube. 
This  occui-s  along  the  M'hele 
jnuicture.  In  three  days 
the  ajipx  of  the  funnel  has 
reached  half-way  to  the 
bottom  of  the  tube  and  extended  to  its  sides,  and  at  this  time  a  distinct, 
whitish,  irregular  mycoderma  has  formed  upon  the  surface.    Flocculi  float 
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in  the  liquid,  and  later  precipitate  at  the  apex  of  the  funnel.  The  super- 
ficial my coderma' seems  to  contract  and  detach  itself  from  the  sides  of  the 
tube,  so  tliat  in  forty-eight  hours  after  its  formation  it  sinks  entire  and  is 
rapidly  replaced  by  a  second,  which  likewise  sinks,  to  be  replaced  by  a 
third.  There  do  not  seem  to  be  more  than  three  or  four  mycodermata 
naturally  formed,  but  by  agitating  the  tube,  and  thus  hastening  their  sepa- 
ration, a  much  larger  number  can  be  formed.  The  gelatin  is  generally  all 
liquefied  in  less  than  ten  days. 

When  the  projecting  spines  which  develop  along  the  puncture  are  sub- 
jected to  a  microscopic  examination,  they  appear  feathery,  each  large  projec- 
tion having  innumerable  smaller  parallel  hairy  processes  extending  from  it. 

Upon  the  surface  of  agar-agar  the  growth  is  rapid  at  the  temperature 
of  the  room,  more  rapid  at  the  temperature  of  the  body,  and  is  charac- 
teristic. The  growth  occurs  along  the  whole  length  of  the  stroke,  and 
spreads  laterally  for  some  distance  with  considerable  rapidity.  The  result 
of  this  is  a  long  longitudinal  wrinkle  crossed  by  innumerable  transverse 
ones.  The  growth  is  whitish  translucent  in  character,  becoming  slightly 
tinged  with  yellowish  brown  when  old.  Fi*om  the  margins  little  tongue- 
like projections  extend  upon  the  agar,  giving  the  impression  of  a  halo  to 
the  naked  eye,  but  showing  on  close  inspection.  The  whole  growth  makes 
a  flat,  wrinkled  band,  which  extends  at  the  base,  which  is  quite  brittle  and 
easily  broken  up  with  the  platinum  wire,  and  which  detaches  everywhere 
if  the  tube  be  filled  with  water.  When  the  cultures  are  old  the  agar-agar 
becomes  yellowish  brown. 

'The  bacillus  grows  well  on  potato,  a  broad,  elevated,  colorless  band 
forming  in  forty-eight  hours.  This  growth  has  a  dull  appearance  to  the 
naked  eye,  and  when  examined  by  a  lens  has  a  highly  characteristic  vil- 
lous appearance.  The  whole  surface  is  covered  by  projecting,  smooth, 
dull  villi.  The  edges  of  the  growth  exhibit  a  more  massive  develop- 
ment of  these  villi  than  the  centre,  and  appear  to  the  naked  eye  as  whitish 
dots,  which  when  magnified  become  warty  masses.  Later,  when  the  cul- 
ture becomes  partly  dried,  these  villosities  become  ivory-like,  and  make  the 
culture  appear  as  if  sprinkled  with  white  powder. 

Bouillon  rapidly  becomes  turbid,  and  a  mycoderma  forms  upon  the  sur- 
face.  As  with  melted  gelatin,  this  soon  sinks  and  is  replaced  by  a  new  one. 

Litmus  milk  is  completely  decolorized  in  two  to  four  days.  No  coagu- 
lation until  after  the  third  day.  After  coagulation  the  casein  is  digested  with 
considerable  rapidity,  and  a  clear  fluid  remains  which  has  an  alkaline  reaction. 

Careful  study,  made  by  adding  sulphuric  acid  and  potassium  nitrite 
to  cultures  made  in  Denham's  solution,  shows  a  faint  pink,  as  if  a  small 
amount  of  indol  was  produced  by  the  organism  in  its  growth. 

In  order  to  confirm  the  test  for  acidity  made  by  the  litmus  milk,  cul- 
tures were  made  in  peptone  rosalic  acid  solution,  but  without  any  change 
of  color,  although  kept  for  weeks.  The  growth  in  the  peptone  and  pep- 
tone rosalic  acid  solutions  resembled  that  in  bouillon. 
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Blood-serum  was  rapidly  liquefied  by  the  growth  of  the  bacillus,  no 
particular  features  being  observable. 

The  growth  in  gelatin  containing  glucose  was  the  same  as  that  in  plain 
gelatin,  but  rather  more  luxuriant. 

Attempts  were  made  to  produce  pathogenesis  by  hypodermic  injections 
into  mice  and  rabbits,  but  the  animals  remained  healthy,  so  that  the  organ- 
ism seems  to  be  uon-jjathogeuic. 

The  bacillus  stains  readily  by  most  aniline  dyes,  and  also  very  well 
by  Gram's  method. 

Bacillus  Influenzce. — The  microbe  that  is  the  causative  factor  in  epidemic 
influenza  is  of  late  discovery.  Pfeiffer,  in  January,  1892,  first  described 
the  morphology  and  biology  of  a  bacillus  which  he  obtained  in  enormous 
numbers  from  the  sputa  of  every  case  of  influenza,  and  never  from  that 
of  many  cases  of  ordinary  coryza  that  he  examined.  At  the  same  time. 
Canon,  of  Berlin,  announced  the  presence  of  the  same  organism  in  the  blood 
of  patients.  In  the  opinion  of  these  investigators,  and  of  Kitasato,  based 
on  examination  of  cases  and  on  inoculation  experiments,  this  bacillus  is 
undoubtedly  the  cause  of  influenza. 

The  question  of  its  presence  in  the  conjunctiva  and  lacrymal  tract  is 
yet  not  proved,  although  there  is  great  reason  to  believe  that  on  examination 
it  will  be  found  in  these  localities.  Weichselbaum  holds  that  all  the  neigh- 
boring cavities  of  the  nose,  includiug  the  nasal  duct,  are  infected  in  pneu- 
monia, in  typhoid  fever,  and  in  influenza.  Berger  points  out  the  intense 
conjunctivitis  with  which  the  onset  of  the  "  grippe"  is  marked,  and  regards 
it  as  originating  in  the  inflammation  of  the  nasal  and  bronchial  passages. 
In  view  of  the  extreme  jjrobability  of  the  correctness  of  these  opinions,  it 
was  deemed  advisable  to  include  a  description  of  the  bacillus  influenzae. 

It  was  obtained  by  PfeifFer  from  uncomplicated  cases  in  nearly  pure 
culture.  It  is  a  bacillus  with  rounded  ends,  aerobic,  non-motile,  and  very 
small,  being  0.5  m  in  length  and  about  0.2  m  in  thickness.  Generally  soli- 
tary, or  in  chains  of  three  or  four  elements,  it  sometimes  occurs  in  small 
masses  containing  as  many  as  fifty  bacilli.  (Cauon.)  In  old  cultures  of 
three  or  four  days'  growth  there  occur  long,  thread-like,  abnormal  forms 
of  beginning  involution.    No  spores  have  been  observed. 

During  the  onset  of  the  disease  the  far  greater  number  of  bacilli  occur 
free  in  the  secretions,  but  subsequently  to  the  acute  stages  they  are  nearly 
all  found  in  the  interior  of  the  corpuscular  elements. 

With  basic  aniline  dyes  it  stains  with  difficulty,  but  is  best  colored  by 
the  use  of  Ziehl's  carbol  fuchsin  or  Loffler's  methylene-blue  solution,  with 
the  additional  aid  of  heat.  The  ends  stain  much  more  deeply  and  give  the 
microbe  an  appearance  of  a  diploooccus.  Pfeiffer  thinks  that  many  of  the 
former  observers  have  made  this  mistake.  The  diplococcus  described  by 
Babes  may  have  been  the  bacillus  under  consideration.  In  the  blood,  Canon 
made  use  of  Czenzynke's  method.  The  blood  was  dried  on  the  cover-glass, 
after  having  been  fixed,  was  placed  for  five  minutes  in  absolute  alcohol,  and 
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then  in  the  staiu  (sol.  sat.  methyleue-blue  aq.,  40 ;  sol.  eosin  alcohol  (70 
per  cent.)  0.5  per  cent.,  20 ;  aq.  destil.,  40)  for  from  three  to  six  hours  at 
a  temperature  of  37°  C.  The  cover-glass  was  then  washed  thoroughly 
with  water  and  mounted  in  Canada  balsam.  Seen  under  the  microscope, 
the  erythrocytes  are  red,  stained  by  the  eosin;  the  leucocytes  and  bacilli 
are  blue,  sttiined  by  the  methylene  dye. 

Sections  of  tissue  are  stained  by  using  Ziehl's  solution  and  very  watch- 
fully decolorizing  in  absolute  alcohol  that  has  been  slightly  acidified  by 
acetic  acid.  The  object  is  to  remove  the  section  from  the  alcohol  the  moment 
at  which  the  tissue  itself  is  decolorized  and  the  microbes  still  retain  the 
stain,  on  account  of  their  greater  imperviousness.  The  bacilli  do  not  stain 
by  Gram's  method. 

The  bacillus  taken  from  a  nearly  pure  culture,  as  found  in  the  nasal  or 
the  bronchial  secretion,  develops  but  slightly  on  the  ordinary  culture  media. 
Below  28°  C.  and  above  42°  C.  it  ceases  to  grow,  and  its  thermal  death- 
point  is  at  60°  C.  Five  minutes  at  this  temperature  suffice  to  kill  it.  On 
solid  gelatin,  therefore,  no  growth  can  be  obtained. 

In  bouillon,  at  the  end  of  twenty-four  hours  there  occur  a  few  small 
white  points,  which  soon  sink  down  and  form  a  slight  flocculent  deposit, 
leaving  the  liquid  clear.  Pfeiffer  was  unable  to  obtain  any  growth.  On 
glycerin  agar,  at  the  end  of  twenty-four  hours'  exposure  to  a  temperature 
of  37°  C,  small,  pin-point,  transparent,  water-like  drops  make  their  appear- 
ance, and  often  can  be  recognized  only  by  the  aid  of  a  lens.  They  do  not 
coalesce,  and  Kitasato  points  out  this  fact  as  a  means  of  differentiation  for 
this  microbe. 

A  similar  growth  occurs  on  1.6  pev  cent,  agar-agar.  (Pfeiffer.) 

Pfeiffer  found  that  transplanting  gave  negative  results  on  these  media, 
and  even  on  gelatinized  human  and  animal  blood-serum  and  on  Loffler's 
mixture  of  blood-serum  and  agar.  He  noticed  that  when  a  small  amount 
of  blood  was  smeared  over  the  surface  of  the  media,  a  transplanted  culture 
would  develop  most  rapidly  and  luxuriantly  into  small  colonies  of  glass- 
like transparency  and  with  but  little  tendency  to  coalesce.  These  did  not 
grow  in  the  drops  of  blood,  but  around  them  and  at  a  slight  distance  from 
the  periphery.  By  a  series  of  experiments  he  proved  that  hsemoglobin  was 
the  essential  factor  in  this  increased  vegetative  power.  In  the  same  manner 
he  succeeded  in  obtaining  successive  generations  upon  agar  and  blood-serum 
and  in  bouillon. 

The  bacillus  of  influenza  is  easily  destroyed  by  dryness  and  by  light 
and  heat.  An  exposure  in  a  dry  atmosphere  at  37°  C.  for  one-half  to  one 
hour  will  cause  its  death. 

Bacillus  of  Kariulis} — Bacillus  of  Egyptian  Catarrh. — Koch  found  a 
large  number  of  diseased  eyes  in  the  Greek  Hospital  in  Egypt  to  contain 
gonococci  of  Neisser.    Kartulis  confirmed  this  in  hundreds  of  experiments. 


iCentralb.  f.  Bakt.  u.  Parasitenk.,  1887,  i.  289. 
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In  one  instance  the  pus  from  a  case  of  blenuorrhoea  conjunctivitis  was 
inoculated  by  means  of  a  soft  catheter  into  the  urethra  of  a  healthy  man 
and  produced  typical  gonorrhoea. 

Koch  also  discovered  in  the  pus-cells  small  bacilli  like  those  of  mouse 
septicaemia.  In  fresh  cases  of  conjunctivitis  the  bacilli  are  rich  in  the  pus- 
cells.  They  sometimes  occur  free  between  the  cells,  but  never  occupy  the 
nucleus. 

Kartulis  could  never  cultivate  the  bacillus  on  peptone  gelatin.  At  the 
temperature  of  28°  C.  to  36°  C.  he  succeeded  in  securing  characteristic  cul- 
tures. On  agar-agar  the  same  occurred  of  a  microscopically  visible  size 
in  thirty  to  forty  hours.  At  first  along  the  stroke  there  are  fine  grayish- 
white  points,  forming  a  patch.  These  gradually  unite  to  form  a  narrow 
streak,  which  elevates  itself  above  the  culture  medium  very  distinctly. 
The  pure  culture  is  now  shining  and  dark-colored,  of  a  fatty  appearance. 
The  borders  are  irregularly  wave-like  and  sometimes  notched.  Gelatin  is 
not  liquefied.  The  patch  remains  for  a  considerable  time  in  this  form,  then 
gradually  dries,  and  looks  like  a  fish-bone. 

The  young  bacilli  appear  a  little  plumper  in  the  cultures  than  in  the 
pus-cells.  On  old  cultures  they  are  much  like  those  of  mouse  septicaemia, 
being  so  thin  and  delicate  as  to  be  almost  invisible.  No  spores  have  been 
observed.  The  pure  cultures,  as  well  as  pus-cells  containing  the  bacilli, 
give  rise  to  but  little  disturbance  in  animals,  but  produce  positive  cases  of 
the  disease  in  men. 

DiplococGus  Lanceolatus  Pneimonice,  Talamon  {Micrococcus  Pasteun, 
Sternberg ;  Diplococcus  Pneumonice,  Weichselbaum). — This  micro-organism 
was  first  obtained  by  Pasteur  and  by  Sternberg  in  1880,  from  human 
saliva  ;  and  the  further  investigations  of  Talamon,  Fraenkel,  and  Weichsel- 
baum have  given  us  evidence  that  it  is  the  causative  agent  concerned  in 
croupous  pneumonia.  Since  then  it  has  been  found  in  other  inflammatory 
exudates, — in  meningitis,  endocarditis,  pei'i carditis,  pleuritis,  peritonitis,  etc., 
— and  in  pure  cultures  in  acute  abscesses.  It  is,  therefore,  to  be  classed 
among  the  pyogenic  germs.  The  researches  of  Gasperini,  as  reported  at 
the  Eleventh  International  Congress  in  Rome,  show  it  to  be  one  of  the 
most  frequent  microbes  that  inhabit  the  conjunctival  sac. 

The  form  of  this  microbe  is  that  of  a  very  short  bacillus, — an  oval 
coccus,  as  it  is  commonly  called  (1.5-0.5  /j-  by  1-0.5  a), — generally  occurring 
in  pairs.  In  blood  and  exudates  it  has  a  lanceolate  shape  (hence  the  name), 
— that  of  a  grain  of  wheat  or  of  a  candle-flame,  as  it  has  been  variously  de- 
scribed, with  the  pointed  ends  turned  outward.  Often  it  is  met  with  in 
chains  of  from  three  to  ten  elements,  and  often  singly.  It  is  surrounded 
by  a  gelatinous  capsule,  but  this  is  very  rarely  present  in  cultures  on 
artificial  media. 

The  bacillus  takes  on  the  aniline  stains  readily,  and  is  not  decolorized 
by  Gram's  method,  which  distinguishes  it  from  Friedliinder's  bacillus. 
The  capsule  can  be  colored  by  a  one-minute  immersion  in  a  one-per-cent 


MICRO-ORGANISMS  OP  THE  COXJUNCTIVA  AND  LACRYMAL  SAC.  507 


solution  of  acetic  acid,  followed  by  aniline  gentian  violet ;  or  (Ribbert)  by 
a  rapid  treatment  with  a  saturated  solution  of  dahlia  in  the  following : 
aq.  dest,  100;  alcohol.,  50;  acid,  acetic,  12.5.  Sections  of  tissue  can  be 
left  in  the  stain  longer  (ten  to  twenty  hours),  and  partially  decolorized  by 
one-per-cent.  acetic  acid. 

It  does  not  develop  in  artificial  media  below  22°  C.  or  above  40°- 
42°  C,  and  has  a  thermal  death-point  of  52°  C.  (ten  minutes). 

On  plates  of  fifteen-per-cent.  gelatin,  at  24°  C,  there  grow  at  the  end 
of  one  day  small,  round,  granular,  grayish-white  colonies,  which  slightly 
spread  on  reaching  the  surface.  They  never  grow  very  luxuriantly.  A 
slight  line  of  white  colonies  appears  along  the  path  of  the  needle  in  tube 
cultures. 

On  agar  plates,  at  36°  C, — the  optimum  temperature, — there  soon  appear 
little,  watery  colonies,  like  drops  of  dew,  which,  microscopically,  are  seen  to 
have  a  finely  granular  centre  surrounded  by  a  more  transparent  granular 
zone.  On  blood-serum  and  on  agar  the  growth  is  a  thin,  semi-trausparent, 
"jelly-like"  band.  At  most  there  is  only  a  slight  cloudiness,  with  a  fine 
deposit,  in  bouillon.  The  development  is  greater  in  milk ;  the  casein  is 
coagulated.    No  growth  occurs  on  potato. 

Inoculation  of  virulent  cultures  into  the  lower  animals,  especially  mice 
and  rabbits,  causes  death  from  an  acute  septicaemia.  Its  virulence,  how- 
ever, and  also  its  vitality,  ai*e  very  soon  lost  by  cultivation. 

Bacillm  Leprce  (Hansen  and  Neisser)  is  a  still  less  frequent  resident  of 
the  conjunctiva,  occurring  only  in  cases  of  lepra  in  which  the  conjunctiva 
is  affected.  It  is  very  similar  to  the  tubercle-bacillus,  but  rather  longer, 
measuring  from  4  to  6  /i,  and  not  curved.  The  study  of  this  individual  can 
best  be  made  by  means  of  sections  through  the  nodule,  colored  witli  hot 
carbol-fuchsin  for  fifteen  to  thirty  minutes,  washed  in  water,  and  differen- 
tiated for  forty-five  seconds  with  Gabbett's  solution.  After  this  the  section 
should  be  ^v•ashed  in  ninety-five-per-cent.  alcohol,  then  in  absolute  alcohol, 
and  cleared  in  xylol.  The  bacilli  appear  red  and  the  tissue  slightly  blue. 
Cultivation  of  this  bacillus  is  almost  impossible,  but  has  been  accomplished 
by  Neisser  and  by  Bordoni-Uffredozzi  on  gelatinized  blood-serum  and 
boiled  eggs.  When  thus  cultivated,  Neisser  found  that  the  bacilli  grew  as 
long  threads  and  developed  spores.  But  this  lacks  confirmation.  The 
rods  have  pointed  ends,  and  often  present  unstained  spaces  similar  to  those 
seen  in  the  tubercle-bacillus.  In  sections  of  tissue  contaiuing  lepra  bacilli 
they  are  seen  to  lie  in  and  between  the  cells,  being  veiy  numerous  in  the 
large  cells.    So  far,  inoculation  experiments  have  failed. 

Bacillus  Mallei  (Loffler  and  Schiitz). — In  this  most  virulent  and,  for- 
tunately, rare  disease  the  conjunctivae  and  lacrymal  tracts  are  affected, 
most  probably  by  direct  communication  from  the  nasal  lesions.  The 
mucous  membrane  of  the  ocular  apparatus  becomes  injected  and  swollen, 
secretes  a  muco-purulent  fluid,  and  is  often  the  seat  of  the  characteristic 
pustular  lesions  of  glanders.    The  bacillus  at  present  recognized  as  the 
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etiological  factor  in  this  disease  was  discovered  in  1882  simultaneously  by 
Bouchard,  Capitan,  and  Charrin,  in  France,  and  by  Loffler  and  Schiitz,  in 
Germany.  The  former  observers  were  not  able,  however,  to  separate  it 
from  the  pus  microbes  found  in  the  lesions,  and  to  Loffler  and  Schiitz  is 
due  the  credit  of  having  obtained  the  first  pure  culture  of  this  bacillus, — 
the  bacillus  mallei.  It  is  found  abundantly  in  the  interior  of  the  glanders 
nodules,  in  the  pustules  upon  the  ulcerating  surfaces,  and  to  a  less  extent  in 
the  purulent  secretions. 

It  is  an  aerobic,  facultative  anaerobic,  non-motile  bacillus,  5  to  7  m  long 
and  0.5  to  1.5  p-  thick,  resembling,  therefore,  in  size  the  bacillus  tuberculosis, 
but  being  somewhat  thicker.  The  rods  are  straight,  or  sometimes  slightly 
curved  ;  in  old  cultures  they  may  occur  in  large  and  irregular  involution 
forms.  They  are  generally  isolated,  but  may  be  in  pairs  or  even  chains  of 
two  or  three  elements ;  and  in  tissue  they  show  a  certain  tendency  to  form 
into  small  masses.  Baumgarten  claims  to  have  stained  spores  by  the  Neisser 
method  ;  but  it  is  a  question  if  such  exist.  L5ffler  found  this  micro- 
organism to  be  extremely  susceptible  to  the  several  thermal,  chemical,  and 
mechanical  destructive  agencies.  This,  he  argues,  militates  against  the  ex- 
istence of  spores.  The  bacillus  does  not  take  up  the  stain  homogeneously, 
but  presents  feebly-  or  non-stained  jjortions,  alternating  with  the  more  deeply 
stained  cell-contents.  These  are  held  by  Loffler  to  be  a  degenerative  change 
in  the  cell-protoplasm. 

The  bacillus  of  glanders  may  be  stained  easily,  but  not  intensely,  by  the 
ordinary  aniline  dyes,  and  especially  by  those  which  are  slightly  alkaline. 
The  stain  to  be  used  by  preference  is  Ehrlich's  methyl-violet  solution,  to 
which  has  been  added  just  before  using  an  equal  part  of  0.01-per-cent. 
solution  of  potassium  hydrate.  The  microbe  loses  its  color  by  treatment 
according  to  Gram's  method,  and  also  by  use  of  the  decolorizing  solution 
of  Ehrlich's  method  of  staining  the  tubercle-bacillus,  this  serving  as  a 
means  of  differential  diagnosis  from  that  organism. 

In  staining  tissue,  Kuhne's  methylene-blue  gives  good  results.  The 
sections  are  transferred  from  water  to  a  carbolated  solution  of  the  blue 
(methylene-blue  1.5,  alcohol  10,  carbolic  acid  5,  water  100).  After  having 
been  stained  by  four  or  five  minutes'  immersion,  they  are  decolorizwl 
rapidly  in  water  containing  a  little  hydrochloric  acid  and  washed  in  water. 
Quickly  dehydrated  in  alcohol,  they  are  passed  through  aniline  oil  and 
mounted  in  balsam. 

Loffler's  methylene-blue  solution  and  a  decolorizing  mixture  of  ten  cubic 
centimetres  of  water,  two  drops  of  sulphuric  acid,  and  one  drop  of  a  five- 
per-cent.  oxalic  acid  solution  may  be  used. 

The  color  is  quickly  lost  in  these  decolorizing  solutions,  and  conse- 
quently the  staining  in  tissue  is  rendered  most  diflicult.  For  purposes 
of  diagnosis  it  is  better  not  to  rely  upon  the  staining  jieculiarities  of  the 
bacillus,  but  to  have  recourse  to  cultures  upon  the  different  laboratory 
media. 
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These  are  very  characteristic,  and  aid  one  to  recognize  definitely  the 
microbe  in  question.  To  obtain  a  pure  culture  direct  from  the  local  lesion 
is  somewhat  difficult,  owing  to  the  presence  of  more  rapidly  developing 
micro-organisms  and  to  the  relatively  small  number  of  specific  bacilli  in 
the  discharge.  Therefore  it  is  better  to  follow  out  the  method  employed  by 
Strauss.  This  consists  in  injecting  into  the  peritoneal  cavity  of  a  male 
guinea-pig  some  of  the  suspected  pus.  If  it  is  from  a  case  of  glanders,  a 
few  days  will  suffice  to  set  up  a  characteristic  orchitis,  the  testicles  con- 
taining a  nearly  pure  culture  of  the  bacillus. 

The  bacillus  mallei  grows  best  at  37°  to  38°  C.  Below  22°  and  above 
45°  its  development  ceases,  and  at  55°  its  death  ensues. 

In  bouillon  aud  liquefied  gelatin  it  forms  at  first  a  general  cloudiness, 
which  gradually  settles  down  in  the  tube  as  a  white  viscous  mass. 

Upon  agar  the  stroke  at  the  end  of  a  couple  of  days'  exposure  to  the 
temperature  of  37°  C.  presents  a  series  of  small,  grayish-white,  isolated 
droplets,  which,  as  time  goes  on,  gradually  coalesce  and  form  a  Avhite  band 
two  or  three  millimetres  in  width. 

Agar  to  which  has  been  added  a  small  quantity  (one  per  cent.)  of 
glycerin  is  a  more  favorable  soil,  the  growth  taking  place  even  at  the 
ordinary  room  temperature.  At  the  end  of  forty-eight  hours  there  ap- 
pears along  the  stroke  a  pale  white,  semi-transparent  band  two  to  three 
millimetres  in  width,  which  is  increased  at  the  end  of  a  week  to  seven  or 
eight  millimetres. 

Ou  agar  made  with  milk  the  bacillus  grows  most  luxuriantly  (Raskins). 
Upoii  this  there  is  rapidly  developed  a  thick,  pale  whitish  layer,  which  on 
the  third  or  fourth  day  assumes  an  amber-yellow  and  later  a  reddish-brown 
tint. 

On  blood-serum  it  grows  as  small,  transparent,  yellowish  drops,  which 
at  the  end  of  a  week  coalesce  to  form  a  creamy-white  layer.  This  milky 
appearance  is  due  to  the  presence  of  numerous  minute  crystals  of  unknown 
composition. 

The  growth  on  potato  is  most  diagnostic.  At  the  end  of  two  days  the 
surface  of  the  medium  is  covered  with  a  thin,  yellowish,  semi-transparent 
layer,  which  gradually  assumes  an  amber  color.  In  about  seven  days  this 
growth  becomes  more  opaque  and  of  a  reddish-brown  tint,  and  is  sur- 
rounded by  a  greenish  zone  in  the  substance  of  the  potato.  At  this  stage 
it  somewhat  resembles  the  potato  culture  of  the  bacillus  pyocyaneus, — the 
bacillus  of  blue  pus, — but  this  latter  has  a  mother-of-pearl  brilliancy  and 
when  treated  with  ammonia  gives  the  blue  color  of  pyoeyanin. 

In  hay  and  similar  vegetable  infusions  the  bacillus  does  not  develop. 

In  his  investigations  concerning  the  resistance  of  the  bacillus  mallei,  Lof- 
fler  found  that  it  was  destroyed  in  five  minutes  by  a  three-  to  five-per-cent. 
solution  of  carbolic  acid,  in  two  minutes  by  a  one-half-per-cent.  solution  of 
mercuric  bichloride,  and  in  ten  minutes  by  water  at  a  temperature  of  55°  C. 
These  facts  have  a  bearing  on  the  possibility  of  practical  disinfection. 
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Bacillus  Megatherium  (De  Bary). — This  individual  was  met  once  in  a 
case  of  trachoma  aud  once  on  the  normal  conjunctiva. 

The  bacilli  are  very  large,  measuring  from  0.8  to  1.0  At  in  breadth  and 
from  1.75  to  3  m  in  length.  The  ends  are  rounded,  except  when  chains  are 
formed,  when  they  may  be  flattened  at  the  junctions.  Involution  forms 
are  very  common.  One  of  the  peculiarities  of  the  species  is  to  have  a 
granular  protoplasm,  the  granules  being  much  more  obvious  in  stained  than 
in  unstained  individuals. 

The  organism  appears  to  be  without  motility,  except  a  peculiar  amoeboid 
change  of  shape,  which,  though  rather  rapid  and  easily  observed,  does  not 
seem  to  allow  of  a  distinct  change  of  place.  While  watched,  the  bacilli 
may  be  seen  to  curve  upon  themselves,  to  project  hook-like  jjseudopodia 
from  their  sides,  and  to  take  on  other  amoeboid  shapes. 

The  organism  stains  well  with  the  aniline  dyes  when  in  good  condition, 
but  the  involution  stages,  which  are  frequent,  prevent  the  clear  j>icture 
presented  by  other  micro-organisms.  In  stained  specimens  the  granules  in 
the  protoplasm  often  become  unusually  prominent.  This  is  particularly 
true  of  Gram's  method,  which  seems  to  color  only  these  granules,  presenting 
a  most  interesting  picture,  the  bacilli  being  colorless,  but  its  granules  deep 
blue. 

Upon  gelatin  plates  the  colonies  apjjear  in  twenty-four  hours  as  small, 
spherical,  circumscribed,  coarsely  granular,  colorless  masses.  Those  near 
the  surface  begin  to  spread  out  and  surround  themselves  with  a  halo  before 
attaining  any  considerable  size.  In  forty-eight  hours  the  halo  presents  a 
cotton-like,  filamentous  character,  in  which  no  individual  filaments  can, 
however,  be  made  out,  but 
which  gives  to  the  whole 
mass  a  resemblance  to  a 
little  bunch  of  raw  cotton 
upon  the  surface  of  the  gela- 
tin. This  appearance  in- 
creases a  little  as  the  size  of 
the  colony  increases,  then  is 
lost  in  the  liquefaction,  which 
becomes  rapid  after  about 
seventy-two  hours. 

In  gelatin  punctures,  at 
the  end  of  about  twelve 
hours  a  very  small  whitish 
surface-growth  occurs,  which 

soon  sinks  into  a  funnel-shaped  area  of  clear,  liquid  gelatin,  and  then  often 
develops  a  somewhat  branched  form  like  cauliflower.  Thus  far  the  growth 
has  attained  no  magnitude.  It  continues  a  slow  development,  liquefaction 
continuing  slowly  in  the  puncture,  until  in  five  days  it  reaches  the  sides  of 
the  tube  and  extends  half-way  to  the  bottom.   The  liquid  is  full  of  flocculi, 


Fig.  3. 


a  b  c  d  c 

Cultures  of  bacillus  megatherium  in  gelatin.— a,  24  hours, 
6,  3  days,  c,  6  days,  d,  2  weeks,  and  e,  1  month  old. 
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and  at  the  apex  of  the  funnel  the  flocculi  begin  to  pile  up.  In  four  weeks 
the  liquefaction  has  formed  a  horizontal  plane  about  two-thirds  of  the  depth 
of  the  gelatin,  and  shows  the  flocculi  all  precipitated,  leaving  clear  fluid 
above.  Seven  or  eight  weeks  elapse  before  the  gelatin  is  entirely  liquefied. 
No  gas-bubbles  are  developed  either  in  ordinary  gelatin  or  in  gelatin  to 
which  glucose  has  been  added. 

Upon  the  surface  of  agar-agar  the  growth  develops  with  considerable 
rapidity.  It  rarely  forms  a  uniform  band  along  the  line  qf  inoculation, 
but  generally  occurs  in  isolated  patches  which  may  later  become  confluent. 
It  is  smooth  and  shining — rather  doughy — in  appearance,  and  is  dirty- 
yellow  or  brownish-yellow  in  color.  It  seldom  attains  any  size  before 
the  surface  becomes  mottled  with  minute  brownish  patches,  which  give 
the  impression  that  bubbles  have  burst  upon  the  surface,  or  that  it  is 
ulcerated.  At  the  time  when  this  mottling  occurs  the  agar-agar  becomes 
brownish-yellow  in  the  neighborhood  of  the  growth. 

Upon  the  surface  of  potato  the  growth  is  luxuriant,  forming  a  circum- 
scribed yellowish-white  mass,  which  is  sometimes  irregular  and  dendri- 
form, at  other  times  without  any  tendency  to  spread  at  the  edges.  The 
growth  generally  attains  a  considerable  thickness,  projecting  from  the  cul- 
ture medium  for  one-eighth  of  an  inch  or  more,  and  in  some  cases  is  dimjiled, 
so  as  to  suggest  impressions  of  Oriental  characters  in  plastic  material. 
When  examined  beneath  the  microscope,  the  growth  appears  finely  gran- 
ular ;  to  the  naked  eye  it  is  smooth  and  lustrous. 

In  bouillon,  at  the  end  of  forty-eight  hours  the  growth  is  obscured  by 
a  general  turbidity  of  the  liquid  and  by  the  formation  of  an  irregular  fenes- 
trated pellicle  upon  the  surface.  This  condition  does  not  change  in  the 
course  of  several  weeks.  There  is  no  true  mycoderma,  and  the  surface- 
growth  does  not  sink,  as  is  so  common. 

The  alkalinity  of  litmus  milk  is  intensified.  After  three  weeks  the 
casein  of  the  milk  becomes  digested,  and  the  color,  which  has  gradually 
faded,  is  lost.    The  bacillus  is  not  pathogenic. 

Bacillus  Mesmtericm  Vulgatus. — This  bacillus  is  one  of  the  most 
frequent  micro-organisms  found  on  the  conjunctiva ;  and  as  it  is  one  of 
the  ordinary  denizens  of  the  atmosphere,  the  reason  for  its  frequency  is 
readily  imderstood. 

The  bacilli  are  rather  large  and  stout,  measuring  about  1.75  to  2.5  m  in 
length  and  .75  m  in  breadth,  having  rounded  ends,  constantly  uniting  in 
twos,  threes,  and  longer  chains,  forming  myriads  of  spores  of  considerable 
size  and  oval  form,  and  being  possessed  of  motility  which  is  seldom  very 
rapid.  The  movement  is  generally  sinuous,  and  not  infrequently  the  indi- 
viduals turn  over  and  over  in  their  progress  from  place  to  place. 

The  bacillus  stains  well  by  the  methods  ordinarily  employed,  and  also 
by  Gram's  meihod. 

When  cultivated  upon  gelatin  plates,  the  colonies  appear  with  great 
rapidity,  grow  very  rapidly,  and  prove  rather  troublesome  by  the  extensive 


512    MICRO-ORGANISMS  OF  THE  CONJUNCTIVA  AND  LACRYMAL  SAC. 


and  I'apid  liquefaction  which  is  produced.  The  first  appearance,  which 
presents  itself  in  a  few  hours,  is  that  of  a  spherical,  colorless,  circumscribed 
body  ;  but  this  is  of  short  duration,  and  soon  delicate  offslioots,  like  a  fringe, 
begin  to  develop  around  the  colony.  Sometimes  liquefaction  begins  almost 
immediately,  and  at  once  spreads,  so  that  the  colony  presents  a  saucer 
shape,  attaining  a  diameter  of  from  3  to  5  millimetres,  consisting  of  grayish 
or  whitish,  flocculent,  liquefied  gelatin,  the  edges  of  which  show  a  delicate 
fringe  extendmg  into  the  normal  gelatin.  Other  colonies  are  observed 
which  pursue  a  different  course.  In  these  the  fringe  develops  around  the 
tiny  colony  as  usual,  but  grows  longer,  long,  radiating  filaments  being  given 
off,  and  liquefaction  not  seeming  to  occur  for  twenty-four  hours,  after  which, 
however,  it  spreads  rapidly  and  takes  the  normal  course. 

When  puncture  cultures  are  made  in  gelatin,  the  liquefaction,  which  is 
in  the  foi'm  of  a  funnel,  begins  almost  immediately,  and  occurs  along  the 
whole  length  of  the  puncture.  The  liquefied  area  attains  considerable  size 
in  twenty-four  hours,  reaches  tlie  sides  of  the  tube  in  forty-eight  hours, 
is  complete  in  three  days,  and  has  a  varying  character, — at  first  consisting 
of  slightly  clouded  liquid,  then  of  clear  liquid  containing  numerous  flocculi, 
the  latter  character  developing  about  the  time  that  the  liquefaction  is  com- 
pleted. At  the  same  time 
that  the  turbidity  gives  place 
to  flocculi  a  pellicle  begins 
to  form  on  the  surface.  This 
soon  forms  a  complete  my- 
coderma,  having  a  white 
color  and  becoming  more 
and  more  dense,  and  finally 
forming  a  very  wrinkled  and 
tuberculated  layer,  which 
projects  above  the  surface  of 
the  liquid  at  the  sides  of 
the  tube.  Later  the  under 
sui'face  becomes  somewhat 
yellowish.  While  this  my- 
coderma  formation  has  been  going  on  at  the  surface,  the  flocculi  have  been 
precipitated  to  the  bottom,  so  that  by  the  time  it  is  complete  it  covers  a 
perfectly  clear  liquid,  below  which  a  small  sediment  is  observed.  Should 
the  tube  be  agitated  so  as  to  separate  the  mycoderma  from  its  sides,  the 
growth  sinks,  and  may  or  may  not  be  replaced  by  a  new  one. 

Upon  agar-agar  the  growth  is  not  luxuriant,  but  forms  a  translucent, 
colorless  band  about  0.5  centimetre  in  breadth,  extending  the  whole  length 
of  the  stroke.  This  growtli  has  circumscribed,  slightly  rounded,  sometimes 
elevated  edges,  and  is  characterized  by  frequent  transverse  foldings,  which 
give  it  the  appearance  of  the  segments  of  a  tape-worm.  In  the  lower  part 
of  the  tube,  if  water  is  present,  it  forms  a  mycoderma  upon  it  possessed  of 


Fig.  4. 


a  b  c  d  e 

Cultures  of  bacillus  mesentericus  viilgatus  in  gelatin.— o,  24 
hours,  6,  48  hours,  c,  3  days,  d,  6  days,  and  e,  1  month  old. 
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the  same  characters  as  that  described  as  occurring  upon  the  surface  of  the 
liquefied  gelatin.   When  touched  with  the  platinum  wire  the  growth  is  brittle. 

The  growth  on  potato  is,  of  course,  familial'  and  characteristic.  Along 
the  line  of  inoculation  it  occurs  with  luxuriance,  producing  a  dull,  rather 
dry,  convoluted  mass,  which  is  thrown  into  innumerable  folds  and  puckers. 
It  does  not  tend  to  spread  over  much  surface,  but  is  considerably  elevated, 
and  suggests  the  appearance  of  a  chain  of  rugged  mountains  on  a  relief 
map,  especially  when  viewed  with  the  lens.  The  growth  on  potato  has  a 
putty  color,  sometimes  has  a  smooth  shining  surface,  but  generally  is  dull, 
this  depending  on  the  moist  or  dry  condition  of  the  potato.  Age  does  not 
materially  alter  the  character  of  the  growth,  which  does  not  change  at  all 
in  two  weeks.  Potato  cultiu-es  give  off  a  peculiar,  disagreeable,  puugent 
odor,  which  sticks  to  the  fingers  and  is  washed  off  with  difficulty. 

When  grown  in  bouillon  the  liquid  becomes  cloudy,  a  mycoderma  like 
that  already  described  forms  upon  the  surface,  the  cloudiness  changes  to 
flocculence,  and  precipitation  of  the  flocculi  occurs,  so  that  the  cycle  of 
development  is  in  all  points  identical  with  that  in  the  liquefied  gelatin. 

In  gelatin  to  which  glucose  is  added  no  fermentation  is  produced. 

When  cultivated  in  litmus  milk  no  change  occurs  for  nearly  a  week, 
when  the  surface  begins  to  show  a  deeper  shade  of  blue.  Coagulation, 
digestion  of  the  coagulum,  and  total  disappearance  of  color  follow ;  but 
when  the  remaining  colorless  fluid  is  tested  with  litmus  paper  it  is  found  to 
be  strongly  alkaline. 

Blood-serum  is  liquefied  by  the  growth  of  this  organism. 

The  bacillus  is  entirely  free  from  pathogenic  properties. 

Bacillus  Mesmtenms  Fuscus  (Fliigge). — This  bacillus  seems  to  be  iden- 
tical with  the  bacillus  mesentericus 
vulgatus   in   all   points   except  its 
growth  on  potato. 

When  so  grown,  instead  of  a  cir- 
cumscribed elevated  growth,  this  ba- 
cillus spreads  rapidly  over  the  surface 
of  the  culture  medium,  forming  a 
yellowish-brown  layer,  thin,  and 
covered  with  innumerable  fine  Avrin- 
kles.  The  general  surface  is  smooth, 
the  edges  ill  defined.  As  the  growth 
increases  in  age  it  develops  a  greasy 
appearance,  and  when  it  begins  to  dry  cultures  of  bacillus  mesentericus  fuscus  in 
takes  on  a  characteristic  mrchment-   geiatin.-a,  48  hours,  &.  3  days,  c.  6  days,  and  d, 

1.,  -r  .1  30  days  old. 

like  quality.    Like  its  close  ally,  the 

bacillus  mesentericus  vulgatus,  its  cultures  give  off  a  disagreeable,  pungent 
odor.  On  agar-agar  the  translucence  is  less  marked,  and  instead  of  the 
segmented  tape-worm  the  growth  is  apt  to  be  homogeneous,  china-white, 
turning  yellowish,  and  darkening  the  agar-agar  as  it  becomes  old. 

Vol..  II.- 33 
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Bacillus  Mcsentericus  Ruber  (Globig). — Another  frequent  inhabitant 
of  the  air,  and  one  similar  in  characteristics  to  the  preceding  varieties,  is 
the  rose-colored  bacillus  mesentericus.  Slightly  larger  than  the  common 
variety,  this  microbe  is  not  very  mobile,  generally  occurs  in  chains  of  three 
or  four  elements,  and  produces  large  oval  spores. 

Its  growth  on  gelatin  plates  and  tubes  resembles  that  of  the  vulgatus, 
liquefaction,  however,  being  much  slower. 

On  agar-agar  and  on  potato  the  growth  takes  on  the  characteristic 
rose  tint.  The  culture  becomes  folded,  and  is  not  adherent  to  the  culture 
medium. 

In  bouillon  a  mycoderma  is  formed,  but  the  liquid  is  not  discolored. 

Bacillus  of  Measles  (Canon  and  Pielicke). — In  the  Berlino'  Klinisclie 
Wochenschrift  (page  370,  1892),  Canon  and  Pielicke  describe  a  bacillus 
found  in  the  blood  of  fourteen  cases  of  measles.  This  is  of  varying  length, 
often  as  long  as  the  diameter  of  a  red  blood-corpuscle,  often  so  small  as  to 
resemble  a  coccus.  It  stains  best  by  the  use  of  Czenzynke's  fluid,  as  de- 
scribed for  the  bacillus  influenzae  (page  504),  and  is  decolorized  by  treat- 
ment by  Gram's  method.  The  authors  found  it  in  the  blood  of  all  the  cases 
examined,  and  through  the  entire  course  of  the  disease ;  in  one  case  even 
three  days  after  the  disappearance  of  the  fever.  They  were  unable  to  culti- 
vate it  on  gelatin,  agar,  glycerin  agar,  or  blood-serum.  In  these  cases,  how- 
ever, bouillon,  to  which  a  little  blood  had  been  added  at  the  time  of  the 
inoculation,  developed  after  several  days  a  slight  flocculent  turbidity.  An 
examination  of  this  showed  microbes  of  similar  character,  but  not  suscepti- 
ble of  further  cultivation.  The  bacillus  was  also  found  in  the  sputa  and  in 
the  nasal  and  conjunctival  secretions. 

The  question  of  its  pathogenesis  is  still  sub  judice,  and  is  regarded  by 
many  (Baumgarten)  as  doubtful. 

Bacillus  Mycoides  (Fliigge). — This  bacillus  was  found  once  in  a  case  of 
lacrymal  obstruction. 

It  is  a  long,  rather  delicate  bacillus,  which  tends  to  grow  into  very  long 
filaments.  When  cover-glass  preparations  are  made  from  the  bacillus  as 
it  grows  on  agar-agar,  it  is  seldom  found  in  chains  of  more  than  four  or 
six  constituents.  Each  individual  is  about  .8  ^^  in  width  and  from  1.75  to 
2.75  fj.  in  length.  In  many  of  the  bacilli,  but  more  often  lying  free,  large 
numbers  of  oval  spores  can  be  observed. 

When  examined  in  the  hanging  drop,  the  individual  is  found  to  be 
without  motility. 

It  stains  readily  with  the  ordinary  aniline  dyes  and  also  by  Gram's 
method. 

Properly  speaking,  there  are  no  colonies  resulting  from  the  growth  of 
this  individual.  After  about  twenty-four  hours,  inspection  of  a  gelatin 
plate  will  reveal  a  slight  cloudiness  to  the  naked  eye,  and  here  and  there 
irregular,  shapeless,  whitish,  translucent  spots  of  small  size  can  be  observed. 
These  are  the  actual  colonies  or  points  from  which  the  original  growth 
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takes  place.  Upon  microscopic  examination,  the  entire  plate  is  found  to  be 
an  immense  net-work  of  intertwining  and  crossing  filaments.  The  spots 
marking  the  original  foci  of  growth  are  not  distinct  colonies,  but  simply 
points  where  large  numbers  of  filaments  meet  and  cross  one  another. 

When  a  puncture  is  made  in  gelatin,  a  highly  characteristic  and  beauti- 
ful growth  results.  In  a  few  hours  a  slight  dulness  of  the  surface  occurs, 
showing  that  growth  has  begun  there,  and  at  the  same  time  there  can  be 
seen,  radiating  from  the  puncture  on  all  sides,  innumerable  fine  lines,  so 
delicate  as  to  escape  observation  except  when  carefully  looked  for.  These 
filaments  pass  horizontally  to  the  sides  of  the  tube  and  incline  a  little 


Fig.  6. 


a  b  c  d  e  f 

Cultures  of  bacillus  mycoides  in  gelatin.— a,  24  hours,  6,  48  hours,  c,  3  days,  d,  7  days, 

e,  2  weeks,  /,  1  month  old. 

upward.  In  two  days  the  whole  surface  of  the  gelatin  is  covered  with 
a  delicate  membrane,  beneath  which  is  a  small  liquefied  area.  In  three 
or  four  days  one  is  surprised  to  find  the  entire  gelatin  liquefied,  and  the 
mycoderma,  which  is  now  a  heavy  and  dense  membrane,  umbilicated  at 
the  centre,  separating  from  the  sides  of  the  tube  and  sinking  in  the  liquid. 
As  the  membrane  sinks,  it  pushes  down  the  growth  in  the  liquid  below  it, 
causing  all  the  delicate  pi'olongations  to  have  a  very  much  more  marked 
upward  inclination.  A  new  mycoderma  forms,  sinks,  and  is  replaced  by 
a  third.  No  more  than  three  were  observed.  The  last  mycoderma  also 
sinks,  and  leaves  a  tube  of  uncovered,  clear,  fluid  gelatin,  at  the  bottom  of 
which  the  mycodermata  appear  in  perfect  condition. 

Upon  the  surface  of  agar-agar  the  growth  is  no  less  characteristic  than 
upon  gelatin.  A  rapid  development  occurs  along  the  line  of  inoculation, 
forming  an  irregularly  circumscribed,  white,  knobby  band  with  frequent 
joints.  From  both  sides  of  this  woolly  processes  extend  outward  and 
downward,  giving  somewhat  the  figure  of  a  leaf  with  its  central  vein  and 
numerous  lateral  branchings.  When  touched  with  the  platinum  wire  the 
growth  is  slightly  tenacious. 

Upon  potato  the  growth  is  rather  extended,  colorless,  covered  with  short 
tuberosities,  and  tending  when  old  to  become  scaly  in  appearance.    It  is 


516    MICRO-ORGANISMS  OF  THE  CONJUNCTIVA  AND  LACRYMAL  SAC. 


dull  and  dry  iu  character,  the  edges  being  thin  and  drying  first  when  the 
culture  ages,  and  having  then  a  white  color  which  contrasts  with  the  central 
growth. 

As  upon  the  surface  of  the  liquefied  gelatin,  so  upon  the  surface  of  the 
bouillon  a  niycoderma  forms.  This  sinks,  is  replaced  by  a  second,  this  by  a 
third,  tiicn  all  sink  to  the  bottom,  and  the  liquid  is  free  on  the  surface  or 
is  covered  by  an  imperfect  reticulum.    The  liquid  remains  clear. 

Added  to  gelatin,  glucose  causes  no  gas  production. 

In  litmus  milk,  on  the  seventh  day  coagulation  occurs,  accompanied 
by  loss  of  color.  The  casein  is  digested,  and  a  gelatinous,  colorless  fluid 
remains  which  is  strongly  alkaline  in  reaction. 

Bacillus  of  Pink-Eye  (Weeks).^ — This  bacillus  was  impossible  to  sepa- 
rate from  a  larger  species  of  club  shape  Avhich  was  constantly  found  with 
it.  In  investigating  the  disease  called  pink-eye,  this  bacillus  was  found 
aggregated  on  and  in  the  pus-cells  and  free  in  the  mucus.  It  stained  with 
the  ordinary  dyes,  ajipeariug  as  a  tiny  organism,  resembling  mouse  sep- 
ticaemia, 1  to  2  long  and  0.25  ji  in  diameter.  It  is  of  about  the  same 
thickness  as  the  tubercle-bacillus,  but  is  shorter.  Sometimes  threads  are 
formed,  the  separation  of  individuals  being  distinctly  marked.  It  stains 
well  by  Gram's  method. 

When  attempts  were  made  to  cultivate  the  individual,  peculiar  diflfi- 
culties  were  met.  No  pure  cultures  could  be  obtained.  In  one-half-per- 
cent, agar-agar  the  bacillus  developed  very  feebly.  On  one-per-cent.  agar- 
agar  it  died  out  in  a  few  days.  It  would  not  grow  on  plates.  In  beef-tea 
it  grew  fairly  well,  constantly  mixed  with  the  club-shajied  bacillus.  On 
potato  the  growth  was  scant. 

The  growth  secured  upon  weak  agar-agar  was  peai'ly  in  color  and 
glistening  on  the  surface.  By  the  formation  of  concentric  colonies,  it  ex- 
tended for  a  short  distance  into  the  puncture  made  in  the  agar-agar,  and 
reached  its  height  in  from  five  to  seven  days.  The  bacillus  then  began  to 
degenerate,  breaking  up  into  small  particles,  which  took  the  stain  jioorly. 
The  growth  never  developed  at  the  temperature  of  the  room. 

That  this  bacillus,  and  not  the  club-shaped  bacillus  which  contaminated 
it,  is  the  specific  individual  of  pink-eye  is  shown  by  the  experiments  made 
with  the  latter,  which  Avas  with  ease  cultivated  and  produced  no  pathological 
changes. 

Weeks  says  that  he  has  cultivated  four  forms  of  bacilli  and  five  varie- 
ties of  cocci  from  the  conjunctival  secretions,  not  including  the  coccus  of 
Neisser  and  the  one  recently  described  by  Michel  as  the  causative  agent  in 
trachoma. 

Bacillus  Prodigiosus. — This  oi'ganism,  which  has  pronounced  character- 
istics, is  generally  found  distributed,  in  nature,  upon  substances  which  con- 


'  New  York  Medical  Eecord,  May  21 ,  1887  ;  Archives  of  Ophthalmology,  New  York, 
1886,  vol.  XV.  p.  441. 
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tain  starch,  such  as  bread,  freshly-starched  clothing,  etc. ;  but  sometimes  it 
occurs  upon  other  substances,  as  meat,  boiled  potato,  and  in  milk. 

The  organism  is  an  extremely  minute  bacillus,  sometimes  uniting  to 
form  chains  of  ten  or  more  members.  It  is  very  short,  and  formerly  its 
oval  form  led  observers  to  mistake  it  for  a  coccus.  The  length  is  always 
greater  in  individuals  about  to  divide. 

When  studied  in  the  hanging  drop,  the  organism  is  found  to  form  irreg- 
ular chains,  but  often  is  isolated.  If  the  medium  in  which  it  is  cultivated 
be  slightly  acid  in  i-eaction,  it  may  be  observed  that  the  individuals  are 
longer  than  otherwise.  No  spores  have  been  observed  as  yet.  These  bacilli 
show  a  distinct  individual  movement,  but  no  cilia  have  been  demonstrated. 

The  organism  is  a  healthy 'and  rapid  grower,  which  soon  forms  large, 
deep,  purplish-red  patches  upon  the  surface  of  the  culture  media,  and  when 
accidentally  diffused  through  the  dust  of  the  laboratory  becomes  a  nuisance. 
Fraenkel  points  out  the  peculiarity,  which  few  other  organisms  possess,  of 
growing  much  more  rapidly  at  the  temperature  of  the  room  than  at  the 
ordinary  incubation  temperature  of  37°  C. 

Upon  gelatin  plates  the  colonies  assume  a  variety  of  appearances,  which 
must  be  carefully  watched  because  of  the  rapid  liquefaction  which  occurs. 
Their  first  appearance  is  that  of  minute  white  points,  which  can  be  made 
out  by  the  naked  eye.  Under  the  microscope  these  are  seen  to  be  of  a 
brownish-green  color  and  a  round  form,  and  to  have  irregular  borders.  The 
superficial  colonies  begin  to  cause  liquefaction  of  the  gelatin  before  they 
attain  any  considerable  size,  and  produce  slight  depressions,  which  later 
have  a  deep-saucer  shape.  As  the  liquefaction  progresses,  the  characteristic 
color — a  deep  purplish  red — begins  to  develop  in  the  liquefied  area.  When 
the  colony  has  attained  an  age  of  twenty-four  hours  the  naked  eye  can 
make  out  the  saucer-shaped  depressions,  at  the  bottom  of  which  almost 
colorless  clumps  of  organisms  are  seen  surrounded  by  the  reddened  gelatin. 
The  liquefaction  progresses  with  great  rapidity,  and  the  plate  soon  becomes 
useless.  Upon  agar-agar  plates  the  colonies  spring  up  as  colorless,  circular, 
Avhitish  or  pinkish,  smooth,  shining  masses,  which  begin  to  take  on  the 
dark  brick-red  color  when  they  attain  the  size  of  a  pin's  head.  When  the 
plates  are  kept  in  the  cold,  the  pigmentation  occurs  more  rapidly  than  when 
the  room  is  hot  and  the  plates  are  kept  in  it  or  in  the  incubating  oven. 

Gelatin  punctures  suffer  a  very  rapid  and  wide-spread  liquefaction  in  the 
funnel  form.  The  liquefaction  has  no  special  peculiarities,  and  is  pretty  far 
advanced  before  the  pigment  formation  begins.  The  color  is  first  seen  at 
the  surface,  where  an  irregular  film  forms,  fragments  sinking  from  time  to 
time,  so  that  a  reddish  granular  precipitate  accumulates  at  the  bottom  of  the 
tube.  The  most  intense  color  always  remains  at  the  surface. 
.  Upon  agar-agar  a  rapid  growth  takes  place  along  the  whole  line  of 
inoculation,  spreading  rapidly  and  forming  a  purplish-red  layer  of  consider- 
able extent  and  thickness.  The  surface  is  smooth  and  shining,  and,  as  the 
culture  becomes  older  and  a  little  dry,  assumes  a  metallic  lustre  resembling 
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that  of  the  auiline  dyes.  "When  water  of  condensation  is  present  in  the 
tube,  the  growth  accumulates  at  the  bottom  of  it  as  a  powdery  precipitate 
which  has  more  of  the  purple  about  it  than  has  the  dry  growth  higher  up. 

The  surface  of  potato  is  rapidly  covered  with  a  blood-red  growth  which 
lacks  peculiarities  other  than  its  color  and  the  formation  of  a  metallic  lustre 
like  that  described  as  occurring  on  agar-agar. 

In  bouillon  the  growth  resembles  that  in  the  liquefied  gelatin.  The 
liquid  becomes  uniformly  clouded  ;  the  red  color  occurs  first  upon  the  sur- 
face, and  subsequently  sinks,  with  the  collection  of  a  moderate  amount  of 
precipitate. 

In  milk  the  casein  is  slowly  coagulated  and  the  culture  gradually 
assumes  a  deep-red  color. 

In  solutions  containing  sugar,  alcoholic  fermentation  is  brought  about. 

The  micro-organism  has  no  pathogenic  properties  for  man  or  for  animals, 
but  is  peculiar  in  influencing  the  action  of  other  organisms.  Pawlowski 
has  proved  that  if  rabbits  are  simultaneously  inoculated  with  anthrax  and 
prodigiosus  they  may  recover  from  the  anthrax  ;  and  Roger  found  just  the 
opposite  of  this, — that  when  animals  immune  to  malignant  oedema  Avere 
simultaneously  inoculated  with  prodigiosus  they  would  contract  the  disease. 
There  have  been  numerous  investigations  upon  the  pigment  production  of 
the  organism.  The  pigment  seems  to  be  distributed  through  the  protoplasm 
as  minute  granules,  generally  near  the  capsule.  Light  seems  to  have  no 
influence  upon  the  chromogenesis. 

Bacillus  Piieumonise  (Friedliinder). — This  micro-organism  was  discovered 
in  1882  by  Friedlander,  who  at  that  time  attributed  to  it  the  specificity  of 
croupous  pneumonia.  Since  then,  however,  it  has  been  shown  to  occur  in 
but  a  comparatively  small  proportion  of  such  cases,  and  its  presence  is  now 
regarded  as  accidental,  although  of  pathogenic  significance.  It  is  rather 
often  found  in  the  nasal  secretions,  in  acute  coryza,  and  in  acute  otitis  media, 
and  has  also  been  described  as  occurring  upon  the  conjunctiva  and  in  the 
lacrymal  tract. 

In  form  the  microbe  is  a  bacillus  varying  in  length  from  1  to  2  n,  and  is 
about  0.8  p-  in  thickness.  In  tissue  and  in  secretions  it  is  surrounded  by 
a  capsule  whose  staining  peculiarities  are  similar  to  those  of  the  bacillus 
lanceolatus.  It  is  aerobic,  facultative  anaerobic,  and  non-motile,  and  no 
spores  have  been  observed  in  it. 

In  general  it  takes  on  the  stains  in  the  same  way  as  the  lanceolate 
bacillus,  but  it  is  distinguished  from  this  latter  by  being  decolorized  by 
Gram's  method  of  treatment. 

It  begins  to  develop  on  nutrient  media  ata  temperature  as  low  as  15°  C, 
while  its  growth  ceases  at  40°  C,  and  its  thermal  death-point  is  at  56°  C. 

In  gelatin  plates  it  forms  small,  round,  granular  colonies,  with  sharj) 
borders,  which  apjwar  yellowish  by  transmitted  light.  Upon  the  surface 
of  the  medium  the  forms  arc  thicikcr  and  more  luxuriant,  larger,  hemi- 
spherical in  shape,  and  of  a  porcelain-white  color.    They  do  not  liquefy  the 
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gelatin.  On  agar-agar,  round,  opaque,  shiniug  white  colonies  are  produced 
in  twenty-four  hours,  which  soon  coalesce  and  form  a  thick  white  band  along 
the  line  of  the  inoculation  needle. 

On  potato  a  similar  growth,  but  slightly  yellow  in  hue,  occurs,  which, 
especially  in  cultures  at  brood  temperature,  contains  small  bubbles  of  gas. 
The  growth  gradually  invades  the  whole  surface  of  the  tuber. 

Upon  the  surface  of  Loffler's  blood-serum  there  is  developed  a  thin, 
whitish,  non-liquefying  layer.  In  upi'ight  gelatin  tubes  there  take  place 
the  characteristic  "  nail-head"  growth  and  a  luxuriant  growth  along  the 
inoculation  canal,  composed  of  numerous  small  white  colonies.  In  bouillon 
there  is  generally  no  cloudiness  of  the  liquid  ;  if  such  be  present,  it  is 
exceedingly  slight,  and  in  twenty-four  hours  will  have  subsided,  forming  a 
small  clotted  deposit  at  the  bottom  of  the  tube. 

Bacillus  Pyocyaneus  (Gessard). — This  microbe  was  first  found  in  green 
pus.  It  has  since  then  been  discovered  to  be  one  of  tlie  more  common  of 
the  pus-pi'oducing  germs,  and  was  obtained  by  one  of  us  in  the  secretions 
from  a  case  of  purulent  conjunctivitis.  The  microbe  is  a  small  bacillus, 
about  1  /t  in  length  and  0.3-0.4  m  in  breadth,  occurring  singly,  often  in 
pairs,  or  even  in  chains  of  three  or  four  elements.  It  is  motile,  aerobic,  and 
facultative  anaerobic,  and  liquefies  gelatin.  Spore-formation  has  not  been 
observed,  and  its  motility  is  due  to  a  single  terminal  flagellum. 

The  microbe  colors  well  with  aniline  dyes,  and  Gram's  method  gives 
negative  results. 

Upon  gelatin,  at  the  end  of  a  day  there  appear  numerous  deep  colonies, 
spherical  granular,  with  serrated  margins,  and  having  a  greenish-yellow 
tinge.  On  the  surface  these  spread  out  into  flat,  thin,  finely  granular 
colonies,  with  more  opaque  and  greenish  centres.  Liquefaction  commences 
about  the  second  day,  and  in  a  week  the  whole  plate  is  liquefied. 

In  gelatin  tubes  there  is  at  first  a  funnel-shaped  area  of  liquefaction, 
which  gradually  increases  to  the  complete  liquefaction  of  the  whole  medium. 
The  growth  itself,  which  is  white,  sinks  to  the  bottom  of  the  tube  as  a 
white  flocculent  deposit,  and  the  liquefied  gelatin  takes  on  a  fluorescent 
green  color,  especially  in  the  upper  layers  in  contact  with  the  atmosphere. 

On  solidified  agar-agar  there  occurs  a  thin,  flat,  white,  viscid  band, 
mottled  and  moist,  with  sharp  but  irregularly  scalloped  edges.  The  medium 
becomes  fluorescent  and  green.  In  old  cultures  the  color  becomes  very 
dark  and  even  brownish  black,  and  the  growth  has  by  reflected  light  a 
mother-of-pearl  appearance. 

Blood-serum  cultures  have  a  similar  appearance,  the  color  being,  how- 
ever, a  blue-green  and  the  medium  becoming  liquefied,  old  tubes  contain- 
ing liquid  dirty  yellow  in  tint  in  the  lower  portion,  with  blue-green  upper 
layers.  Litmus  milk  is  gradually  decolorized  from  above  downward  with- 
out any  coagulation.  At  the  end  of  a  week  it  is  a  dirty-yellow,  clear 
liquid,  with  dense  white  flocculent  deposit,  and  having  a  reddish  ring  around 
the  upper  portion  of  the  tube. 
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Bouillon  in  a  few  clays  is  clouded,  aud  a  delicate  white  raycodernia  is 
formed  on  the  surface.  With  age  the  cloudiness  falls  down  as  a  fine  floccu- 
lent  deposit  aud  the  medium  teikes  on  a  yellowish-green  tinge. 

On  potato  a  characteristic  glistening  reddish-brown  growth  develops. 
The  tuber  sometimes  becomes  of  a  green  color,  sometimes  remains  colorless. 
In  the  preseuce  of  ammonia  the  growth  assumes  a  green  tint,  and  on  the 
addition  of  acid  it  becomes  red. 

This  characteristic  coloring  of  the  several  cultures  of  this  micro-organ- 
ism is  due  to  the  presence  of  two  pigments,  a  blue  pyocyanin  and  a  yellow- 
green  fluorescin.  The  several  media  of  culture  determine  the  relative 
amounts  of  each,  and  Gessard  has  thus  cultivated  different  varieties  of  the 
organism.  One  of  these,  produced  in  alkaline  two-per-cent.  peptone  solu- 
tion to  which  five  per  cent,  of  glycerin  was  added,  gives  pyocyanin  only ; 
a  second,  grown  on  egg  albumin,  produces  the  fluorescent  green  pigment ; 
and  a  third,  from  cultures  exposed  to  a  temperature  of  57°  C.  for  five 
minutes,  is  perfectly  colorless. 

The  green  color  is  formed  only  in  presence  of  oxygen,  and  is  soluble 
in  chloroform.  All  the  cultures  exhale  a  very  characteristic  slightly  fsecal 
odor. 

Besides  the  local  pyogenic  action  of  the  bacillus  pyocyaneus,  it  may 
also  determine  a  general  infection,  death  occurring  from  a  hemorrhagic 
sepsis. 

Bacillus  Septims  Keratomalacise  (Babes). — This  bacillus  was  obtained 
by  Babes  from  the  broken-down  corneal  tissues  and  from  various  organs  of 
a  child  who  died  of  septicemia  following  keratomalacia. 

It  stains  with  the  usual  aniline  dyes.  Deeply  stained  granules  may  be 
often  seen  at  the  ends  of  the  rods  or  in  the  middle  in  preparations  stained 
with  Loffler's  fluid. 

The  bacilli  are  short  and  thick,  thinning  out  at  the  ends ;  often  united 
in  pairs ;  may  be  surrounded  by  a  capsule. 

It  is  an  aerobic  and  facultative  auaerobic,  non-liquefying  bacillus. 
Spore  formation  is  not  observed.  It  grows  in  the  usual  culture  media  at 
the  room  temperature.  Upon  gelatin  plates  it  forms  white,  slightly  ele- 
vated, flat  colonies  with  finely  deutated  margins.  In  gelatin  stick  cultures 
the  growth  is  abundant  both  on  the  surface  and  along  the  line  of  inocula- 
tion. Gas-bubbles  are  formed  in  the  gelatin.  Upon  the  surface  of  agar 
the  growth  along  the  line  of  inoculation  is  leaf-like,  finely  dentate,  some- 
what opalescent,  and  the  culture  has  a  slightly  ammoniacal  odor.  Upon 
blood-serum  a  semi-transparent,  glistening  film  is  formed  which  has  dentate 
margins. 

It  is  pathogenic  for  rabbits  and  mice,  less  so  for  birds,  and  is  not 
pathogenic  for  guinea-pigs.  The  animals  die  in  from  three  to  seven  days. 
Inoculated  into  the  cornea,  it  causes  purulent  keratitis. 

Bacillus  Subtilis. — This  organism  is  one  of  the  most  common  microbes 
found  in  the  air,  dust,  water,  etc.    It  is  a  long  bacillus,  averaging  over  3  m 
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in  length  and  being  about  0.7  ii  in  thickness.  Its  motility  is  greatly  due  to 
the  action  of  two  long  flagella,  one  at  each  end.  It  occurs  either  singly  or 
in  long  chains,  which  are  likewise  motile,  and  bear  spores  which  are  of 
somewhat  less  calibre  than  the  bacillus  itself  (2  by  0.6  m).  This  organism 
is  said  to  be  a  true  aerobic,  growing  only  in  the  presence  of  oxygen.  It 
takes  on  the  ordinary  aniline  stains  with  facility. 

In  gelatin  plates  there  soon  appear  small,  round,  granular,  yellowish 
colonies,  which  gradually  increase  in  size  and  slowly  liquefy  the  surround- 
ing medium.  In  the  midst  of  this  liquefied  area  are  small  granular  de- 
posits, the  remains  of  the  original  colony,  while  around  the  periphery  there 
is  seen  a  zone  of  minute  radiating  filaments  projecting  into  the  slowly 
liquefying  gelatin. 

In  gelatin  tubes  the  liquefaction  is  much  more  slow,  scarcely  any 
change  of  consistency  being  noted  even  at  the  fifth  day  of  growth.  On 
agar-agar  there  is  developed  a  creamy  or  moist  putty-like  layer,  often 
spreading  and  covering  the  entire  surface.  The  border  is  thick,  sharj)ly 
defined,  and  irregular. 

Bouillon  becomes  at  first  cloudy,  but  with  the  appearance  of  a  thick,  co- 
herent mycoderma ;  this  turbidity  is  precipitated  as  a  fine  flocculent  deposit. 

On  potato  the  growth  is  similar  to  that  on  agar-agar,  and  has  a  dirty- 
white  or  slightly  yellowish  tinge. 

Although  this  microbe  has  no  pathogenic  properties,  it  is  of  interest  on 
account  of  its  frequency  and  because  of  its  probable  identity  with  the  so- 
called  bacillus  of  jequirity  infusions. 

,  Bacillus  Sucinacius  (McFarland). — This  small  bacillus,  measuring  from 
1  fi  to  1,75  fi  in  length  and  from  .3  to  .5  m-  in  breadth,  was  found  but  once 
in  the  conjunctival  secretions  of  a  case  of  granular  conjunctivitis.  The 
organisms  generally  have  rounded 
ends,  occur  isolated  or  joined  in  twos, 
and  are  peculiar  in  presenting  many 
club-form  and  falciform  individuals 
in  comparatively  fresh  cultures,  so 
that  involution  forms  are  very  com- 
mon. The  organism  seems  to  be  non- 
motile,  and  no  spores  were  observed 
in  it. 

It  takes  the  aniline  dyes  rather 
badly,  perhaps  because  of  the  rapid 
degeneration  which  it  shows,  and  is 
not  colored  at  all  by  Gram's  method. 

Upon  gelatin  plates  the  colonies 
are  slow  in  developing,  not  appearing 
until  from  twenty-four  to  forty-eight  hours.  They  are  small,  sharply  cir- 
cumscribed, spherical  or  round,  yellow,  translucent,  and  slightly  granular, 
the  granular  condition  being  observed  particularly  in  the  centre,  where  they 
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Cultures  of  bacillus  sucinacius  in  gelatin.— a,  2 
days,  6,  3  days,  c,  4  days,  and  d,  6  days  old. 
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present  u  partial  resemblance  to  powdered  glass,  an  appearance  which  be- 
comes more  marked  as  the  colony  ages. 

In  eighteen  hours  after  a  puncture  is  made  in  gelatin  a  minute  depres- 
sion may  be  seen  on  the  surface.  This  increases  in  size,  forming  a  cup  or 
air-bubble,  below  which  a  delicate  growtli  of  microscopic  colonies  develops 
in  the  track  of  the  needle.  By  the  third  day  a  delicate  funnel  of  slightly 
clouded,  liquefied  gelatin  is  seen  extending  from  the  air-bubble,  whose  floor 
presents  a  yellowish  surface-growth  about  one-fourth  the  depth  of  the  gel- 
atin and  terminating  in  a  sharp  apex,  in  which  a  yellow  powder  collects. 
The  growth  increases  in  size,  sjireading  to  the  sides  above  and  gradually  to 
the  bottom,  until  at  the  end  of  four  weeks  the  gelatin  is  entirely  liquefied 
and  a  clear  fluid  remains  with  a  yellow  zooglear  precipitate.  No  gases 
were  produced  in  normal  or  glucose  gelatin. 

The  growth  on  agar  is  very  delicate,  consisting  of  a  narrow,  trans- 
parent, orange  or  amber  baud  along  the  whole  line  of  inoculation.  This 
band  is  of  very  equal  breadth  throughout,  and  the  growth  does  not  alter 
its  character  in  the  lower  moist  portion,  nor  does  it  spread  upon  or  de- 
velop in  the  water  expressed  from  the  agar-agar.  If  this  growth  be  viewed 
through  a  lens,  it  will  be  seen  to  be  lobulated  and  a  little  thickened  at  its 
edges.  When  touched  with  the  platinum  wire  it  is  found  to  be  brittle,  and 
can  be  picked  up  only  with  difficulty,  because  of  its  non-adhesive  character. 
The  growth  took  place  best  at  room  temperature. 

Although  numerous  trials  were  made  at  all  temperatures,  the  bacillus 
could  not  be  induced  to  grow  upon  potato. 

When  planted  in  bouillon,  the  bacillus  did  not  distribute  itself  through 
the  liquid  and  cause  turbidity  or  flocculence,  but  seemed  to  form  small 
zooglear  masses,  which  collected  at  the  bottom  of  the  tube,  leaving  the 
bouillon  itself  unchanged.    The  growth  in  bouillon  seems  to  be  scant. 

Litmus  milk  becomes  decolored  without  any  acid  production.  After 
the  disappearance  of  the  blue,  a  rapid  growth  of  the  bacilli  occurs  at  the 
surface,  forming  an  orange  yellow  pellicle.  Later  the  milk  coagulated, 
the  casein  was  digested,  and  when  the  remaining  clear  fluid  was  tested 
its  reaction  was  neutral. 

Badllus  Syphilis  (Lustgarten). — The  question  of  the  presence  of  a  spe- 
cific organism  in  this  disease  is  as  yet  undecided.  Lustgarten  has  described 
a  bacillus  which  he  found  in  certain  cases  of  syphilitic  ulceration  and  in 
syphilitic  discharges.  It  is  an  organism  closely  resembling  the  bacillus  of 
tuberculosis  in  form  and  size,  but  differing  from  tliat  microbe  in  its  staining 
peculiarities.  It  is  slightly  irregular  in  outline,  and  is  generally  curved  or 
bent.  Clear  unstained  portions  similar  to  those  we  see  in  the  tubercle- 
bacillus  arc  observable  in  tiiis,  but  that  they  are  spores  has  not  yet  Ixjen 
determined,  although  Lustgarten  regards  them  as  such.  The  method  by 
which  this  investigator  succeeded  in  coloring  his  bacilli  in  tissue  is  as  fol- 
lows. The  section  is  placed  for  twenty-four  hours,  at  a  temperature  of  40°  C, 
in  Ehrlich's  gentian  violet  stain  (aniline  water,  one  hundred  paiis ;  saturated 
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alcoholic  solution  of  gentian  violet,  eleven  parts).  Washed  in  alcohol/they 
are  then  decolorized  by  immersing  them  successively  in  a  1.5-per-cent. 
solution  of  permanganate  of  potassium  and  a  weak  watery  solution  of  sul- 
phuric acid.  After  being  thoroughly  washed  in  water  they  are  dehydrated 
and  mounted  in  balsam  in  the  usual  way.  On  examining  such  a  section 
Lusto-arten  found  his  bacillus  not  free  in  the  tissue,  but  contained  within 
the  cell  in  numbers  from  two  to  five. 

As,  however,  no  cultures  have  been  obtained,  and  therefore  its  biology 
and  pathogenic  properties  remain  undetermined,  and  as  many  other  ob- 
servers have  been  unable  to  corroborate  Lustgarten's  discovery,  we  may 
consider  the  specificity  of  this  micro-organism  as  not  proved,  and,  indeed, 
as  extremely  doubtful. 

Bacilhos  Tuberculosis  (Koch). — This  organism  is  found  in  the  rather 
infrequent  cases  of  lupus  conjunctivae  and  tuberculosis  of  the  lacrymal 
apparatus.  In  lupus  it  generally  occupies  the  cellular  masses,  and  is  so 
deeply  situated  as  to  be  obtained  only  by  curetting  the  diseased  area.  If 
some  of  the  material  thus  obtained  be  reduced  to  a  pulp,  spread  in  a  thin 
layer  upon  the  surface  of  a  clean  cover-glass,  and  passed  three  times  through 
the  flame,  the  characteristic  stain  may  define  a  very  few  organisms.  In 
lupus,  however,  as  the  number  of  bacilli  is  always  very  small,  much  time 
will  probably  be  spent  before  they  are  discovered. 

The  lacrymal  apparatus  may  be  affected  independently  of  the  conjunc- 
tiva ;  thus,  Loidholt  reports  a  case  of  tuberculosis  of  the  sac  in  which 
bacilli  were  found,  but  in  which  there  was  no  involvement  of  the  conjunc- 
tiva, of  the  nasal  mucous  membranes,  or  of  the  skin. 

The  staining  of  the  tubercle-bacillus  is  a  simple  matter,  requiring  only 
a  few  minutes'  time  and  two  reagents,  and  Gabbett's  modification  of  the 
Ziehl-Neisser  method  is  the  one  employed  with  the  best  results.  Upon 
the  prepared  cover-glass  is  dropped  enough  of  the  following  solution  of 
fuchsin  to  cover  it  completely  and  to  appear  to  be  about  to  overflow : 
fuchsin,  1  ;  alcohol,  10 ;  five-per-cent.  aqueous  solution  of  carbolic  acid,  100. 
Thus  prepared,  the  cover-glass  is  gently  heated  until  vapor  arises,  and  this 
temperature  is  maintained  for  about  five  minutes.  The  stain  is  then  poured 
off,  the  specimen  given  a  pretty  thorough  washing  in  water,  and  an  equal 
amount  of  Gabbett's  solution  dropped  on  :  methyl-blue,  1  to  2  ;  sulphuric 
acid,  25 ;  water,  75.  This  is  allowed  to  act  for  thirty  seconds,  and  then 
washed  off  with  water  until  only  a  faint  bluish  color  remains.  The  speci- 
men may  be  immediately  examined  in  water  or  glycerin,  or  may  be  dried 
and  mounted  in  Canada  balsam. 

If  such  a  specimen  be  examined  under  an  oil-immersion  lens,  it  will  be 
found  that,  while  everything  else  has  a  delicate  blue  color  from  the  methyl- 
blue  of  the  Gabbett's  solution,  the  tubercle-bacilli  have  resisted  the  decolor- 
ant action  of  the  sulphuric  acid,  and  appear  as  delicate  red  rods  about  1.5  to 
3.6  fj.  in  lengtli,  generally  slightly  bent  and  showing  more  or  less  disposi- 
tion to  occur  in  pairs  or  small  groups,  with  their  long  diameters  side  by 
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side.  The  bacilli  which  are  partly  degenerated  or  which  are  im])erfectly 
colored  exhibit  a  beaded  appearance  not  unlike  that  of  streptococci,  stained 
areas  alternating  with  colorless  spaces.  By  some  these  clear  areas  are  re- 
garded as  spores,  but  of  this  there  is  as  yet  little  or  no  proof. 

We  would  recommend  the  indirect  method  of  cultivation,  by  which  the 
conjunctival  scrapings  from  the  suspected  case  are  introduced  into  the  sub- 
cutaneous tissue  or  abdominal  cavity  of  a  guinea-pig.  If  tubercle-bacilli 
are  thus  introduced,  in  the  course  of  two  or  three  months  the  animal  will 
sicken  and  die  of  genei-al  tuberculosis,  and,  as  the  cadaver  presents  abundant 
tubercular  lesions,  no  trouble  will  be  experienced  in  incising  a  tubercular 
mass  with  a  sterile  knife  and  removing  some  of  its  contents  by  means  of  a 
sterile  wire  to  a  tube  of  blood-serum  or  glycerin  agar-agar.  Tubercle- 
bacilli  grow  only  at  the  tempei-ature  of  the  body,  and  are  slow  in  their  de- 
velopment, the  colonies  appearing  in  from  ten  to  fourteen  days  as  dry  whitisli 
scales  or  flakes  considerably  elevated  above  the  surface  of  the  medium,  and 
showing  no  disposition  to  spread.  Gelatin  is  unfitted  for  the  cultivation 
of  this  organism  because  the  elevated  temperature  at  which  it  must  be  kept 
of  course  melts  the  medium,  and  not  because  there  is  anything  unfitted  for  its 
growth  in  the  gelatin.  Melted  gelatin  containing  from  five  to  ten  per  cent, 
of  glycerin,  as  well  as  beef  broth  or  peptone  solutions  containing  glycerin, 
are  not  inappropriate  as  culture  media.  It  is  even  asserted  by  some  that 
the  tubei'cle-bacillus  may  be  grown  upon  potato  if  the  potato  be  hermeti- 
cally sealed  in  a  tube  so  as  to  be  kept  moist. 

The  bacillus  is  non-motile,  and  probably  does  not  produce  spores.  The 
species  can  almost  always  be  determined  by  its  staining  peculiarities,  which 
are  shared  only  by  the  bacillus  of  lepra. 

Bacillus  Varicosus  Conjunclivce. — Gorabert  found  this  organism  in  the 
healthy  conjunctival  sac  of  man. 

The  organism  is  a  large  bacillus  with  round  ends,  from  2  to  8  //  long 
and  about  1  m  broad.   The  shorter  bacilli  are  often  constricted  in  the  middle. 

It  stains  with  the  usual  aniline  colors. 

It  is  an  aerobic  and  facultative  anaerobic,  liquefying,  non-motile  bacil- 
lus ;  grows  very  slowly  in  nutrient  gelatin  at  22°  C,  i-apidly  in  agar  and 
upon  potato  at  37°  C.  In  gelatin  stick  cultures,  at  the  end  of  twenty-four 
hours,  a  circular  layer  having  a  grayish-white  centre  is  developed  upon  the 
surface,  and  a  scarcely  visible  grayish-white  thread  along  the  line  of  punc- 
ture. Liquefaction  extends  gradually  from  the  surface  without  clouding  or 
changing  the  gelatin,  so  that  at  the  end  of  two  weeks  the  gelatin  is  entirely 
liquefied  without  giving  any  other  evidence  of  tlie  presence  of  the  micro- 
organism. Upon  agar-agar  plates  at  37°  C.  the  deep  colonies  have  a  diam- 
eter of  about  four  millimetres ;  by  the  end  of  the  fourth  day,  under  a  low 
power,  they  can  be  seen  to  be  covered  with  minute,  irregular,  thorn-like 
projections,  which  subsequently  increase  in  size  ;  the  centre  of  the  colony  is 
granular  and  opaque. 

The  superficial  colonies,  under  a  low  power,  are  seen  to  have  an  opaque 
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central  nucleus,  surrounded  by  a  yellowish,  finely  granular,  transparent 
peripheral  zone;  later  the  central  portion  is  irregular  and  semi-opaque, 
surrounded  by  a  broad  marginal  zone,  which  consists  of  twisted  and  bent, 
tapering  offshoots  having  a  dark  contour.  Upon  the  surface  of  agar  a  thin, 
white,  dry,  very  adherent  film  is  formed  ;  a  thick  white  film  forms  upon 
the  surface  of  the  condensation  water.  Upon  potato,  development  is  rapid 
at  37°  C,  forming  at  first  a  dry  white  layer,  which  at  the  end  of  ten  days 
covers  the  entire  surface;  it  then  has  an  irregular  surface  and  fringed 
margins,  is  smooth,  dry,  and,  after  a  time,  has  a  reddish-brown  color. 

Pathogenesis. — When  inoculated  into  the  cornea  of  rabbits,  a  grayish- 
white  cloudiness  is  developed  in  twenty-four  hours,  around  which  the  cornea 
is  highly  vascular.  The  animal  recovers  without  the  formation  of  an 
abscess.    Injected  into  the  conjunctiva,  it  causes  an  intense  hypersemia. 

Bacillus  Violaceus  Flavm  (McFarland). — This  organism  was  cultivated 
from  the  conjunctiva  of  a  case  of  granular  conjunctivitis. 

It  is  a  short,  oval  bacillus,  with  rounded  ends.  It  is  actively  motile, 
and  forms  chains  of  from  two  to  eight,  which  are  also  motile.  No  spores 
could  be  observed. 

It  stains  well  with  the  ordinary  stains,  and  appears  as  in  the  hanging 
drop.    It  does  not  retain  the  color  when  stained  by  Gram's  method. 

In  twenty-four  hours  the  colonies  appear  upon  gelatin  as  ii*regular, 
yellowish-white  clumps  with  granular  contents.  They  are  circumscribed 
at  first,  but,  as  liquefaction  comes  on  rapidly,  are  soon  surrounded  by  a  little 
zone  of  liquid,  which  is  bridged  over 
in  many  places  by  bristling  fibres  ex- 
tending from  the  colony  to  the  normal 
gelatin.  These  little  threads  are  too 
small  to  be  called  processes  or  projec- 
tions, but  give  the  colony  a  rather 
bristling  appearance. 

In  gelatin  the  development  is 
rapid,  a  little  cup  of  liquefaction 
being  apparent  in  forty-eight  hours. 
This  cup  increases  in  diameter  more 
rapidly  than  in  depth,  reaching  the 
sides  of  the  tube  in  four  or  five  days. 
xVt  the  apex  of  the  cup  an  accumula- 
tion of  the  growth  occurs,  which  not 
rarely  presents  a  pink  color,  but  some- 
times  is  yellow.  The  liquefied  gelatin 
sometimes  has  a  delicate  violet  hue.  The  gelatin  is  all  liquefied  in  about  a 
month,  and  then  presents  a  pink  color  in  the  upper  fourth  and  a  pinkish 
mycoderma  on  the  surface. 

Upon  agar-agar  the  growth  attains  its  very  marked  characteristics. 
Along  the  line  of  inoculation  a  rather  delicate  band  of  pink  forms,  smooth 
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Cultures  of  bacillus  violaceus  flavus  iu  gela- 
tin—o,  3  days,  6,  4  days,  c,  6  days,  and  d,  14 
days  old.  In  d  the  superficial  stratum  is  of  a 
pinkish  color,  while  the  accumulated  material 
at  the  bottom  of  the  liquefied  gelatin  is  bright 
yellow. 
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and  glazed  below,  tuberciilated  above,  and  having  distinctly  circumscribed 
borders.  This  does  not  attain  any  considerable  size  before  the  agar  itself 
becomes  a  beautiful  violet,  most  marked  at  the  upper  jjart.  Curious  is  the 
fact  that  the  growth  which  takes  place  in  the  expressed  water,  and  which 
appears  as  a  powdery  sediment,  is  invariably  bright  yellow.  The  violet 
color  is  much  intensified  when  frequently  transplanted  to  new  agar-agar. 
When  the  cultures  arc  old,  the  violet  hue  fades  and  the  culture  becomes 
yellowish-white. 

The  growth  on  potato  is  rather  luxuriant,  and  of  a  dirty  salmon  color. 
Its  only  characteristic  is  a  slight  translucent  elfect. 

lu  bouillon  the  growth  occurs  rapidly,  producing  turbidity.  Soon 
the  liquid  assumes  the  violet  hue,  and  a  thin  pink  or  violet  mycoderma 
forms  on  the  surface.  The  growth  which  precipitates  is  always  yellow  and 
powdery. 

In  litmus  milk  there  seems  to  be  a  slight  acid  production. 

Proteus  Vulgaris  (Hauser),  Bacillus  d  of  Pick. — This  bacillus  was  found 
twice  by  Fick,  both  times  upon  diseased  conjunctivae.  Its  peculiarities  are 
well  known,  and  it  is  an  accidental  organism  upon  the  conjunctiva. 

The  bacillus  is  very  short  and  delicate,  measuring  from  1.0  to  2.4  m  in 
length,  the  average  being  1.2  ij.,  and  about  0.5  to  0.7  ii  in  breadth.  It  varies 
considerably  in  appearance,  sometimes  being  elliptical,  sometimes  elongated, 
with  rounded  ends. 

The  organism  is  actively  motile,  and  perhaps  produces  spores. 

It  stains  quite  well  with  the  ordinary  dyes,  but  does  not  retain  the  stain 
when  Gram's  method  is  employed. 

The  characteristic  appearance  of  the  colonies  takes  place  only  upon  five- 
per-cent.  gelatin ;  at  the  end  of  six  or  eight  hom-s  careful  observation  will 
reveal  small  depressions  in  the  gelatin.  When  magnified,  these  are  seen  to 
be  colonies  of  bacilli,  which,  though  thick  in  the  centre,  are  observed  to  thin 
away  at  the  edges  until  surrounded  by  only  a  single  layer  of  bacilli.  This 
outer  zone  gives  off  irregular  processes  like  the  pseudopodia  of  an  amoeba. 
These  pseudopodia  not  only  resemble  an  amoeba  in  appearance,  but  are  con- 
stantly seen  to  be  changing  their  shape  and  jiosition,  and  sometimes  detach 
themselves  from  the  main  colony  to  lead  a  separate  existence.  After  a  time 
the  whole  surface  of  the  gelatin  is  found  to  be  covered  by  wandering  amoeba- 
like colonies.  About  this  time  liquefaction  of  the  gelatin  takes  place,  and 
progresses  with  great  rapidity. 

This  picture  does  not  occur  when  ten-per-cent.  gelatin  is  used. 

Upon  agar-agar  plates  the  colonies  appear  in  twenty-four  hours.  They 
are  circular,  consisting  of  a  central  dark  spot  surrounded  by  a  lighter  zone. 
Frequently  daughter  colonies  are  observed  to  project  from  the  parent  colony. 
The  deep  colonies  are  spindle-shaped. 

In  gelatin  puncture  cultures  a  distinct  colony  is  observable  in  twenty- 
four  hours.  In  forty-eight  hours  liquefaction  begins,  and  progresses  in  a 
funnel  form.    It  not  infrequently  happens  that  in  the  puncture,  at  points 
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remote  from  the  funnel  of  liquefaction  which  is  progressing,  discrete  dis- 
associated areas  of  liquefaction  spring  up  and  subsequently  unite.  The 
liquefied  gelatin  is  cloudy,  and  at  the  bottom  of  the  tube  a  considerable 
amount  of  sediment  collects.  The  cultures  in  process  of  liquefaction  have 
a  disagreeable  smell. 

Linear  cultures  on  agar-agar  show  a  grayish  pellicle.  These  cultures 
also  have  the  same  foul  smell  that  is  observed  in  the  gelatin. 

A  smeary  semi-liquid  layer  occurs  on  the  surface  of  blood-serum.  The 
water  of  condensation  is  rapidly  invaded,  and  in  five  days  the  cultures  give 
oif  the  peculiar  odor. 

Upon  the  surface  of  potato  a  dirty-white,  moist  layer  grows  luxuriantly. 
These  cultures  also  have  the  odor  in  great  intensity. 

It  is  pathogenic  for  animals  (rabbits  and  guinea-pigs),  but  not  for 
man,  Fick  found  that  when  introduced  into  the  eye  it  produced  an  acute 
conjunctivitis,  and  that  it  was  capable  also  of  bringing  about  a  serious 
keratitis. 

Claclothrix  Dichomata. — One  of  the  causes  of  obstruction  to  the  tear- 
flow,  and  first  described  by  Von  Graefe,  is  that  micro-organism  formerly 
called  the  streptothrix  foersterii.  His  description  of  this  orgauism  is  in- 
sufficient, but  it  is  probably  that  known  as  the  streptothrix  dichomata  or, 
more  properly,  the  cladothrix  dichomata.  (Cohn.)  It  occurs  in  the  canal  in 
the  form  of  small  chalky  masses,  often  the  size  of  a  pea,  and  consisting  of 
what  seems  at  first  a  mass  of  closely  intertwined  filaments  with  dichomatous 
branching.  Under  a  high  power  this  is  seen  to  be  a  false  branching,  the 
several  elements  being  placed  at  an  angle  with  each  other,  but  separated  by 
a  clear  space.  The  isolated  filaments  are  about  0.4  a  in  thickness,  and  vary 
in  length  up  to  40  as.  They  are  straight  or  sinuous,  or  even  spiral,  in  char- 
acter, and  are  not  motile.  The  ordinary  aniline  dyes  stain  them  with  facility. 
The  growth  of  this  cladothrix  on  culture  media  is  characteristic. 

In  gelatin  plates  it  slowly  (in  four  or  five  days)  forms  small,  yellowish 
colonies  which  are  surrounded  by  a  brownish  discoloration  of  the  medium. 
They  are  granular,  and  show  numerous  filaments  which  extend  a  short 
distance  into  the  liquefying  gelatin.  This  liquefaction  takes  place  very 
slowly.  The  colonies  gradually  become  covered  with  a  fine,  chalky,  dust- 
like deposit. 

In  the  tube  of  gelatin  a  similar  growth  takes  place.  At  first  there  is  a 
thin  grayish  skin  formed  upon  the  surface,  with  some  few  white  colonies 
along  the  track  of  the  inoculation  needle.  The  gelatin  is  slowly  liquefied 
and  discolored.  The  growth  itself  becomes  a  whitish,  flocculent  mass,  and 
sinks  to  the  bottom  of  the  dark-brown  liquefied  medium. 

In  bouillon  there  are  formed  the  same  white,  flocculent  masses,  the  fluid 
remaining  clear. 

On  agar-agar  the  colonies  are  most  characteristic.  They  are  semi-trans- 
parent, yellowish,  glistening,  parchment-like,  and  round,  are  marked  on 
the  surface  with  concentric  rings,  and  grow  down  into  the  medium.  This 


628    MICRO-ORGANISMS  OF  THE  CONJUNCTIVA  AND  LACRYMAL  SAC. 


gradually  assumes  the  same  dark-brown  color  as  gelatin,  and  the  growth 
becomes  covered  with  the  same  chalky  deposit. 

On  potato  there  is  a  white  skin-like  growth,  which  takes  on  the  chalk- 
like material  and  grows  down  into  the  substance  of  the  tuber.  Tliis  chalky 
material  the  microscope  shows  to  be  made  up  of  sliort  rods  and  of  cocci, 
which  are  probably  the  forms  of  resistance  of  this  micro-organism. 

Micrococcus  Candicans  (Fliiggc). — Fick  was  successful  in  recognizing 
this  organism  ten  times,  the  cultures  being  made  from  six  normal  and  four 
diseased  eyes. 

The  cocci  are  spherical,  a  little  larger  than  the  staphylococcus  pyogenes 
aureus,  and  are  frequently  associated  in  irregular  groups.  The  size  varies 
considerably,  but  may  be  set  down  as  from  0.8  to  1.2  m  in  diameter.  They 
stain  well  with  the  aniline  dyes,  and  retain  the  color  well  when  stained  by 
Gram's  method. 

The  colonies  upon  gelatin  are  cream-like  in  color,  and  appear  under  the 
microscope  as  shining,  circular,  finely  granular  bodies  with  jagged  outlines. 
The  deep  colonies  are  quite  different,  and  appear  as  finely  granular  dark- 
brown  spheres. 

In  gelatin  puncture  cultures  a  confluent  white  rod  is  formed  along  the 
track  of  the  needle,  terminating  above  in  a  white,  button-like  growth  on 
the  surface.  The  gro\vth  is  slow,  and  at  least  a  week  passes  before  the 
"  nail-shaped"  growth  occurs.    The  gelatin  is  not  liquefied. 

Upon  agar-agar  a  white,  shining,  almost  homogeneous  growth  is  pro- 
duced. 

Potato  cultures  are  similar,  and  a  luxuriant  white  mass  speedily  forms. 
Fick  endeavored  to  produce  inflammation  of  the  rabbit's  eye  by  introducing 
it  beneath  the  corneal  conjunctiva,  but  failed. 

The  organism  is  not  pathogenic. 

Diplococcus  Gonorrhcese  (Neisser). — The  gonococcus  of  Neisser  is  an 
organism  whose  presence  upon  the  conjunctiva  in  cases  of  purulent  ophthal- 
mia very  few  can  doubt,  but  whose  positive  demonstration  is  a  matter  of  no 
inconsiderable  difficulty,  because,  should  one  wish  to  stain  it,  it  is  most  easily 
confounded  with  other  cocci  of  similar  shape  which  have  exactly  tlie  same 
staining  qualities ;  or  should  he  desire  to  cultivate  it,  it  is  almost  impos- 
sible to  make  it  grow,  while  contaminating  organisms  of  similar  shape  and 
size  grow  abundantly. 

To  find  this  important  organism,  o.  perfectly  fresh  case  of  purulent — i.e., 
gonorrhceal — ophthalmia  should  be  selected,  and  a  drop  of  the  lacrymal  se- 
cretion from  the  most  purulent  area  picked  up  with  a  sterile  wire  and  spread 
upon  a  cover  in  a  thin  film.  This  is  dried  and  fixed  by  passing  it  three 
times  through  the  flame,  and  the  stain  poured  upon  the  glass.  The  organ- 
ism .  can  be  stained  with  the  aqueous  solutions  of  the  basic  aniline  dyes, 
especially  methyl-violet,  gentian-violet,  aud  fuchsine.  Double  staining  may 
easily  be  accomplished  by  using  methyl-blue  and  following  by  a  weak  solu- 
tion of  eosin.   The  organism  does  not  retain  the  stain  with  Gram's  method. 
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When  successfully  colored,  the  cocci  appear  of  a  biscuit  shape, — like  the 
German  roll  called  "  semmel,"— this  form  being  the  result  of  division  with- 
out complete  separation  and  isolation  of  the  organism.  The  approximated 
surfaces  are  flattened.  Sternberg  gives  the  measurement  of  the  length  of 
an  associated  pair  as  0.8  to  1.6  m  in  the  long  diameter  and  0.6  to  0.8  m  in 
the  short  diameter. 

The  cocci  divide  alternately  on  two  planes,  and  for  this  reason  tetrads 
are  very  common.  The  diplococci  are,  however,  the  more  common  form, 
and  this  form  may  be  regarded  as  characteristic. 

As  has  been  said,  the  appearance  cannot  be  taken  as  a  reliable  guide  in 
the  diagnosis.  Bumm  found  other  diplococci  exactly  like  the  gonococci  in 
appearance. 

As  regards  its  vegetative  properties  this  coccus  is  peculiar.  It  will  not 
grow  in  gelatin,  on  agar-agar,  or  in  bouillon,  and  grows  less  readily  upon 
blood-serum  prepared  from  the  blood  of  animals  than  upon  human  serum. 
It  will,  however,  grow  upon  animal  serum  and  also  upon  Loflfler's  mixture. 
When  a  culture  is  required,  the  method  of  obtaining  it  is  to  select  creamy 
pus  from  a  perfectly  fresh  case,  picking  it  up  with  a  sterile  platinum  loop 
and  depositing  it  upon  the  coagulated  serum,  so  as  to  make  little  drops  or 
smears  rather  than  a  surface  smear  or  linear  culture  of  magnitude.  The 
cultures  must  be  kept  at  the  temperature  of  37°  C,  and  should  not  be 
allowed  to  remain  for  longer  than  eighteen  to  twenty-four  hours.  By  this 
time  growth  will  have  begun,  and  from  one  of  the  little  colonies  a  linear 
culture  can  be  made  in  a  fresh  tube.  The  organisms  grow  very  slowly  along 
this,  stroke,  and  in  two  or  three  days  cease  to  increase.  Such  a  growth, 
if  successful,  will  be  about  a  quarter  of  an  inch  long,  very  delicate,  of  a 
yellowish-white  color,  and  moist  and  shining.  In  a  few  days  the  cocci 
lose  their  vigor  and  become  not  only  non- vegetative,  but  non-virulent,  and 
eventually  die.  It  is  said  that  the  gouococcus  has  been  successfully  cul- 
tivated upon  the  egg  of  the  pewit  and  upon  synovial  fluids.  Such  media 
are  rarely  accessible,  and  will  not  meet  ready  acceptance.  Upon  the  former 
of  these  the  growth  is  said  to  appear  in  six  hours  and  to  spread  rapidly, 
forming  a  thin,  whitish,  transparent  layer.  Bumm  succeeded  in  producing 
gonorrhoea  in  two  men  into  whose  urethra  he  introduced  these  cocci.  Their 
introduction  into  animals  is  without  result. 

Kroner*  examined  ninety-two  cases  of  ophthalmia  neonatorum  and 
found  the  gonococcus  "  with  perfect  ease"  in  sixty-three  of  them.  In  other 
cases  it  was  difficult  to  find,  but  was  successfully  demonstrated.  Some  of 
the  cases  examined  were  without  the  organism.  His  experiments  were 
very  thorough,  for  he  also  investigated  the  vaginal  secretions  of  the 
mothers,  demonstrating  the  infecting  organism  in  eighteen  out  of  twenty- 
one  whose  children  were  affected  by  the  disease. 


»  Bench t  liter  die  Sitzungen  der  gyniikologischen  Section  der  57.  Versammlung 
deutsche  Naturforscher  und  Aerzte  zu  Magdeburg. 
Vol.  II.— 34 
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Mierococcus  Telmgenus  (Koch  and  GafPky). — This  large  coccus  is 
rather  a  rare  denizen  of  the  mucous  cavities  of  the  eye.  It  is  a  common 
organism  in  sputum,  not  only  in  that  coming  from  the  cavities  of  tubercular 
patients,  but  also  in  that  of  most  pulmonary  diseases,  and  is  of  common 
occurrence  in  normal  saliva. 

The  coccus  is  of  large  size,  and,  while  without  any  definite  arrangement 
when  grown  in  cultures,  shows  a  characteristic  grouping  when  found  in  the 
tissues  of  animals  which  have  succumbed  to  it.  In  the  tissues  it  is  rather 
rare  to  find  isolated  organisms  or  masses  ;  the  general  arrangement  is  in 
tetrads,  sometimes  in  pairs,  less  frequently  in  triads.  These  small  groups 
are  surrounded  by  a  homogeneous,  gelatinous  capsule,  which  does  not  take 
the  stain,  and  which  has  much  the  same  appearance  as  the  capsule  of  the 
bacillus  of  pneumonia. 

The  organism  is  very  easy  to  stain  with  the  ordinary  dyes,  and  makes 
beautiful  specimens  when  stained  by  Gram's  method. 

When  cultivated,  the  organism  is  rather  luxuriant  in  its  development. 
The  colonies  appear  upon  gelatin  as  small  whitish  dots,  and  soon  extend 
upon  the  surface  as  porcelain-like,  projecting,  circular  masses.  Their 
growth  is  devoid  of  characteristics  and  does  not  alter  the  gelatin. 

In  puncture  cultures  in  gelatin  the  growth  occurs  along  the  whole 
puncture  as  whitish,  spherical  masses.  No  liquefaction  occurs.  On  the 
surface  a  considerable  layer  forms. 

Upon  the  surface  of  agar-agar,  and  also  ujion  blood-serum,  the  growth 
forms  a  smooth,  shining,  white  layer  of  luxuriant  development.  The 
cultures  on  potato  form  a  thick,  slimy  layer,  which  when  touched  with  the 
platinum  wire  is  adhesive  and  can  be  drawn  out  into  threads. 

The  organism  is  pathogenic  for  white  mice  and  guinea-jiigs,  which  die 
in  from  three  to  four  days  of  a  general  septicaemia.  In  these  cases  the  or- 
ganisms are  found  in  the  blood  and  tissues. 

House-mice,  field-mice,  and  rabbits  seem  to  be  naturally  immune. 

Sarcina  Aurantiaca. — This  organism  is  found  upon  the  normal  conjunc- 
tiva as  an  accidentally  present,  harmless,  rather  unusual  coccus.  It  is  also 
reported  as  occurring  in  trachoma,  again  accidentally,  by  Shongolowicz. 

It  is  one  of  the  forms  of  the  cocci  Avhich  are  irregular  in  size,  and, 
dividing  in  three  directions,  give  rise  to  package  forms  which  may  be  com- 
pared to  bales  of  cotton  tightly  bound  up.  In  stained  preparations  one  some- 
times finds  isolated  individuals,  more  frequently  pairs,  tetrads,  or  packages. 

The  organism  is  readily  separated  by  its  morphology  and  its  color. 

Upon  gelatin  plates  small,  spherical,  granular,  orange-yellow  colonies 
are  formed.    Liquefaction  begins  about  them  rather  slowly. 

In  gelatin  puncture  cultures  liquefaction  progresses  slowly  along  the 
lino  of  inoculation.  When  the  liquefaction  is  complete,  a  yellow  precipi- 
tate accumulates  at  the  bottom  of  the  tube. 

On  agar-agar  the  growth  is  abundant,  moist,  and  shining,  devoid  of 
other  peculiarities  than  its  golden-yellow  color. 
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On  potato  the  growth  is  never  so  hixuriant  as  upon  agar.  It  is  slow  in 
development,  and  is  found  along  the  line  of  inoculation. 

Sarc'ma  alba  (Eisenberg)  has  also  been  found  by  Shongolowicz  in  the 
eyes  of  trachomatous  individuals. 

This  organism  forms  small,  white,  spherical  colonies  upon  gelatin  plates. 
In  gelatin  puncture  cultures  a  white  button-like  growth  occurs  at  the  sur- 
face near  the  puncture  and  covers  it  like  a  nail-head.  The  growth  along 
the  puncture  is  slow,  and  liquefaction  comes  on  very  late. 

On  agar-agar  and  potato  the  growth  takes  place  rather  slowly,  with  the 
formation  of  a  yellowish- white  layer,  spreading  slightly  from  the  line  of 
inoculation. 

Staphylococcus  Cereus  Albus  (Passet). — This  is  another  accidental  or- 
ganism which  Shongolowicz  mentions  as  occurring  in  cases  of  trachoma 
which  he  investigated. 

These  cocci  are  large,  measuring  as  much  as  1.15  a  in  diameter.  They 
are  sometimes  found  isolated,  but  generally  occur  in  groups. 

The  colonies  are  said  to  attain  a  diameter  of  from  one  to  two  milli- 
metres upon  gelatin  plates,  and  to  resemble  drops  of  stearine  or  wax. 

In  gelatin  puncture  cultures  a  grayish-white  mass  with  iri'egular 
thickened  margins,  resembling  Avhite  wax,  forms  upon  the  surface.  The 
growth  in  the  puncture  is  very  scanty. 

On  agar-agar  and  potato  the  growth  is  a  dirty-white  layer  of  moderate 
thickness,  devoid  of  characteristic  features. 

Staphylococcm  Pyogenes  Aureus. — This  well-known  pathogenic,  pyo- 
genic organism  is  no  stranger  to  the  conjunctiva,  being  found  not  only 
upon  that  membrane  in  the  catarrhal  affections,  but  also  occasionally  upon 
the  normal  membrane.  The  fact  that  it  is  not  purely  parasitic,  but  is 
capable  of  life  as  a  saprophyte,  makes  it  a  pretty  constant  denizen  of  hos- 
pital and  infirmary  atmospheres ;  and,  as  the  micro-organisms  which  are 
found  in  the  conjunctival  sac  are  those  which  accidentally  blow  in  or  are 
rubbed  in  by  the  fingers  and  handkerchief,  it  is  by  no  means  remarkable 
that  this — one  of  the  commonest — should  be  found  there. 

We  have  succeeded  in  securing  from  conjunctivae  in  conditions  of  chronic 
inflammation  a  culture  so  virulent  as  to  kill  a  dog  in  forty-eight  hours.  It 
is  common  in  the  normal  eye,  but  generally  in  a  somewhat  attenuated  form. 
When  the  presence  of  this  organism  is  suspected  upon  the  conjunctiva,  and 
gelatin  plates  or  dishes  are  prepared  from  a  drop  of  the  secretion,  the  colo- 
nies appear  as  small  Avhite  dots  (Fick  says  they  look  like  drops  of  yellow 
cream),  which  later  become  more  or  less  granular,  turn  yellow  in  the 
centre,  and  liquefy  with  great  rapidity,  so  that  in  forty-eight  or  seventy- 
two  hours  the  plate  becomes  useless.  The  deep  colonies  are  fusiform  or 
"  wetzsteinformig." 

Gelatin  puncture  cultures  liquefy  with  rapidity,  a  long  funnel  being 
formed  in  from  twenty-four  to  forty-eight  hours,  and  liquefaction  being 
complete  in  six  days.    The  fluid  is  at  first  turbid,  but  later  becomes  clear 
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by  the  precipitation  of  the  suspended  particles,  which  form  a  membrane-like 
layer  upon  the  non-liquefied  portion  of  the  gelatin.  As  the  culture  con- 
tinues to  liquefy,  the  gelatin  recedes  from  this  layer,  leaving  a  delicate,  filmy, 
cobweb-like  funnel  or  "  stocking"  suspended  in  the  liquid.  This  becomes 
of  a  yellowish-"  golden"  color,  and  eventually  sinks  to  the  bottom  as  a 
precipitate.  Liquefaction  is  much  slower  in  slightly  acid  gelatin  than  in 
neutral  or  alkaline. 

Upon  agar-agar  development  is  not  luxuriant ;  it  occurs  along  the  stroke 
as  a  moist,  shining,  translucent  layer,  at  first  of  a  grayish-yellow,  but  later 
becoming  dirty  "  golden"  color.  There  is  a  distinct  tendency  for  the 
colonies  making  up  this  growth  to  remain  isolated  or  to  become  only  partly 
confluent,  so  that  the  shape  of  the  growth  is  irregular  and  waved  or  notched 
at  the  edges.  In  our  cultures  the  growth  on  agar-agar  never  attained  any 
considerable  magnitude. 

Upon  potato  a  yellowish-orange  color  is  slowly  produced  at  the  temper- 
ature of  the  room,  the  growth  being  devoid  of  special  peculiarities. 

In  milk  coagulation  is  produced  and  lactic  and  butyric  acids  are  formed, 
so  that  litmus  if  added  is  reddened. 

Sternberg  states  that  cultures  may  be  kept  for  a  year  if  frequently 
transplanted,  but  in  our  experience  this  is  accomplished  with  difficulty. 
Our  cultures  died  out  after  about  three  months,  and  could  not  be  revived 
by  temperature  or  specially  adapted  culture  media. 

The  morphology  of  the  organism  is  not  characteristic.  The  individuals 
are  spherical,  from  0.7  to  0.9  m  in  diameter,  very  seldom  occurring  isolated, 
but  generally  in  pairs  or  irregular  groups.  When  examined  under  very 
high  powers  under  the  best  conditions  of  staining,  the  organism  is  seen 
to  consist  of  two  hemispheres  separated  from  each  other  by  a  narrow  inter- 
vening space. 

It  stains  with  great  avidity,  and  retains  the  stain,  when  colored  by 
Gram's  method,  perhaps  better  than  any  other  organism. 

Felser  found  this  organism  in  every  normal  conjunctival  sac  which  he 
examined.^ 

Shongolowicz  found  thig  organism  nine  times.  It  was  also  found  by 
Kucharski,  Leber,  Bernheim,  Marthen,  and  Fick. 

Staphylococcus  Pyogenes  Albus  (Rosenbach). — This  micro-organism  is 
identical  with  the  preceding,  except  that  it  is  colorless  in  its  gro\\i;h  and  is 
somewhat  less  pathogenic.  Surface  cultures  on  agar-agar  or  potato  have  a 
milk-white  color. 

Shongolowicz  found  this  oi'ganism  twelve  times. 

Staphylococcus  Epidermidis  Albus  (Welch)  is  probably  identical  with  the 
preceding  species,  or  is  an  attenuated  form  of  the  same.  It  seems  to  be 
universal  in  its  distribution  upon  the  surface  of  the  body.    In  its  growth  it 


•See  "Zur  Frago  der  Mikroorganismen  der  Antiseptik  des  Conjunctivalsackes," 
Vrach,  1889,  p.  850. 
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liquefies  gelatin  a  little  more  slowly  than  the  staphylococcus  pyogenes  albus, 
does  not  coagulate  milk,  and  when  injected  into  rabbits  is  far  less  virulent. 

Staphylococcus  Pyogenes  Citreus  (Passet). — This  form  of  staphylococcus 
is  much  less  pathogenic  than  its  predecessors,  and  seems  to  be  called  pyo- 
genes rather  because  of  its  association  with  the  others  than  because  of  any 
distinct  pyogenic  properties  possessed  by  itself  It  is  not  infrequently 
foinid  where  staphylococcus  pyogenes  aureus  and  albus  are  present,  and  its 
vegetation  characters  differ  principally  in  the  formation  of  a  brilliant  lemon- 
yellow  color,  instead  of  the  orange-golden  of  the  one  and  the  white  of  the 
other.  As  is  true  of  the  others,  this  pigment  is  formed  only  in  the  presence 
of  oxygen.    The  liquefaction  of  the  gelatin  is  slow. 

Streptococcus  Pyogenes  (Fehleisen). — So  far  as  the  results  of  our  own 
work  and  an  examination  of  the  literature  are  concerned,  we  have  not  been 
able  to  determine  that  this  very  virulent  organism  occurs  in  the  conjunctival 
area  except  in  cases  of  true  diphtheritic  inflammation,  when  it  is  a  constant 
associate  of  the  Klebs-Loffler  bacillus,  and  in  facial  erysipelas  spreading  to 
the  eye.  It  may  be  that  under  these  circumstances  there  are  two  distinct 
forms  which  occur,  that  in  diphtheria  being  the  streptococcus  pyogenes,  that 
in  erysipelas  the  streptococcus  erysipelatos.  This  is  the  view  held  by  Von 
Lingelsheim,  who  differentiates  the  two  forms  by  their  difference  in  patho- 
genesis, the  streptococcus  erysipelatos  being  pathogenic  for  mice,  while  the 
streptococcus  pyogenes  is  not.  There  is  nothing  in  the  morphology  of  the 
individuals  or  in  their  vegetation  which  will  enable  them  to  be  differentiated. 

Under  the  microscope  the  streptococcus  pyogenes  appears  as  a  small 
spherical  individual  from  0.4  to  1  fi  in  diameter,  the  individuals  being 
arranged  in  chains,  varying  in  length  according  to  the  culture  material  upon 
which  they  were  grown.  Sometimes,  instead  of  these  chains,  no  form  ex- 
cept diplococci  can  be  found.  Isolated  individuals  are  rare.  Sometimes 
only  chains  are  formed,  which  may  consist  of  from  four  to  twenty  indi- 
viduals. When  seen  in  sections,  or  in  cover-glass  preparations  from  the 
conjunctiva,  or  from  the  serum  of  an  erysipelatous  patch,  the  organisms 
appear  to  lie  more  frequently  between  than  within  the  cells,  and  are  most 
numerous  in  the  lymph-spaces. 

The  vegetative  properties  of  this  individual  are  good.  It  grows  not 
only  at  the  temperature  of  the  body,  but  also  at  the  temperature  of  the 
room,  upon  almost  all  culture  media. 

When  a  drop  of  secretion  containing  this  organism  is  mixed  with  melted 
gelatin  and  "  plated,"  the  colonies  which  appear  ai'e  very  small  and  trans- 
lucent. The  superficial  colonies  spread  out  to  form  a  transparent  disk  about 
.0005  M-  in  diameter.  The  colonies  appear  slightly  granular  when  examined 
with  the  microscope,  and  are  slightly  yellowish  in  color.  Later  they  become 
darker  and  less  transparent,  and  irregular  masses  consisting  of  chains  of 
organisms  project  from  the  edges. 

In  gelatin  punctures  the  colonies  spring  up  along  the  whole  length 
of  the  puncture  as  small,  spherical,  translucent,  whitish  colonies,  which  are 
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closely  crowded  together  at  the  ujiper  portion  of  the  line  of  growth,  and 
often  distinctly  separated  from  each  other  below.  There  is  no  growth  on 
the  surface,  or  a  small  collection  of  amalgamated  colonies  may  be  present. 
The  gelatin  is  not  liquefied. 

On  agar-agar  and  blood-serum  the  growth  is  similar  to  that  on  gelatin. 

It  does  not  seem  to  grow  on  potato. 

Milk  is  coagulated  by  the  growth  of  this  coccus,  and  a  slight  acidity 
results. 

This  organism  was  foimd  in  cases  of  catarrhal  conjunctivitis  by  Ku- 
charski. 

Parinaud  ^  says  that  microscopical  examination  of  cases  of  conjunc- 
tivitis made  by  Morax  showed  the  presence  of  streptococci. 

The  Micro- Organism  of  Trachoma. — The  question  of  specificity  in  tra- 
choma is  indeed  a  weighty  one.  Perhaps  no  conjunctival  lesion  has  been 
subjected  to  more  investigation  with  less  accurate  result  than  this.  While 
at  one  time  all  observers  were  well  satisfied  that  there  was  a  "  trachoma- 
coccus,"  the  lapse  of  time  and  the  weight  of  counter-evidence  have  sufficed 
to  make  very  questionable  the  specific  nature  of  the  various  described  organ- 
isms. 

The  subject  of  mycology  in  trachoma  is  one  very  difficult  to  approach 
in  a  paper  of  this  kind,  because  we  do  not  consider  diseases,  but  micro- 
organisms. As,  however,  so  many  diflPerent  organisms  must  be  separately 
described,  each  headed  the  "  trachoma-coccus"  or  the  "  trachoma-bacillus," 
it  has  seemed  better  to  ti'eat  the  whole  subject  as  one,  and,  while  endeavoring 
to  point  out  the  ei'rors  into  which  the  various  experimenters  have  fallen,  to 
describe  such  bacteria  as  are  sufficiently  characterized  by  them.  As  seems 
universal  in  work  upon  special  subjects  by  men  who  are  not  bacteriologists, 
a  multiplicity  of  organisms  have  arisen  from  inaccuracy  and  insufficiency  of 
description,  which  simply  bewilder  the  reader,  who  becomes  more  and  more 
confused  as  each  writer  not  only  summarizes  the  work  done  by  his  prede- 
cessors, but  concludes  by  adding  a  new  one  of  his  own. 

The  first  bacteriological  "  arbeit "  upon  trachoma  seems  to  have  been  done 
by  Sattler,^  who  found  small  cocci  of  biscuit  shape,  joined  in  pairs,  but 
separated  from  each  other  by  an  intervening  space,  and  in  size  and  appear- 
ance much  resembling  the  micrococcus  gouorrhoeae.  Sometimes  the  organ- 
isms formed  groujjs  of  three  or  four.  They  never  touched  each  other,  being 
always  separated  from  their  neighbors  by  a  clear  gelatinous  surrounding 
zone.    In  the  living  state  they  were  seen  to  be  in  continual  movemont. 

This  organism,  when  cultivated,  grows  very  slowly  upon  nutrient  gelatin 
at  the  room  temperature,  producing  no  liquefaction.  Upon  the  surface  a 
grayish-white,  glistening  layer  is  formed,  which  later  assumes  a  yellowish 
color  and  tulip-shaped  margins. 


'Ann.  d'Ocul.,  Paris,  1892,  cvii.  88-92. 

'Bericht  iiber  die  XII.  Versaminlung  dor  Ophthalmol.  Gesellschaft,  1881. 
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Spherical  colonies  are  formed  along  the  line  of  puncture,  arranged  in  a 
linear  series  like  a  chaplct.  In  blood-serum  it  grows  along  the  line  of  punc- 
ture as  a  white,  band-like  stripe,  which  subsequently  spreads  out  in  the  form 
of  white  clouds.  The  growth  is  more  rapid  at  the  temperature  of  the  body 
than  at  that  of  tlie  room.  Upon  potato  the  growth  is  very  scanty.  When 
touched  with  the  platinum  wire  the  cultures  are  viscid,  drawing  out  into 
long  threads.  The  organism  does  not  grow  in  the  absence  of  oxygen.  It 
is  not  pathogenic  for  animals.  This  organism  described  by  Sattler,  though 
it  resembles  the  gonococcus,  is  certainly  a  ditferent  organism.  Baumgarten 
and  also  Kartulis  have  taken  exception  to  its  specific  action,  by  showing  that 
it  is  absent  in  many  cases  of  ordinary  trachoma  and  in  cases  of  the  virulent 
ophthalmia  of  Egypt. 

While  in  Egypt,  in  1882-83,  Koch  paid  some  attention  to  the  ophthal- 
mia prevalent  there,  and  in  his  "  Bericht  der  deutschen  Cholera  Commission 
in  Aegypten  und  Suez"  ^  he  reports  that  his  cultivation  experiments  from  the 
conjunctivae  of  these  cases  discovered  the  presence  of  the  gonococcus  and  a 
tiny  bacillus. 

Michel^  found  in  numerous  cases  of  Egyptian  catarrh  a  diplococcus 
much  resembling  the  gonococcus,  but  smaller.  It  stained  well  by  the 
usual  methods,  as  also  by  Gram's  method.  In  studying  sections  of  the 
eyelids  he  was  able  to  find  the  cocci  in  the  contents  of  the  follicles  only, 
never  in  the  epithelial  cells. 

When  secured  in  pure  culture,  these  cocci  formed  upon  the  surface  of 
blood-serum  or  agar-agar  a  grayish-white  thread-like  skin.  By  and  by 
this  changed  to  a  regular  stripe,  turning  yellowish  as  it  grew  older. 

Upon  gelatin  there  was  a  whitish  surface-growth  with  slow  liquefaction, 
which  allowed  the  gelatin  to  shrink  up  into  a  tulip  shape.  When  the 
growth  was  sufficiently  advanced  for  this,  it  also  became  yellowish  in 
color.  Michel  affirmed  that,  while  cultures  and  direct  inoculations  into 
animals  were  fruitless  in  producing  the  disease,  inoculations  into  the  human 
eye  produced  granules  containing  the  cocci. 

While  both  of  these  observers  were  in  accord  as  to  the  shape  and  size  of 
the  organisms  found  by  them,  the  former  alone  mentions  the  transparent 
encapsulating  substance  which  was  so  characteristic  of  his,  while  the  latter 
alone  was  successful  in  his  inoculations. 

Schmidt'  diffi^red  again,  and  continually  found  in  the  secretions 
small,  perfectly  round,  isolated  cocci,  without  a  dividing  septum,  sur- 
rounded by  a  clear  gelatinous  area,  and  resembling  the  staphylococcus 
pyogenes  aureus.  They  occurred  free  and  also  in  the  protoplasm  of  the 
epithelial  cells.  In  this  connection  let  us  point  out  that  the  morphology 
of  the  staphylococcus  pyogenes  aureus  is  now  well  known  to  be  exactly  that 

1  See  Wiener  Med.  Wochenschrift,  1883,  p.  1650. 

See  Archiv  f.  Augenheilk.,  Bd.  xvi.,  1886. 
'  Dissert.  St.  Petersburg,  1887,  Ueber  die  Mikroorganismen  bei  den  Trachom  und 
einigen  anderen  mykotischen  Krankheiten  der  Bindehaut  des  Auges. 
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which  Schmidt  rejects.  His  assertion  that  in  these  organisms  there  was  no 
dividing  septum  exactly  contradicts  his  subsequent  statement  tliat  they 
were  like  the  staphylococcus  pyogenes  aureus.  It  is  also  well  to  note  that 
Pinto '  could  not  find  any  bacteria  in  sections  of  the  conjunctiva  which  he 
studied  ;  Michel  found  them  only  in  the  follicular  contents,  never  in  the 
epithelium  ;  while  Schmidt  found  them  free  as  well  as  in  the  epithelial  cells. 

Schmidt's  coccus,  which  he  seems  to  regard  as  identical  with  that  of 
Sattler,  and  as  the  cause  of  trachoma,  is  characterized  by  its  size,  its  slight 
motility,  the  gradual  liquefaction  and  tough  consistence  of  the  gelatin,  and 
the  occurrence  of  gi'ay  or  milk-white  spots  on  blood-scrum  or  agar-agar. 
The  liquefaction  of  the  gelatin  comes  on  late.  The  development  of  tiie 
organism  is  more  rapid  at  the  body  temperature  than  at  the  room  tempera- 
ture. 

Schmidt  found  that  the  organisms  which  he  observed  reaflily  induced 
trachoma  in  birds,  which  were  very  susceptible,  but  that  mammals  con- 
tracted the  disease  only  after  numerous  repeated  inoculations. 

Schmidt's  studies  were  thorough,  comprising  sixty-three  cases,  in  forty- 
nine  of  which  this  coccus  was  found. 

Even  if  we  conclude  that  Schmidt's  observations  upon  the  morphology 
of  his  coccus  were  inaccurate,  and  that  it  was  of  the  characteristic  biscuit 
form,  other  characters  will  exclude  it  from  the  same  class  as  its  predecessors. 

Kucharski  ^  investigated  twenty-six  cases  of  trachoma  and  found 
numerous  bacteria,  among  which  were  staphylococcus  pyogenes  aureus, 
bacillus  subtilis,  bacillus  mesentericus  vulgatus.  When  these  accidental 
organisms  were  excluded,  his  cultures  all  showed  one  characteristic  organ- 
ism. This  organism  was  a  diplococcus  of  the  size  and  shape  of  the  gono- 
coccus,  possessed  of  a  "  springing  movement."  Sometimes  it  was  seen  to 
occur  singly,  sometimes  in  groups ;  sometimes  short  chains  were  formed, 
sometimes  a  figure  8.   They  possessed  a  strong  affinity  for  the  aniline  dyes. 

When  inoculated  upon  the  surface  of  agar-agar,  very  small  grayish 
spots  were  seen  to  develop  in  twenty-four  hours.  These  increased  in  size 
as  time  passed  on,  took  on  a  shining  white  color,  and  coalesced  to  form  a 
thick  white  film.  The  agar  punctures  showed  narrow  grayish-white  streaks. 
In  the  water  of  condensation  there  was  visible  a  slight  cloudiness,  and  at 
the  bottom  of  the  liquid  a  whitish  sediment  was  visible.  If  the  culture 
be  kept  for  two  or  three  mouths  it  becomes  grayish  or  slightly  yellowish. 
In  four  months  the  growth  ceases,  and  cannot  be  revived  by  inoculation. 

In  gelatin  punctures  a  depression  occurs  on  the  surface,  and  along  the 
path  of  the  needle  numerous  little  stripes  can  be  seen  without  a  lens. 

In  six  or  seven  days  a  distinct  whitish  membrane  can  be  seen  upon  the 
surface,  which  increases  until  nearly  tlie  whole  surface  is  included.  This 


1  Centrnlb.  f.  Prakt.  Augenhcilk.,  1884,  p.  97. 

2  Bukteriologisches  uber  Truchom,  Centralb.  f.  Prakt.  Augenheilkunde,  1887,  xi. 
p.  225. 
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is  followed  by  depression.  At  the  same  time  the  growth  occurs  in  the 
puncture  as  grayish  spots.  The  gelatin  liquefies  very  slowly,  in  the  form 
of  a  goblet.  In  four  weeks  the  whole  of  the  gelatin  is  liquefied,  appearing 
as  a  cloudy  mass.  This  organism  differs  from  the  organisms  previously 
described  by  this  goblet-shaped  liquefaction  of  the  gelatin,  which  progresses 
until  complete. 

UpoH  blood-serum  the  growth  appears  first  as  white  colonies,  which 
subsequently  flow  together  to  form  a  pellicle. 

On  potato  the  growth  is  slow,  and  occurs  as  white  spots. 

In  bouillon  the  growth  is  rapid,  and  causes  turbidity  of  the  medium, 
with  considerable  precipitation. 

The  colonies  are  simple  whitish,  shining  drops,  characterized  by  perma- 
nent solidity  of  the  gelatin. 

The  organism  is  devoid  of  pathogenic  properties. 

The  work  of  Kucharski  was  executed  with  a  care  which  that  of  his 
predecessors  lacked.  The  description  of  his  coccus  is  thorough  and  excel- 
lent. Unfortunately,  while  it  did  not  seem  specific,  he  concluded  to  add 
it  to  the  literature  of  trachoma. 

Goldschmidt's '  coccus  corresponds  very  closely  to  that  of  Michel,  form- 
ing the  tulip-like  growth  in  gelatin,  and  not  causing  liquefaction  of  that 
medium. 

Very  remarkable  results  were  attained  by  Washejewski,^  who  studied 
thirty  cases  of  trachoma  in  its  various  stages.  He  found  single  cocci  and 
groups  of  cocci  enclosed  in  the  lymphoid  cells,  the  red  blood-corpuscles, 
and. the  epithelial  cells.  He  was  unable  to  find  any  other  organisms. 
At  this  point  we  must  remark  that,  while  most  observers  find  cocci  much 
more  frequently  than  bacilli  on  the  conjunctival  surface,  bacilli  are  present 
sometimes  in  considerable  numbers.  To  confirm  this  statement,  see  the 
long  list  of  bacilli  which  this  paper  contains. 

The  cocci  thus  found  enclosed  in  the  cells  resembled  the  gonococcus, 
but  were  successfully  cultivated  upon  gelatin.  Thirty-six  hours  after  gela- 
tin was  inoculated  a  whitish  streak  occupied  its  surface  and  continued  to 
increase  in  size  for  four  days  and  became  grayish  in  color.  The  gelatin 
softened,  but  did  not  liquefy.  In  four  weeks  the  color  became  slightly 
yellow,  this  color  being  most  pronounced  on  agar-agar.  All  attempts  to 
produce  trachoma  by  inoculating  auimals  with  this  organism  failed. 

Exactly  what  Washejewski  did  see  cannot  be  made  out  from  this 
description,  nor  can  we  tell  whether  or  not  it  was  one  of  the  organisms 
previously  described.    At  all  events,  it  is  not  specific  for  trachoma. 

Staderini  ^  found  a  coccus  much  like  the  cocci  already  described.  Its 
morphology  was  very  similar  to  that  of  the  gonococcus ;  it  grew — with 

1  Zur  Aetiologie  des  Trachoms,  Centralb.  f.  Klin.  Med.,  1887,  No.  18. 

2  Zur  Aetiologie  und  Therapie  des  Trachoms,  Wojenno-med.  Shurnal,  1887,  October. 
'  Richerche  sulla  istologia  e  sulla  patogenese  della  conjunctivite  trachomatosa,  An- 

nali  di  Ottalmologia,  1888. 
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the  production  first  of  a  grayish,  then  a  yellowish  layer — on  agar-agar  and 
liquefied  gelatin.  Baumgarten  investigated  this  organism,  and  could  not 
see  that  it  diflered  from  the  staphylococcus  pyogenes  aureus. 

"Wittram '  endeavored  to  convert  the  chaos  into  order.  After  the  study 
of  thirty-nine  cases  of  trachoma,  and  the  discovery  of  cocci  similar  to  those  of 
previous  authors,  he  succeeded  in  separating  the  reported  organisms  into — 

1.  A  milk-white  coccus  which  did  not  liquefy  gelatin. 

2.  A  milk-white  coccus  which  did  liquefy  gelatin  sooner  or  later. 

3.  An  orange-yellow,  non-liquefying  coccus. 

4.  A  yellow  coccus  which  liquefied  in  two  days. 

As  far  as  he  could  determine,  inoculation  experiments  were  all  negative 
in  their  results. 

Shougolowicz  ^  introduced  an  interesting  innovation  in  the  etiology  of 
trachoma  by  describing  a  specific  bacillus  which  he  found  in  seven  out  of 
numerous  cases  which  he  studied.  His  work,  to  which  an  excellent  literary 
review  is  attached,  seems  to  have  been  carefully  done,  and  the  description 
of  his  bacillus  is  very  complete. 

The  bacillus  is  characterized  by  its  exceedingly  slow  growth.  Shougo- 
lowicz took  note  of  this  in  securing  it  in  pure  culture,  which  was  done  by 
spreading  material  from  the  follicles  upon  the  surface  of  culture  media  and 
allowing  the  tubes  to  stand  for  ten  days.  If  at  the  expiration  of  this 
time  the  tubes  continued  sterile,  new  tubes  were  inoculated  from  the  ma- 
terial in  the  first,  and  stood  in  the  thermostat  at  37°  C.  Sometimes  no 
growth  could  be  made  out,  even  with  a  lens,  for  four  weeks.  When  this 
slow  and  delicate  growth  appeared,  it  could  be  noted  only  as  a  slight  dis- 
coloration upon  the  surface  of  the  agar-agar  and  a  small  grayish  or  yellow- 
ish-gray precipitate  in  the  water  of  condensation. 

Upon  blood-serum  it  was  possible  to  discover  it  only  after  the  lapse  of 
three  months,  when  grayish-white  colonies  gave  its  surface  a  slight  change 
of  color. 

In  gelatin  the  growth  varied  according  to  the  percentage  of  gelatin 
used.  In  five-per  cent,  gelatin  it  appeared  along  the  puncture  at  the  room 
temperature  in  forty-eight  hours.  Single  delicate  white  spots,  scarcely  per- 
ceptible to  the  lens,  are  first  found.  These  gradually  increase  in  height 
and  breadth,  and  in  eight  or  ten  days  reach  a  diameter  of  five  millimetres, 
and  have  a  white  color  with  a  yellowish  tinge,  irregular  borders,  and  gran- 
ular surface.  Beneath  the  growth  the  gelatin  is  absorbed  and  a  hemi- 
spherical deepening  occurs.  The  gelatin,  however,  never  liquefies.  The 
culture  grows  very  slowly  along  the  line  of  inoculation,  and  even  after  a 
month  the  individual,  spherical,  grayish-white  colonies  are  scarcely  visible 
to  the  naked  eye. 


'  Bakteriologische  Beitriige  zur  Aetiologie  des  Trachoms,  Diss.,  Dorpat,  1889. 
'St.  Petersburger  Med.  "Wochcnschrift,  1890,  N.  F.,  Bd.  7,  p.  247,  Zur  Frago  von 
dem  Mikroorganismus  des  Trachoms. 
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In  ten-per-cent.  gelatin  the  growth  is  also  very  slow.  Along  the  stroke 
a  granular,  translucent  streak  forms.  The  growth  is  elevated  above  the 
surface,  but  appears  depressed,  because  of  the  absorption  of  the  gelatin 
beneath  it. 

On  the  surfiice  of  agar-agar,  in  two  or  three  days,  isolated,  small, 
shining,  delicate  plates  are  formed.  These  appear  whitish  by  transmitted 
light,  and  grayish  with  a  greenish-yellow  tinge  by  reflected  light.  In  the 
course  of  development,  nearly  the  whole  surface  is  covered  with  a  thin 
layer  of  the  culture  of  the  same  color,  having  on  the  periphery  single  dot- 
like plates.  Along  the  stroke  a  thick  layer  of  the  culture  with  a  distinctly 
greenish-yellow  color  forms.  The  whole  surface  takes  on  a  mother-of-pearl 
appearance. 

The  masses  formed  upon  agai'-agar  are  difficult  to  remove  with  the 
platinum  wire.  If  the  surface  of  the  agar-agar  is  dry,  the  culture  does 
not  spread  as  described  above,  but  occurs  only  along  the  stroke. 

In  bouillon  the  gi'owth  is  slow.  No  judgment  of  it  can  be  formed  in 
less  than  two  weeks. 

On  potato  the  growth  is  very  scanty,  and  possesses  much  the  same 
characters  as  the  agar-agar  cultures. 

The  growth  of  the  culture  is  as  rapid  at  the  room  temperature  as 
in  the  thermostat.  When  the  oxygen  is  removed  the  bacillus  will  not 
grow. 

In  the  hanging  drop  the  bacilli  are  found  to  possess  a  rapid  locomotive 
power.  They  are  not  infrequently  united  at  their  ends,  and  sometimes  lie 
parallel  to  each  other.  They  never  form  chains.  A  characteristic  peculi- 
arity is  a  condensation  of  protoplasm  at  the  ends,  which  makes  the  organ- 
isms appear  more  distinctly  refracting  at  this  point  than  elsewhere.  The 
ends  are  rounded. 

The  organism  stains  in  a  rather  characteristic  manner,  the  condensed 
ends  appropriating  more  of  the  stain  than  the  rest  of  the  protoplasm.  It 
stains  well  by  Gram's  method. 

Careful  measurements  show  the  length  of  the  bacillus  to  vary  from 
0.75  to  2.0  iJ-,  with  a  breadth  varying  from  0.3  to  0.5  [i. 

Inoculation  of  pure  cultures  of  this  bacillus  under  the  skin  of  two 
white  mice,  one  guinea-pig,  and  one  rabbit  gave  no  results. 

Sixteen  inoculations  of  pure  cultures  of  the  bacillus  upon  the  conjunc- 
tivae of  five  rabbits,  two  dogs,  four  pigeons,  one  guinea-pig,  two  white 
mice,  and  two  cats  were  all  productive,  not  of  trachoma,  but  of  a  some- 
what similar  disease.  Shongolowicz  concludes  from  this  that  his  results 
were  better  than  those  of  previous  writers. 

Our  review  of  this  subject  may  as  well  end  here.  "We  have  shown 
that  a  variety  of  difl^erent  organisms  have  been  described  as  specific  of 
trachoma,  but  we  have  also  shown  that  none  of  them  have  stood  the 
severe  tests  of  specificity  laid  down  by  Koch. 

Some  of  the  described  organisms  seem  to  be  true  gonococci ;  some  are 
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undoubtedly  the  staphylococci  pyogenes  aureus  and  albus.  The  bacilli  are 
pi'obably  accidental  contaminating  organisms. 

At  the  present  moment  we  have  no  reason  for  regarding  any  bacteria 
as  specific  for  trachoma.  There  seems,  however,  to  be  a  pretty  well  estab- 
lished connection  between  trachoma  and  gonorrhoea,  and  it  is  not  improba- 
ble that  the  rdle  played  by  the  gonococcus  is  of  more  importance  in  the 
etiology  of  trachoma  than  is  generally  supposed. 

Our  own  experiments  not  having  extended  into  trachoma  very  deeply, 
and  having  revealed  a  variety  of  organisms — among  them  the  bacillus  vio- 
laceus  fuscus — in  such  cases  as  were  studied,  we  do  not  feel  able  to  speak 
authoritatively  upon  so  important  a  subject,  but  refer  the  reader  to  the 
thorough  treatises  to  be  found  in  this  and  other  works. 
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A. 

Abduction,  179,  180. 

Aberration,  appearance  of  light  area  in,  in  ski- 
ascopy, 97. 

application  of  oonoave  mirror  in  skiascopy 
to,  106. 

Ablatio  retinae,  visual  field  in,  224. 

Abortive  attacks,  prodromal,  of  glaucoma,  visual 

field  in,  229. 
Absolute  central  scotoma,  198. 

heterophoria,  181. 
Accidents  due  to  color-blindness,  328. 
Accommodation,  refraction,  and  glasses,  effect 

of,  on  acuity  of  vision,  17. 
Achloropsia,  319. 
Achromatopsia,  317. 
Aconitine,  extract  of,  as  a  myotic,  46. 
Acquired  color-blindness,  323. 
Action  of  atropine,  32,  33,  34,  35,  36,  37. 
with  cocaine,  33. 

of  cocaine  as  a  mydriatic,  39,  40. 

of  daturine,  37. 

of  duboisine,  37,  38. 

of  ephedrin,  39. 

with  homatropine,  39. 

of  eserine,  45. 

of  gelseminine,  39. 

oT  hyoscine,  38. 

hydrochlorate,  38. 

of  hyoscyamine,  38. 

of  muscarine,  46. 

of  mydrin,  39. 

of  myotics  in  corneal  ulcers,  45. 
in  glaucoma,  44. 
in  irregular  astigmatism,  45. 
of  pilocarpine,  45. 
of  scopolamine,  38. 
Acuity,  central  visual,  191. 

relation  of,  in  temporary  hemian- 
opsia, 275. 
of  vision  for  form,  197. 
for  points,  197. 

on  the  methods  of  determining  the, 
Herman  Snellen,  M.D.,  11. 
visual,  effect  of  refraction,  accommodation, 
and  glasses  on,  17. 
influence  of  illumination  on,  17. 

of  transparency  of  media  on,  17. 
Adduction,  179,  180. 

Advantages,  relative,  of  the  plane  and  the  con- 
cave mirror  in  skiascopy,  106,  107. 
Age,  eff'ect  of,  on  vision,  21. 

relation  of,  to  blindness,  428. 
Aglaukopsia,  319. 
Air,  micro-organisms  in  the,  465. 
Akynnopsia,  318. 

Albinism  as  a  causeof  congenital  blindness, 439. 
Albino,  fundus  of  the,  85. 
Albrand's  test-types,  26. 

Albuminuric  retinitis,  diagnosis  of,  from  opaque 
nerve-fibres,  84. 
visual  field  in,  218,  219,  220. 


Alcohol,  absolute,  in  antisepsis,  472. 

amblyopia,  visual  field  in,  260. 

poisoning  a  cause  of  blindness,  458. 
Alexia,  301. 

Alternating  strabismus,  173. 
Amblyopia,  alcohol,  visual  field  in,  260. 

congenital,  as  a  cause  of  congenital  blind- 
ness, 439. 

tobacco,  visual  field  in,  260. 

toxic,  visual  field  in,  249,  252. 
Amnestic  color-blindness,  301. 
Anatomy  of  the  optic  nerves,  240. 
Andrews  on  antisepsis,  463. 
Andrews's  portable  sterilizer,  487. 
Anerythropsia,  319. 

Aneurism,  temporal  hemianopsia  in,  277. 
Angle  of  deviation  system,  160. 

refracting,  of  a  prism,  141. 

determination  of,  158. 

visual,  the,  13,  22,  169. 
Aniridia  as  a  cause  of  congenital  blindness,  439. 
Anisometropia,  distortion  of  skull  in,  362. 
Anophoria,  171,  173. 
Anotropia,  171,  173,  184,  185. 
Anterior  chamber,  detection  of  foreign  bodies  in 
the,  81. 

detection  of  opacities  of  the,  81. 
polar  cataract,  detection  of,  81. 
surface  of  the  cornea,  ophthalmometry  of 
different  parts  of  the,  129. 
Anthrax  bacillus,  464. 
Antisepsis  and  disinfectants,  468. 

experience  of  ophthalmic  surgeons  relative 

to  the  value  of,  473. 
importance  of,  463. 
J.  A.  Andrews  on,  463. 
of  the  conjunctiva]  sac,  475. 
aqua  chlorata  in,  476. 
bichloride  of  mercury  in,  475,  476, 
boric  acid  in,  475. 
sodium  chloride  in,  476. 
Apex  of  a  prism,  141. 
Apparatus  for  skiascopy,  108. 
Apparent  movement  of  light  in  the  pupil  in 

skiascopy,  93. 
Appearance  of  light  area  in  aberration  in  skias- 
copy, 97. 

Architecture  of  school-buildings,  382. 
Area,  light,  appearance  of,  in  aberration,  in 
skiascopy,  97. 
form  of,  in  skiascopy,  in  irregular  astig- 
matism, 98. 
in  regular  astigmatism,  95,  96. 
in  the  pupil  in  skiascopy,  form  of,  in 

hyperopia  and  myopia,  95. 
of  the  face  in  skiascopy,  92. 
retinal  light,  in  skiascopy,  92. 
Arecoline,  action  of,  as  a  myotic,  46. 
Arlt's  orthoscope,  71. 

Arrangement  of  light  in  skiascopy,  best,  94. 
Artery,  central,  of  the  retina,  86. 
Artificial  astigmatic  cornea   in  the  ophthal- 
mometer, 119. 
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Artificial  illuminntion.  in  Echool-buildings,  395. 
Association  fibres,  2S  I, 

Astlicnopic  oycs,  results  of  optical  correction  of, 

in  arresting  myopia,  37-1. 
Astigmatic  cornea,  artificial,  iu  the  ophthal- 
mometer, 119. 
Astigmatism,  corneal,  diagrammatic  representa- 
tion of,  1H2,  13.1,  131. 
distortion  of  skull  in,  3fi2. 
empirical  formula  indicating  the  total,  124, 
125,  126. 

irregular,  action  of  myotics  in,  45. 

application  of  concave  mirror  in  skias- 
copy to,  106. 
of  plane  mirror  in  skiascopy  to, 
103. 

form  of  light  area  in  skiascopy  in,  98. 
regular,  application  of  concave  mirror  in 
skiascopy  to,  105. 
of  plane  mirror  in  skiascopy  to, 
102. 

form  of  light  area  in  skiascopy  in,  95, 
96. 

Atrophy,  descending,  of  the  optic  tract,  visual 
field  in,  245. 
idiopathic,  of  the  optic  nerve  a  cause  of 

blindness,  447. 
optic,  partial,  238. 

simple  true,  prognosis  of,  239,  240. 
visual  field  in,  235. 
progressive,  of  the  optio  nerves,  mercury  in, 
246. 

visual  field  in,  259. 
Atropine,  action  of,  32,  33,  34,  35,  36,  37. 
with  cocaine,  33. 
history  of,  32. 
ill  eflFeets  of,  36. 

treatment  of,  36. 

morphine  in,  36. 
pilocarpine  in,  36. 
in  glaucoma,  36,  37. 
use  of,  80. 
Atropinism,  36. 

prevention  of,  36. 
boric  acid  in,  36. 
nitro-atropine  in,  36. 
salicylate  of  atropine  in,  36. 
Attacks,  prodromal  abortive,  of  glaucoma,  visual 

field  in,  229. 
Aubert's  binocular  corneal  microscope,  60,  61. 
Austria,  blindness  in,  425. 
Auto-infection,  467. 
Auto-ophthalmoscopes,  72. 
Axanthopsia,  318. 
Axial  neuritis,  visual  field  in,  251. 
Axis,  visual,  the,  189. 

B. 

Bacillus,  anthrax,  464,  469. 
capsule,  of  Loeb,  494. 
circumscriptus,  494. 
ccerulefacicns,  492. 
coli  communis,  495. 
diphtheria;,  469,  497. 
cl  of  Tick,  526. 

fluorescens  liquefaciens,  500. 
hirsutus,  501. 
influenza!,  504. 
lepra;,  507. 
mallei,  507. 
megatherium,  510. 
mesentericus  fuscus,  513. 

ruber,  514. 

vulgaris,  511. 
mycoides,  514. 
of  anthrax,  469. 


Bacillus  of  Colomiatti,  494. 
of  Kick,  500. 
of  glanders,  469. 
of  measles,  514. 
of  pink-eye,  516. 
of  tetanus,  469. 
of  tuberculosis,  469,  523. 
pneumococcus,  Friodlttnder's,  464. 
pnoumoniic,  Friedliinder's,  518. 
prodigiosus,  516. 
pyocyaneus,  519. 
septicus  keratomalaciso,  521. 
subtilis,  520. 
suoinacius,  521. 
syphilis,  522. 

vnricosus  conjunctivae,  524. 
violaceus  flavus,  525. 
Bacteria,  pathogenic,  ways  by  which  they  may 
reach  a  wound,  465. 
which  do  not  form  spores,  469. 
spore-bearing,  which   excite  wound-infec- 
tion, 469. 
Badal's  colored  cylinders,  343. 
Balance  of  the  extra-ocular  muscles,  167. 
Ballottement,  ocular,  80. 

Basal  gummatous  neuritis,  visual  field  in,  269. 
Base-apex  line  of  a  prism,  141. 

determination  of,  158. 
Bechterew's  fibres,  284. 
Bed-perimeter,  Wilbrand's,  210. 
Bernheimer's  fibres,  285. 

Berry,  George  A.,  translator  of  article  by  Her- 
man Snellen,  11. 
Best  arrangement  of  light  in  skiascopy,  94. 
Bichloride  of  mercury  in  antisepsis,  470. 
Binocular  corneal  loupe,  49. 

microscope,  Aubert's,  60,  61. 
diplopia,  168,  169. 
field  of  vision,  the,  192,  211. 

in  convergent  strabismus,  212. 
in  divergent  strabismus,  213. 
in  monocular  squint,  213. 
Mariotte's  spot  in,  212. 
loupe,  Saemisch's,  58. 
Westien's,  58. 
Bisulphide  of  carbon  poisoning  a  cause  of  blind- 
ness, 458. 

Blackboard,  graduated,  the  use  of,  to  determine 

the  field  of  vision,  193. 
Blackboards  in  schools,  407,  408. 
Blepharitis  as  a  cause  of  congenital  blindness, 

440. 

Blind,  ages  of  the,  421,  422. 

of  the  congenitally,  421. 
spot,  200. 

in  congenital  coloboma,  201. 
the,  in  Austria,  425. 

in  Denmark,  425. 

in  England  and  Wales,  422. 

in  Finland,  425. 

in  France,  424. 

in  the  German  Empire,  425. 

in  Great  Britain,  422. 

in  Holland,  425. 

in  Hungary,  425. 

in  Ireland,  424. 

in  Italy,  425. 

in  Kussia,  426. 

in  Scotland,  423. 

in  Sweden,  425. 

in  tho  United  States,  420,  421,  422. 
Blindness,  acute  blennorrhooa  of  adults  in,  444. 
congenital,  causes  of,  439. 
definition  of,  419. 
diminution  of,  461,  462. 

statistics  of,  462. 
duo  to  idiopathic  diseases  of  tho  oyo,  442. 
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Blindness,  etiology  of,  132. 
alcohol  in,  45S. 
bisulphide  of  carbon  in,  458. 
cercbro-spinal  meningitis  in,  456. 
childhood  in,  457. 
lactation  in,  457. 
lead  poisoning  in,  458. 
mercurial  poisoning  in,  458. 
myopia  in,  459. 

ophthalmia  neonatorum  in,  442. 

statistics  of,  442. 
pregnancy  in,  457. 
scrofula  in,  458. 
snake-bite  in,  459. 
syphilis  in,  457. 
tobacco  in,  458. 
its  frequency,  causes,  and  prevention,  I.  M. 

Hays,  419. 
prevention  of,  460. 
relation  of  age  to,  428. 
of  climate  to,  426. 

Zeune's  law  of,  427. 
of  se.x  to,  429. 
statistics  of,  419. 
Blood,  germicidal  power  of,  465. 
Boettcher's  test-types,  24. 
Bogrow's  fibres,  284. 
Boiling  water  in  antisepsis,  473. 
Books  in  schools,  409. 
Boric  acid,  eserine  with,  45. 
in  antisepsis,  472. 
in  prevention  of  atropinism,  36. 
Brain,  diseases  of  the,  a  cause  of  blindness,  451. 
Bruecke's  loupe,  57,  58. 
Burchardt's  test-types,  24,  25. 

C. 

Calabar  bean,  40. 

Calcarine  fissure,  284,  296,  298,  299. 
Capsule  bacillus  of  Loeb,  494. 
Carbolic  acid  in  antisepsis,  470,  471. 
Carter's  test  for  color-sense,  345. 
Cataract,  anterior  polar,  detection  of,  81. 

congenital,  as  a  cause  of  congenital  blind- 
ness, 439. 

detection  of,  early,  80. 

in  schools,  360. 

operations,  ophthalmometry  after,  122,  123. 
Causes  of  blindness,  431. 

Magnus's  table  of,  433. 
Oppenheimer's  table  of,  437. 
Trousseau's  table  of,  434. 
of  congenital  blindness,  439. 
Centrad,  149. 

system,  150. 
Central  artery  of  the  retina,  86. 

visual  field  in  embolism  of  the,  220, 
221. 

color-scotoma,  test  for,  348. 

relapsing  syphilitic  retinitis,  visual  field  in, 

220. 
scotoma,  197. 

absolute,  197,  198. 
indistinct,  197. 
negative,  198. 
of  fatigue,  199. 
positive,  198. 
relative,  198. 
veins  of  the  retina,  86. 

pulsation  of  the,  86. 
visual  acuity,  191. 

relation  of,  in  temporary  hemianop- 
sia, 275. 
to  the  defects  of  the  visual 
field  in  diseases  of  the  optic 
nerve,  240. 


Centre,  color-,  299. 

geometrical,  of  a  decentred  lens,  151. 
visual,  298. 

Centres,  primary  optic,  hemianopsia  in  lesions 

of  the,  294. 
Centrifugal  visual  fibres,  284. 
Centripetal  visual  fibres,  284. 
Cerebral   hemispheres,  visual  field  in  diseases 
afi"ecting  the  optic  fibres  in  the,  296. 
tumors  a  cause  of  blindness,  451. 
Cerebro-spinal  meningitis  a  cause  of  blindness, 
456. 

Change  of  the  colors  of  signals,  328. 
Chemical  disinfectants,  469. 
Chiasm,  blood-supply  of  the,  264. 

experimental  injuries  of  the,  263. 

hemorrhage  into  the,  temporary  hemian- 
opsia in,  277. 

paracentral  scotoma  in  diseases  of  the,  266. 

paths  of  nerve-fibres  in,  262. 

temporal  hemianopsia  in  diseases  of  the, 
262,  266. 

visual  field  in  diseases  affecting  the,  262. 
Chibret,  chromatophotoptometer  of,  347,  351. 

on  antisepsis,  474. 
Childbed  a  cause  of  blindness,  457. 
Chlorine  in  antisepsis,  472. 
Chloroform  in  antisepsis,  472. 
Choked  disk,  200. 

visual  field  in,  231,  232,  233,  234. 
Chorioid  and  retina,  visual  field  in  diseases  of 
the,  214. 

and  sclerotic,  visual  field  in  perforating 

wounds  of  the,  221,  222. 
coloboma  of  the,  85. 

as  a  cause  of  congenital  blindness,  439. 
inflammations  of,  in  schools,  360. 
Chorioidal  colobomata,  216. 

visual  field  in,  216. 
ring,  86. 

tumors,  lateral  illumination  in,  55. 
Chorioiditis  disseminata,  visual  field  in,  228. 
Chorioido-retinitis  as  a  cause  of  congenital  blind- 
ness, 441. 
peripapillary,  200. 
Chromatophotoptometer  of  Chibret,  347. 
Cladothrix  diohomata,  527. 
Classes  of  heterotropia,  183,  184,  185. 
Climate,  relation  of,  to  blindness,  426. 

Zeune's  law  of,  427. 
Cocaine,  action  of,  as  a  mydriatic,  39,  40. 

atropine  with,  33. 
Cocci  of  pus,  469. 
Coccius's  ophthalmoscope,  68. 

orthoscope,  7. 
Cohn's  embroidery  patterns,  343. 

test-types,  26. 
Colliculus  anterior,  284. 
Coloboma,  chorioidal,  85,  216. 

as  a  cause  of  congenital  blindness,  439. 
visual  field  in,  216. 
congenital,  blind  spot  in,  201. 
extra-papillary,  visual  field  in,  216. 
of  the  iris  as  a  cause  of  congenital  blind- 
ness, 439. 
retinal,  210. 
Colomiatti,  bacillus  of,  494. 
Color-blindness,  accidents  duo  to,  328. 
acquired,  323. 
amnestic,  301. 

Chibret's  instrument  in  testing  for,  351. 
congenital,  relation  of,  to  heredity  and 
sex,  322. 

statistics  of,  325. 

tests  for,  330. 
dangers  of,  326. 
partial,  317. 
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Color-blindness,  ro-oxamination  for,  362. 
scat  of,  326. 
total,  316,  332. 
-centre,  299. 
-fields,  205. 
-ignorance,  321. 
-limits,  relation  of,  205,  208. 

between  white  and,  206. 
peripheral  fields  of,  periuiotrie  tost  of,  348. 
phenomena,  prismatic,  148. 
-scotoma,  tost  for  central,  348. 
-sense,  Carter's  test  for,  345. 
Donders's  test  for,  343. 
Oliver's  test  for,  345. 
reduced,  317. 
-stick,  Thomson's,  336. 
-table,  Daae's,  342. 
Reuss's,  343. 
Colored  cylinders,  Badal's,  343. 
Colors,  matching  of,  321. 
naming  of,  330. 
of  signals,  change  of  the,  328. 
Combined  use  of  the  ophthalmoscope  and  the 

magnifying  glass,  56. 
Concave  and  plane  mirrors  in  skiascopy,  relative 
advantages  of,  106,  107. 
mirror  in  lateral  illumination,  49. 
in  skiascopy,  aiiplication  of,  103. 
to  aberration,  106. 
to  emmetropia,  105. 
to  hyperopia,  104. 
to  irregular  astigmatism,  106. 
to  myopia,  105. 
to  regular  astigmatism,  105. 
Concomitant  squint,  172. 

Congenital  amblyopia  as  a  cause  of  congenital 
blindness,  439. 
anomalies  and  hereditary  predisposition  in 

the  form  of  the  eyeball,  362. 
blindness,  causes  of,  439. 
albinism,  439. 
aniridia,  439. 
blepharitis,  440. 
chorioido-retinitis,  441. 
coloboma  of  the  chorioid,  439. 

of  the  iris,  439. 
congenital  amblyopia,  439. 

cataract,  439. 
consanguinity,  441. 
heredity,  439,  440. 
iritis,  441. 
keratitis,  440. 

interstitial,  441. 
microphthalmia,  439. 
nystagmus,  439. 

persistence  of  pupillary  membrane, 
4.39. 

phlyctenular  conjunctivitis,  440. 
retinitis  pigmentosa,  439. 
syphilis,  440. 
tuberculosis,  440. 
cataract  as  a  cause  of  congenital  blindness, 
439. 

coloboma,  blind  spot  in,  201. 
color-blindness,  relation  of,  to  heredity  and 
sex,  .322. 
statistics  of,  325. 
conus,  visual  field  in,  217. 
cupping  of  the  disk,  84. 
Conjunctival  diseases,  lateral  illumination  in,  55. 
sac  of  the  healthy  eye,  micro-organisms  of, 
467. 

Connective  tissues,  diseases  of,  a  cause  of  blind- 
ness, 452. 

Consanguinity  as  a  cause  of  congenital  blind- 
ness, 441. 
Constants  of  a  prism,  151. 


Construction  of  school-buildings,  383. 
Contrasting  images,  induced,  in  heterophoria. 

174.  '  ' 

Contusions  of  the  eye,  visual  field  in,  223,  224, 

225,  226. 

Conus,  congenital,  visual  field  in,  217. 

enlarged,  diagnosis  of,  from  opaque  nerve- 
fibres,  84. 
Convergence,  power  of,  182. 
Convergent  strabismus,  binocular  field  of  Tision 

in,  212. 
Corespace,  the,  255. 

Cornea,  artificial  a«tigmatio,  in  the  ophthalmom- 
eter, 119. 

diseases  of  the,  a  cause  of  blindness,  446. 
ophthalmometry  of  difl'erent  parts  of  the 

anterior  surface  of  the,  129. 
of  the  posterior  surface  of  the,  134, 135, 

136,  137. 

staphyloma  of  the.  lateral  illumination  in, 
55. 

Corneal  astigmatism,  diagrammatic  representa- 
tion of,  132,  13.3,  134. 
leucomata,  detection  of,  81. 
loupe,  binocular,  49. 
microscope,  49. 

binocular,  Aubert's,  60,  61. 
de  Wecker's,  60. 
Gayet's,  60. 
Liebreich's,  60. 
ulcers,  action  of  myotics  in,  45. 
detection  of,  81. 
Comu,  descending,  of  the  lateral  ventricle,  297. 
Corpora  quadrigemina,  296. 
Corpus  genioulatum  externum,  284,  294,  296. 

lenticulare,  284. 
Correct  and  faulty  sitting,  principles  of,  398. 
Corrosive  sublimate,  eserine  with,  45. 
Cortical  hemianopsia,  298. 

retina,  the,  299. 
Creosol  in  antisepsis,  472. 
Crete  prisme  mobile,  164. 
Cribriform  field  of  vision,  203. 
Crossed  bundle  of  the  optic  nerve,  241,  242. 

dorsal  portion  of,  241 ,  242. 
ventral  portion  of,  241,  242. 
macular,  dorsal  portion  of,  241. 
ventral  portion  of,  241. 
Crystalline  lens,  ophthalmometry  of  the,  138,139. 
Cuneus,  284,  298. 

Cupping  of  the  disk,  congenital,  84. 
Curriculum,  modified,  in  schools,  379. 
Cutaneous  system,  diseases  of,  a  cause  of  blind- 
ness, 452. 
Cyclitis  a  cause  of  blindness,  446. 
Cylinders,  colored,  Badal's,  343. 
Czermak's  orthoscope,  71. 

D. 

Daae's  color-table,  342. 
Dangers  of  color-blindness,  326. 
Daikschowitz's  fibres,  285. 
Dnturine,  action  of,  37. 

Decentred  lens,  geometrical  centre  of  a,  151. 
Defects  of  field  of  vision,  relation  of,  to  the  ver- 
tical meridian,  209. 
of  peripheral  zone  of  visual  field,  varieties 

of.  2(19. 
of  vision  in  the  schools,  353. 
of  visual  field  in  diseases  of  the  optic  tract, 
242. 
groups  of,  242. 

relation  of  central  visual  acuteness 
to,  in  disease  of  the  optic  nerve, 
240. 

simulation  of,  312. 
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Defects  of  visual  field,  simulation  of,  Wilbrand's 

string  apparatus  in  detection  of,  313. 
Definition  of  a  prism,  141. 
Dementia,  visual  field  in,  259. 
Denmark,  blindness  in,  42o. 
Dennett  on  prisms  and  prismometry,  141. 
Descending  atrophy  of  the  optic  tract,  visual 
field  in,  245. 
cornu  of  the  lateral  ventricle,  297. 
optic  neuritis,  visual  field  in,  248. 
visual  fibres,  284. 
Desk  and  seat,  school,  400. 

minus  distance  of,  401. 
of  Chandler  Adjustable  Chair  and  Desk  Com- 
pany, 403. 

of  New  York  Hygienic  School  Furniture 

Company,  403. 
school,  hygienic.  Smith's,  403. 
Single  Standard,  403. 
Desks  of  school-buildings,  384. 
Detachment  of  the  retina  a  causa  of  blindness, 
446. 

Detection  of  anterior  polar  cataract,  81. 

of  color-blindness,   W.   Thomson   and  C. 

Weiland,  315. 
of  corneal  leucomata,  81. 
of  early  cataract,  80. 

of  foreign  bodies  in  anterior  chamber,  81. 

of  hypopyon,  81. 

of  occlusion  of  the  pupil,  81. 

of  onyx,  81. 

of  opacities  of  anterior  chamber,  81. 
of  synechia,  81. 
of  ulcers,  81. 
of  vitreous  opacities,  80. 
Determination  of  base-apex  line  of  a  prism, 
158. 

of  reactions  of  the  pupil,  81. 
of  refracting  angle  of  a  prism,  158. 
of  size  of  the  pupil,  81. 
Deviations  in  exclusion,  184. 
through  a  prism,  141. 
Snell's  law  of,  142. 
De  Wecker  on  antisepsis,  474. 
De  Wecker's  corneal  microscope,  60. 

test-types,  27. 
Diagrammatic  representation  of  corneal  astigma- 
tism, 132,  133,  1.34. 
Digestive  system,  diseases  of  the,  a  cause  of 

blindness,  452. 
Digitaline  as  a  myotic,  46. 

extract  of,  as  a  myotic,  46. 
Diphtheritic  conjunctivitis  a  cause  of  blindness, 
446. 

Diplococcus  gonorrhoeae,  528. 

lanceolatus  pneumoniae,  506. 

pneumonia;,  506. 
Diplopia,  binocular,  168. 

in  paralysis  of  the  ocular  muscles,  general 
scheme  of,  188. 

induced,  in  heterophoria,  173. 
Direct  ophthalmoscopy,  78,  83. 
Direction  of  light  in  school-buildings,  390. 
Diseases  of  the  chiasm,  paracentral  scotoma  in, 
26R. 

temporal  hemianopsia  in,  262,  266. 
visual  field  in,  262. 
of  the  optic  nerve,  etiology  of,  234,  235. 

inner  retinal  layers  in,  215. 
outer  retinal  layers  in,  215. 
papilla  in,  215. 
relation  of  central  visual  aouteness 
to  defects  of  the  visual  field  in, 
240. 

symptoms  of,  215. 
visual  disturbances  in,  234,  235. 
field  in,  234. 
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Diseases  of  the  optic  tract,  defects  of  the  visual 
field  in,  242. 
groups  of,  242. 
hemianopsia  due  to,  289. 
of  the  retina  and  chorioid,  visual  field  in, 
214. 

Disinfectants  and  antiseptics,  468. 

chemical,  469. 
Disk,  choked,  200. 

visual  fields  in,  231,  232,  233,  234. 
congenital  cupping  of  the,  84. 
optic,  85. 
Disks,  Rekoss's,  67,  70. 
Disordered  perception,  zones  of,  274. 
Distortion  of  skull  in  anisometropia,  362. 

in  astigmatism,  362. 
Disturbances,  functional  nervous,  visual  field  in, 
307. 

Divergent  strabismus,  binocular  field  of  vision, 
in,  213. 

Donders's  pseudo-isochromatio  wools,  343. 

test  for  color-sense,  343. 
Double  prism,  Maddox,  166. 
Dressings,  preparation  of,  479. 
Dry  heat  in  antisepsis,  472. 
Duboisine,  action  of,  37,  38. 
Dyschroraatopsia,  321. 
Dysentery  a  cause  of  blindness,  452. 

E. 

Edge  of  a  prism,  141. 
Edinger's  fibres,  285. 

Effect  of  refraction,  accommodation,  and  glasses 

on  acuity  of  vision,  17. 
Efi'ects  of  the  reading  habit,  381. 
Elephantiasis,  temporal  hemianopsia  in,  277. 
Embolism  of  the  central  artery  of  the  retina, 

visual  field  in,  220,  221. 
Emerson's  modification  of  Noyes's  bar  arrange- 
ment of  rhomb-shaped  prisms,  164. 
Emmetropia,  application  of  concave  mirror  in 
skiascopy  to,  105. 
of  plane  mirror  in  skiascopy  to,  101, 
102. 
in  schools,  354. 
Empirical  formula  indicating  the  total  astigma- 
tism, 124,  125,  126. 
England  and  Wales,  blindness  in,  422. 
Enlarged  conus,  diagnosis  of,  from  opaque  nerve- 
fibres,  84. 

Entozoa  in  the  eye,  lateral  illumination  in  detec- 
tion of,  53. 

Entrance  examination  in  schools,  necessity  for, 
371. 

requirements  for,  372. 
Ephedrin,  action  of,  39. 

with  homatropine,  action  of,  39. 
Epkens-Donders's  ophthalmoscope,  70. 
Epkens's  ophthalmoscope,  68. 
Erysipelas  a  cause  of  blindness,  452,  457. 

streptococcus  of,  466. 
Eserine,  action  of,  45. 

ill  effects  of,  45. 

salicylate  of,  45. 

with  boric  acid,  45. 

with  corrosive  sublimate,  45. 
Esophoria,  171. 

manifest,  174. 

Stevens's  phorometer  in  determining,  175, 
177. 

Esotropia,  172,  183. 

Examination,  entrance,  in  schools,  necessity  for, 
371. 

requirements  for,  372. 
of  eye  by  lateral  illumination  under  patho- 
logical conditions,  52,  53,  54,  55. 
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Examination  uf  eyes  in  Philadelphia  schoola, 
3  04. 

motliuds  pursued  in,  364. 

of  normal  eye  by  hitcrul  illumination,  51,  52. 

of  paralyses- of  the  ocular  muscles,  187. 

of  spootaele  lenses,  162,  153,  154,  155,  156. 

of  sphoro-prism,  15S. 
Examining  the  eye,  methods  of,  79. 
Exclusion,  deviations  in,  184. 
Exophoria,  171. 

manifest,  175. 

Stevens's  phoromotor  in  determining,  177. 
Exotropia,  172,  183. 

Experience  of  ophthalmic  surgeons  relative  to 

the  value  of  antisepsis,  473. 
Exposure  of  school  buildings,  396. 
External  capsule,  290. 
Extract  of  aconitine  as  a  myotic,  40. 
Extra-ocular  muscles,  balance  of  the,  167. 
Extra-papillary  eolobomata,  visual  field  in,  216. 
Eye,  blindness  due  to  idiopathic  diseases  of  the, 
442. 

methods  of  examining  the,  79. 
Eyeball,  congenital  anomalies  and  hereditary 

predisposition  in  the  form  of  the,  362. 
Eye-disease,  influence  of  occupation  on,  36. 

F. 

Face,  light  area  of  the,  in  skiascopy,  92. 
Face-rest,  Kallmann's,  416. 
Fantoscopie  rfitinienne,  109. 
Fasciculus  longitudinalis  inferior,  284. 
Fatigue,  central  scotoma  of,  199. 
Fibres,  Bechterew's,  284. 
Bernheimer's,  285. 
Bogrow's,  284. 
Darkschewitz's,  285. 
Edinger's,  285. 
of  the  macula  lutea,  295. 
Perlia's,  285. 
visual,  association,  284. 
centrifugal,  284. 
centripetal,  284. 
descending,  284. 
reflex,  284. 
von  Gudden's,  285. 
von  Monakow's,  285. 
Fick,  bacillus  of,  500. 

bacillus  d  of,  526. 
Field  of  regard,  169. 

of  vision,  binocular,  211. 
cribriform,  203. 

efiect  of  hypermetropia  on  the,  192. 

of  myopia  on  the,  192. 

of  width  of  pupil  on  the,  192. 
in  convergent  strabismus,  212. 
in  diseases  ufl'ccting  the  chiasm,  262. 
in  divergent  strabismus,  213. 
in  functional  nervous  disturbances,  307. 
in  monocular  squint,  213. 
Mariotte's  spot  in  the,  212. 
methods  of  obtaining  the,  192. 
overshot,  205. 

portions  of  the,  279,  280,  281. 
relation  of  defects  of  the,  to  the  vertical 

meridian,  209. 
use  of  graduated  blackboard  to  deter- 
mine the,  191 . 

of  the  hand  to  determine  the,  192. 

of  squares  of  paper  to  determine 
the,  192,  193. 

of  winking  reflex  to  determine  the, 
192. 

Finland,  blindness  in,  425. 
Flower- paper,  Heidelberg,  195,  205. 
Focal  illumination,  47. 


Foreign  bodies  in  the  anterior  chamber,  detec- 
tion of,  81. 
lateral  illumination  in  examining  for, 
52,  53. 

Form  of  light  area  in  the  pupil  in  skiascopy,  in 
hyperopia  ami  myopia,  95. 
in  irregular  a.stigmatism,  98. 
in  regular  astigmatism,  95,  96. 
of  the  eyeball,    hereditary  predisposition 

and  congenital  anomalies  in  the,  362. 
-sense,  323. 

Formula,  empirical,  indicating  the  total  astig- 
matism, 124,  12.5,  126. 
for  the  value  of  vision,  14. 
Forster's  perimeter,  194,  195. 
Fovea  centralis,  the,  87. 
France,  blindness  in,  424. 

Friedenwald,  Harry,  translator  of  Laqueur's  ar- 
ticle, 47. 

Friedlander,  bacillus  pneumoniie  of,  518. 
Frobelius's  ophthalmoscope,  66. 
Frontal  division  of  the  visual  paths,  284. 
Fuchs's  test-types,  28. 

Functional  nervous  disturbances,  visual  field  in, 
307. 

Fundus  in  homonymous  hemianopsia,  288. 

of  the  albino,  85. 
Furniture,  school,  397. 

G. 

Galczowski's  test-types,  27. 
Gayet's  corneal  microscope,  60. 
Qelseminine,  action  of,  39. 
General  disease  a  cause  of  blindness,  451. 
Geneva  Optical  Comjjany's  goniometer,  157,  158, 
159. 

Geometrical  centre  of  a  decentred  lens,  151. 
German  Empire,  blindness  in  the,  425. 
Germicidal  power,  determination  of,  470. 

of  blood,  465. 
Glasses,  accommodation  and  refraction,  effect  of^ 
on  acuity  of  vision,  17. 

prismatic,  measurement  of,  155. 
Glaucoma  a  cause  of  blindness,  446. 

action  of  myotics  in,  44. 

atropine  in,  36,  37. 

chorioiditic,  cau.sing  hemeralopic  fields,  207. 
prodromal  abortive  attacks  of,  visual  field 
in,  229. 

simple,  visual  field  in,  229,  230,  231. 
Goniometer,  Geneva  Optical  Company's,  157, 
158,  159. 

Gould  on  the  ophthalmoscope  and  the  art  of 

ophthalmoscopy,  63. 
Graduated  blackboard,  use  of,  to  determine  the 

field  of  vision,  193. 
Granular  ophthalmia  a  cause  of  blindness,  445. 
Great  Britain,  blindness  in,  422. 
Green-blindness,  316,  319. 

uniocular,  319. 
Groenouw,  method  of,  in  determining  isopters, 

197. 

Guillery's  test-types,  25,  26. 
Gummatous  neuritis,  basal,  visual  field  in,  209. 
interstitial,  visual  field  in,  258. 

H. 

Halo  of  the  macula,  87. 

Hand,  use  of,  to  determine  the  field  of  vision,  192. 

Hartnack's  loupe,  67. 

Hawes's  ophthalmoscope,  74. 

Hays  on  blindness,  its  frequency,  causes,  and 

prevention,  419. 
Healthy  eye,  micro-organisms  of  conjunctival 

sac  of,  467,  468. 
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Heat,  dry,  in  antisepsis,  472. 

moist,  in  antisepsis,  473. 
Heidelberg  flower-jiapcr,  11)5,  205. 
Helmholtz's  oplitiialmoscopc,  05,  66. 
Heuieralopia,  perimetry  in,  206. 

symptomatic,  perimetry  in,  207. 
Hemeralopic  fields  caused  by  chorioiditic  glau- 
coma, 20". 
liigh-grado  myopia,  207. 
senile  eyes,  207. 
Hemianopsia,  cortical,  298. 

due  to  disease  of  the  tract,  289. 
honionyma  duplex,  301. 

groups  of,  303. 
homonymous,  285. 
diagnosis  of,  282. 
fundus  in,  288. 

in  diseases  of  the  optic  conducting 
paths  from  the  commencement  of  the 
tracts  to  the  cortical  centres  of  vision, 
298. 

in  lesions  of  the  primary  optic  centres, 
294. 

temporal,  in  aneurism,  273. 

in  diseases  of  the  chiasm,  262,  266. 

in  elephantiasis,  277. 

in  hemorrhages  into  the  chiasm,  277. 

in  hydrocephalus,  277. 

in  multiple  sclerosis,  277. 

in  periostitis,  277. 

in  syphilis,  277. 

in  trauma,  277. 

in  tubercle,  277. 

in  tumors,  277. 

prognosis  of,  276. 

relation  of  central  visual  acuteness  in, 
295. 

with  Jacksonian  epilepsy,  279. 
with  monoplegia,  297. 
Hemianopsic  scotoma,  homonymous,  199. 

temporal,  199. 
Hemorrhages  into  the  chiasm,  277. 
Tato  the  tract,  290. 
retinal,  visual  field  in,  217,  218. 
Hereditary  conditions,  visual  field  in  neuritis 
dependent  on,  260. 
neuritis,  visual  field  in,  252. 
predisposition  and  congenital  anomalies  in 
the  form  of  the  eyeball,  362. 
Heredity  a  cause  of  congenital  blindness,  439, 
440. 

Herschel  combinations  of  prisms,  164. 
Heterophoria,  171,  173. 
absolute,  181. 

inducing  contrasting  images  in,  174. 
diplopia  in,  173. 

rod  test  for,  179. 
Heterotropia,  171,  172,  182. 

classes  of,  183,  184,  185. 

parallax  test  for,  184. 

phorometer  in  testing  for,  183. 

physiological,  183. 

tests  for,  183. 
Historical  notes  concerning  lateral  illumination, 
48. 

History  of  atropine,  32. 

of  skiascopy,  108,  109. 

of  the  ophthalmoscope,  63,  64. 
Holland,  blindness  in,  424. 
Holmgren's  lantern  test,  343. 

wool  test,  331. 
Homatropine,  action  of,  37. 

use  of,  80. 
Homonymous  hemianopsia,  285. 
diagnosis  of,  282. 
fundus  in,  288. 

hemianopsic  scotoma,  199. 


Homonymous  or  lateral  hemianopsia  in  diseases 
of  the  optic  conducting  paths  from  the  com- 
mencement of  the  tracts  to  the  cortical  centres 
of  vision,  278. 
Hungary,  Ijlindness  in,  425. 
Hyaloid  artery,  persistence  of  the,  85. 
Hydrocephalus,  temporal  hemianopsia  in,  277. 
Hydrogen  peroxide  in  antisepsis,  472. 
Hygiene  of  the  school-room,  379. 
Hygienic  school-desk.  Smith's,  403. 
Hyoscine,  action  of,  38. 

hydi'ochlorate,  action  of,  38. 
Hyoscyamine,  action  of,  38. 
Hyperesophoria,  172. 

left,  172. 

right,  172. 
Hyperexophoria,  172. 

left,  172. 

right,  172. 

Hypermetropia,  effect  of,  on  the  field  of  vision, 
192. 

in  schools,  354. 
Hyperopia  and  myopia,  application  of  concave 
mirror  in  skiascopy  to,  104. 
of  plane  mirror  in  skiascopy  to,  99,  100, 
101. 

form  of  light  area  on  the  pupil  in  skiascopy 
in,  95. 
Hyperphoria,  left,  172. 
right,  172. 

Stevens's  phorometer  in  determining,  177. 
Hypertropia,  left,  172,  183. 

right,  172,  183. 
Ilyphsema,  lateral  illumination  in,  53. 
Hypopyon,  detection  of,  81. 

lateral  illumination  in,  53. 

I. 

Idiopathic  atrophy  of  the  optic  nerve  a  cause 
of  blindness,  447. 
diseases  of  the  eye,  blindness  due  to,  442. 
Ill  effects  of  atropine,  36. 

treatment  of,  36. 
morphine  in,  36. 
pilocarpine  in,  36. 
of  eserine,  45. 
Illumination,  focal,  47. 

influence  of,  on  visual  acuity,  17. 
lateral,  L.  Laqueur,  47. 
oblique,  47,  80. 
perpendicular,  48. 
Image,  ophthalmoscopic,  reversal  of,  89. 

retinal,  the,  11. 
Immediate  source  of  light  in  skiascopy,  92. 
Indirect  ophthalmoscopy,  78,  79,  82. 
Indistinct  central  scotoma,  198. 
Induced  contrasting  images  in  heterophoria,  174. 

diplopia  in  heterophoria,  173. 
Infection  of  wounds  from  skin  of  patient  and 
operator,  467. 
spore-bearing  bacteria   which  excite, 
469. 

Inflammation  of  the  optic  nerve,  visual  field  in, 
234,  235. 

Influence  of  illumination  on  visual  acuity,  17. 
of  occupation  on  eye-disease,  459. 
of  transparency  of  media  on  visual  acuity, 
17. 

Injuries  by  blows  a  cause  of  blindness,  450. 

by  explosive  substances  a  cause  of  blind- 
ness, 450. 

by  foreign  bodies  a  cause  of  blindness,  449. 
by  pricks  a  cause  of  blindness,  450. 
by  thrusts  a  cause  of  blindness,  450. 
received  in  war  a  cause  of  blindness,  450. 
to  the  skull  a  cause  of  blindness,  450, 
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Insular  sclerosis  a  cause  of  blindness,  452. 

scotoma,  203. 
Intermediate  zone,  201. 
Internal  capsule,  284. 

Interstitial  gummatous  neuritis,  visual  field  in, 
258. 

Iodine  in  antisepsis,  472. 
lodol  in  antisepsis,  472. 
Ireland,  blindness  In,  424. 
Irido-cyclitis  a  cause  of  blindness,  416. 
Iris,  atrophy  of  the,  lateral  illumination  in,  53. 
coloboma   of  the,  a  cause   of  congenital 

blindness,  439. 
injuries  of  the,  lateral  illumination  in,  53. 
neoplasms  of  the,  lateral  illumination  in,  53. 
reactions  of  the,  determination  of,  81. 
Iritis  a  cause  of  blindness.  448. 

a  cause  of  congenital  blindness,  441. 
serosa,  lateral  illumination  in,  52,  53. 
Irregular  astigmatism,  action  of  myotics  in,  45. 

application  of  concave  mirror  in  skias- 
copy to,  106. 
of  plane  mirror  in  skiascopy  to, 
1U3. 

Isopters,  196. 

method  of  Groenouw  in  determining,  197. 

test-letters  of  Snellen  in  determining,  197. 
Italy,  blindness  in,  425. 

J- 

Jackson  on  skiascopy  (the  shadow-test)  and  its 

practical  application,  89. 
Jacksonian  epilepsy,  hemianopsia  with,  297. 
Jackson's  prisme  mobile,  165. 
Jaeger's  test-types,  28. 

Javal  on  ophthalmometry  and  its  clinical  appli- 
cations, 111. 
JeafiFreson's  test-disk,  342. 

K. 

Kallmann's  face-rest,  416. 
Katophoria,  171,  173. 
Katotropia,  171,  184,  185. 
Keratitis  a  cause  of  congenital  blindness,  440. 
interstitial,  441. 

lateral  illumination  in,  52. 
punctata  vera,  lateral  illumination  in,  52. 
scrofulous  vascular,  lateral  illumination  in, 
52. 

KSratoscopie,  109. 
Keratoscopy,  129,  130,  131,  132. 
Kind  of  script  used  in  schools,  414,  415. 
Knapp  on  antisepsis,  474. 

Kneass,  McFarland  and,  on  the  micro-organisms 

of  the  conjunctiva  and  lacrymal  sac,  489. 
Kny's  case  for  surgical  dressings,  483. 

sterilizer,  481. 

water-sterilizing  tank,  482. 
Koch's  steam-boiler,  479. 
Koroscopie,  109. 
KUchler's  test-types,  23. 

L. 

Lactation  a  cause  of  blindness,  457. 
Lamina  cribrosa,  the,  84. 
Landolt  on  antisepsis,  474. 
Lantern-rest,  Holmgren's,  343. 

Welsh's,  343. 
Lnqucur  on  lateral  illumination,  47. 
Lateral  illumination,  concave  mirror  in,  49. 

examination  of  the  eye  by,  under  path- 
ological conditions,  52,  53,  54,  55. 
of  the  normal  eye  by,  61,  62. 

historical  notes  concerning,  48. 


Lateral  illumination  in  atrophy  of  the  iris,  63. 
in  chorioidal  tumors,  55. 
in  conjunctival  diseases,  55. 
in  detection  of  entozoa,  53. 

of  floating  lens-particles,  53. 

of  foreign  bodies,  52,  53. 
in  diseases  of  the  vitreous,  55, 
in  dislocated  lens,  53. 
in  hy])ha;ma,  53. 
in  liypo])yon,  53. 
in  injuries  of  the  iris,  53. 
in  interstitial  keratitis,  52. 
in  iritis  serosa,  52,  53. 
in  keratitis  ])unctata  vera,  52. 
in  lens  diseases,  54,  55. 
in  leucoma,  64. 
in  neoplasms  of  the  iris,  53. 
in  retinal  tumors,  55. 
in  scrofulous  vascular  keratitis,  62. 
in  staphyloma  of  the  cornea,  66. 
in  synechia;,  53,  54. 
L.  Laqueur  on,  47. 

means  used  in  combination  with,  for 

the  purpose  of  magnifying,  57. 
method  of  examining  by,  49,  50. 
Noyes's  apparatus  for,  50. 
other  factors  concerned  in,  48. 
Priestley  Smith's  apparatus  for,  50. 
principle  of,  47,  48. 
rarer  applications  of,  56. 
sclerosis  a  cause  of  blindness,  452. 
ventricles,  descending  cornu  of,  297. 
Lautenschlager's  sterilizer,  480. 
Lead  poisoning  a  cause  of  blindness,  458. 
Leading  of  type  in  school-books,  411. 
Left  hyperesophoria,  172. 
hyperexophoria,  172. 
hyperphoria,  172. 
hypertropia,  183. 
sursumduction,  179. 
Length  of  lines  in  school-books,  414. 
Lens,  crystalline,  ophthalmometry  of  the,  138, 
139. 

decentred,  geometrical  centre  of  a,  151. 
diseases,  lateral  illumination  in,  54,  56. 
dislocated,  lateral  illumination  in,  53. 
-particles,  floating,  lateral  illumination  in 

detection  of,  53. 
Stevens's  stenopreic,  177,  178. 
Stokes,  164. 

Lenses,  spectacle,  examination  of,  152,  153,  154, 

155,  156. 
Lepra  a  cause  of  blindness,  453. 
Lesions  afl'eoting  the  optic  fibres  in  the  cerebral 
hemispheres,  visual  field  in,  296. 
of  the  primary  optic  centres,  diagnosis  of, 
295. 

focal  symptoms  of,  295. 
Letters  in  school-books,  size  and  form  of,  410. 
Leucoma,  lateral  illumination  in,  54. 
Leucomata,  corneal,  detection  of,  SI. 
Leukoscope,  Helmholtz's,  347. 
Liebreich's  corneal  microscope,  60. 

ophthalmoscope,  69,  70,  72. 
Light  area,  form  of,  in  skiascopy,  in  irregular 
astigmatism,  98. 
in    regular   astigmatism,  95, 
96. 

in  the  pupil  in  skiascopy,  form  of,  in 
hyperopia  and  myopia,  95. 

in  skiascopy,  appearance  of,  97. 

of  the  face,  92. 

retinal,  in  skiascopy,  92. 
best  arrangements  of,  in  skiascopy,  94. 
immediate  source  of,  in  skiascopy,  92,  163. 
in  school-buildings,  direction  of,  390. 

quantity  of,  385. 
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Light  in  ttie  pupil,  apparent  movement  of,  in 
skiascopy,  03. 
rapidity  of  movement  of,  in  skiascopy, 
4)3. 

on  the  retina,  movement  of,  90. 

original  source  of,  in  skiascopy,  92,  163. 

passage  of,  through  a  plane  refracting  sur- 
face, 143. 

-sense,  191. 
Lighting  of  school-buildings,  385. 
Lino,  base-apex,  of  a  prism,  141. 

visual,  the,  167,  189. 
Lingual  lobe,  284. 
Lobulus  lingualis,  298. 
Location  of  school-buildings,  382. 
Long  primer  type  in  school-books,  410. 
Loring's  ophthalmoscope,  72,  73. 
Lotz's  test-types,  27. 
Loupe,  binocular,  Saemisoh's,  58. 
Westien's,  58. 

Bruecke's,  67,  58. 

Hartnack's,  57. 

Nachet's,  57. 

Steinheil's,  57. 

M. 

McFarland  and  Kneass  on  the  micro-organisms 

of  the  conjunctiva  and  lacrymal  sac,  489. 
Macropia  from  myosis,  41. 
Macula,  86,  87. 

fibres  of  the,  295. 

halo  of  the,  87. 
Macular  crossed  bundle  of  the  optic  nerve,  241. 

fasciculus,  295. 

uncrossed  bundle  of  the  optic  nerve,  241. 

dorsal  portion  of  the,  241. 
ventral  portion  of  the,  241. 
Maddox  double  prism,  165. 
Magnus's  table  of  causes  of  blindness,  433. 
Malachite  green  in  antisepsis,  472. 
Manifest  esophoria,  174. 

exophoria,  175. 
Maps  in  schools,  409. 

Mariotte's  spot  in  binocular  field  of  vision,  200, 
212. 

in  congenital  coloboma,  201. 

Matching  of  colors,  331. 
Mauthner  s  test,  343. 

Means  used  in  combination  with  lateral  illumina- 
tion for  the  purpose  of  magnifying,  57. 

Measles  a  cause  of  blindness,  451,  453,  456. 

Measurement  of  prismatic  glasses,  155. 

Measurements  to   determine   arrangement  of 
school-desk  and  seat,  401. 

Media,  transparency  of,  influence  of,  on  acuity 
of  vision,  1 7. 

Medullated  nerve-fibres   in  the  retina,  visual 
field  in,  216. 

Meningitis  a  cause  of  blindness,  451. 

cerebro-spinal,  a  cause  of  blindness,  456. 

Mercurial  poisoning  a  cause  of  blindness,  458. 

Mercury  in  progressive  atrophy  of  the  optic 
nerve,  246.  ' 

Meridian,  vertical,  relation  of  defects  of  field  of 
vision  to,  209. 

Method  of  examining  by  lateral  illumination, 
49,  50. 

of  Groenouw  in  determining  isopters,  197. 
Methods  for  the  estimation  of  the  balance  of 
the  extra-ocular  muscles,  167. 
of  determining  the  acuity  of  vision,  Her- 

mon  Snellen,  11. 
of  examining  the  eye,  79. 
of  obtaining  the  field  of  vision,  192. 
Metre-angle  system,  150. 
Meyer,  E.,  on  antisepsis,  474. 


Meyorstein's  ophthalmoscope,  66. 
Micrococcus  candicans,  528. 

Pasteuri,  506. 

pneumoniaj  crouposce,  464. 

totragcnus,  464,  530. 
Micro-organism  of  trachoma,  534. 
Micro-organisms  in  the  air,  466. 

of  the  conjunctival  sac  of  a  healthy  eye, 
467. 

of  the  conjunctiya  and  lacrymal  sac,  J. 
McFarland  and  S.  S.  Kneass,  489. 
Microphthalmia  a  cause  of  congenital  blindness, 
434. 

Middle  division  of  the  visual  paths,  284. 
Mirrors,  plane  and  concave,  in  skiascopy,  relative 

advantages  of,  106,  107. 
Modified  curriculum  in  schools,  379. 
Moist  heat  in  antisepsis,  473. 
Monochromatics,  318. 
Monocular  diplopia,  167. 

squint,  binocular  field  of  vision  in,  213. 
Monoplegia,  hemianopsia  with,  297. 
Morphine  as  a  myotic,  46. 

in  ill  effects  of  atropine,  36. 
Morton's  ophthalmoscope,  73,  74. 
Movement  of  light  in  the  pupil  in  skiascopy,  ap- 
parent, 93. 
rapidity  of,  93. 
on  the  retina,  90. 
Multiple  sclerosis,  temporal  hemianopsia  in,  277. 

visual  field  in,  208. 
Muscarine,  action  of,  46. 
Muscles,  extra-ocular,  balance  of  the,  167. 

ocular  examination  of  paralysis  of  the,  187. 
Mydriasis,  action  of  myotics  in,  44. 
Mydriatics  and  myotics,  Herman  Snellen,  Jr., 
31. 

methods  of  application  of,  31. 
use  of,  79. 
Mydrin,  action  of,  39. 
Myopia  a  cause  of  blindness,  459. 

and  hyperopia,  form  of  light  area  in  the 

pupil  in  skiascopy  in,  95. 
application  of  concave  mirror  in  skiascopy 
to,  105. 

of  plane  mirror  in  skiascopy  to,  101. 
decrease  of,  376,  378. 
effect  of,  on  the  field  of  vision,  192. 
high-grade,  causing  hemeralopic  fields,  207. 
in  schools,  354. 

results  of  optical  correction  of  asthenopio 

eyes  in  arresting,  374. 
significance  of,  368. 
Myotic,  arecoline  as  a,  46. 
eserine  as  a,  45. 
extract  of  aconitine  as  a,  46. 

of  digitaline  as  a,  46. 
morphine  as  a,  46. 
muscarine  as  a,  46. 
nicotine  as  a,  46. 
nitrogen  protoxide  as  a,  46. 
physostigmine  as  a,  45. 
pilocarpine  as  a,  45,  46. 
Myotics,  action  of,  40,  41,  42,  43,  44. 

in  corneal  ulcers,  45. 

in  glaucoma,  44. 

in  irregular  astigmatism,  45. 

in  mydriasis,  44. 
mydriatics  and,  Herman  Snellen,  Jr.,  31. 

N. 

Nachet  case  of  lenses,  163. 
Nachet's  loupe,  57. 
Naming  of  colors,  330. 

Nasal  portion  of  the  eye,  relation  of,  to  the  tem-. 
poral  portion,  209. 
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Near  vision,  tests  for,  20, 
Negative  central  sootomii,  198. 
Nerve,  optic,  anatomy  of  the,  2-tO. 

inllanimatious  of  tlie,  234,  235. 

mercury  in  progressive  atrophy  of  the, 
24B. 

relation  of  central  visual  acuteness  to 
defects  of  the  visual  lield  in  diseases 
of  the,  240. 
symptoms  of  diseases  of  the,  21.5. 
visual  field  iu  diseases  affecting  the,  234. 
Nerve-fibre  path  in  the  optic  tract,  289. 
Nerve-fibres,  meduUated,  iu  the  retina,  visual 
field  in,  210. 
opaque,  84. 

diagnosis  of,  from  albuminuric  retinitis, 
84. 

from  enlarged  conus,  84. 
from  posterior  staphyloma,  84. 
Nerve-head,  optic,  86. 

Nervous  disturbances,  functional,  visual  field  in, 
307. 

Neuritis,  axial,  visual  field  in,  251. 

basal  gummatous,  visual  field  in,  269. 

hereditary,  visual  field  in,  252,  260. 

interstitial  gummatous,  visual  field  in,  258. 

optic,  descending,  visual  field  in,  248. 
New  wool  test,  Thomson's,  341. 
Nicati's  test-types,  28,  29. 
Nicotine  as  a  myotic,  46. 
Nieden's  test-types,  26. 

Nitro-atropine  in  the  prevention  of  atropinism,  36. 
Nitrogen  protoxide  as  a  myotic,  46. 
Normal  field  of  vision,  196. 

effect  of  strychnine  on,  196. 
Noyes's  apparatus  for  lateral  illumination,  50. 
bar  arrangement  of  rhomb-shaped  prisms, 
163,  164. 
Emerson's  modification  of,  164. 
stereoscope  for  square  prisms,  164. 
Nuel  on  antisepsis,  474. 

Nystagmus  a  cause  of  congenital  blindness,  439. 
O. 

Oblique  illumination,  47,  SO. 

Occipital  division  of  the  visual  paths,  284. 

lobes,  284,  299. 
Occlusion  of  the  pupil,  detection  of,  81. 
Occupation,  influence  of,  on  eye-disease,  459. 
Ocular  ballottement,  80. 

muscles,  examination  of  paralysis  of  the, 
187. 

Oil  of  turpentine  in  antisepsis,  472. 
Ole  Bull  on  antisepsis,  474. 
Oliver's  test  for  color-sense,  345. 

test-types,  26. 

wool  test,  342. 
Onyx,  detection  of,  81. 

Opacities  in  the  anterior  chamber,  detection  of, 
81. 

parallactic  movement  of,  81. 
in  the  vitreous,  detection  of,  80. 
Opaque  nerve-fibres,  84. 

Operation,  preparation  of  instruments  for,  486. 

of  operator  for,  434. 

of  patient  for,  483. 
Operations,  unsuccessful,  a  cause  of  blindness, 
456. 

Ophthalmia  neonatorum  a  cause  of  blindness, 
442. 

prevention  of,  443,  444. 
statistics  of,  442. 
traumatic,  sympathetic,  a  cause  of  blindnosp, 
450. 

Ophthalmometer,  artificial  astigmatic  cornea  in 
the,  119.  < 
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Ophthalmometer,  directions  for  using  the,  119, 
120,121,122. 
of  Helmholt/,,  112,  113,  114,  115. 
of  Javal  and  Schiiitz,  latest  model,  117. 

original  model,  115,  118. 
of  Laurent,  1 15. 
purposes  and  uses  of  the.  111. 
Ophthalmometry  after  cataract  operations,  122. 
123.  ' 
and  its  clinical  applications,  Adolpbe  Javal, 

of  the  crystalline  lens,  138,  139. 

of  different  parts  of  the  anterior  surface  of 
the  cornea,  129. 

of  the  posterior  surface  of  the  cornea,  134, 
135,  130,  137. 

practical  applications  of,  126,  127,  128,  129. 
Ophthalmophakometer  of  Tscherning,  134,  135. 
Ophthalmoscope,  the,  and  the  art  of  ophthalmos- 
copy, U.  M.  Gould,  63. 

Coccius's,  68. 

combined  use  of  the,  and  the  magnifying 

glass,  56. 
Epkens's,  68. 
Epkens-Donders's,  70. 
Frobelius's,  66. 
■  Hawes's,  74. 
Helmholtz's,  65,  66. 
history  of  the,  63,  64. 
Liebreich's,  69,  70,  72. 
Loring's,  72,  73. 
Meyerstein's,  66. 
Morton's,  73,  74. 
physics  of  the,  75,  76. 
Rekoss's,  67. 
Reute's,  68. 

Stellwag  von  Carion's,  69. 
Ulrich's,  66,  68,  69. 
Ophthalmoscopic  image,  reversal  of,  89. 
Ophthalmoscopy,  direct,  78. 

Indirect,  78,  79. 
Oppenheimer's  table  of  causes  of  blindness,  437. 
Optic  atrophy,  partial,  238. 

prognosis  of,  239,  240. 
simple  true,  visual  field  in,  235. 
centres,  primary,  hemianopsia  in  legions  of 

the,  294. 
disk,  85. 

fibres  in  the  cerebral  hemispheres,  visual 

field  in  diseases  affecting  the,  296. 
nerve,  anatomy  of  the,  240. 

crossed  bundle  of  the,  241,  242. 
idiopathic  atrophy  of  the,  a  cause  of 

blindness,  447. 
mercury  in  progressive  atrophy  of  the, 
246. 

relation  of  central  visual  acuteness  to 
defects  of  the  visual  field  in  diseases 
of  the,  240. 
symptoms  of  diseases  of  the,  215. 
uncrossed  bundle  of  the,  241,  242. 
visual  field  iu  diseases  nffocting  the,  2,34. 

in  inflammations  of  the,  234, 
235. 

in  jirogressive  atrophy  of  the, 
259. 

nerve-head,  85. 

neuritis,  descending,  visual  field  in,  248. 
papilla,  85. 

symptoms  of  diseases  of  the,  215. 
tract,  defects  of  the  visual  field  in  descend- 
ing atrophy  of  the,  245. 
defects  of  the  visual  field  in  diseases  of 
the,  242. 
groups  of,  242. 
Optical  correction  of  asthonopic  eyes,  results  of, 
in  arresting  myopia,  374. 
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Orthophoria,  172. 
Orthoscope,  Arlt's,  71. 

Coocius's,  71. 

Czeruiak's,  71. 
Overshot  field  of  vision,  2f)5. 

portion  of  the  visual  field,  279,  280,  281. 

P. 

Panas  on  antisepsis,  474,  475. 

Paper  squares,  use  of,  to  determine  the  field  of 

vision,  192,  193. 
Papilla,  optic.  So. 

symptoms  of  diseases  of  the,  215. 
Papillitis,  visual  field  in,  231,  232,  233,  234. 
Paracentral  scotoma,  198,  199. 

bilateral,  199. 
Parallactic  movement  of  opacities  in  anterior 

chamber,  81. 
Parallax  test  for  heterotropia,  184. 
Paralysis  of  the  ocular  muscles,  diagnosis  of,  187. 
examination  of,  187. 
general  scheme  of  diplopia  in,  188. 
Paretic  dementia  a  cause  of  blindness,  452. 
Parietal  lobe,  the,  297. 
Partial  optic  atrophy,  238. 

Pathogenic  bacteria  which  do  not  form  spores, 
469. 

Paths  of  nerve-fibres  in  the  chiasm,  262. 
Perception,  clear-sight,  300. 

deadened,  zones  of,  274. 
Perforating  wounds  of  the  sclerotic  and  ohorioid, 

visual  field  in,  221,  222. 
Pericentral  scotoma,  198. 
Perimeter,  bed-,  Wilbrand's,  210. 
Fiirster's,  194,  195. 
test  of  peripheral  fields  of  color,  348. 
Perimetry  and  its  clinical  value,  H.  Wilbrand, 
translated  by  T.  R.  Pooley,  189. 
in  hemeralopia,  206. 
symptomatic,  207. 
Periostitis,  temporal  hemianopsia  in,  277. 
Peripapillary  chorio-retinitis,  200. 
Peripheral  zone,  203. 

of  visual  field,  varieties  of  defects  of, 
209. 

Perlia's  fibres,  285. 
Perpendicular  illumination,  48. 
Persistence  of  the  hyaloid  artery,  85. 

of  the  pupillary  membrane  a  cause  of  con- 
genital blindness,  439. 
Pflilger's  test-types,  26. 
Phagocytosis,  theory  of,  465. 
Philadelphia  schools,  conus  in,  368. 
emmetropia  in,  370. 
examinations  in,  364. 
hypermetropia  in,  370. 
hypermetropic  astigmatism  in,  370. 
mixed  astigmatism  in,  370. 
myopia  in,  366,  370. 
myopic  astigmatism  in,  370. 
Phlyctenular  conjunctivitis  a  cause  of  congenital 

blindness,  440. 
Phorometer,  Stevens's,  165,  176. 
Physiological  point  of  vision,  197. 
Physostigmine,  45. 
Pilocarpine,  action  of,  45. 

in  ill  effects  of  atropine,  36. 
Plane  and  concave  mirrors  in  skiascopy,  relative 
advantages  of,  106,  107. 
mirror  in  skiascopy,  practical  application 
of,  99. 

to  emmetropia,  101,  102. 
to  hyperopia,  99,  100,  101. 
to  irregular  astigmatism,  163. 
to  myopia,  101. 
to  regular  astigmatism,  102. 


Plane  of  a  prism,  141. 

refracting  surface,  passage  of  light  through 
a,  143. 
Point  of  regard,  168. 

of  reversal,  90. 
Points,  spatial,  of  the  retina,  169. 
Pooley,  T.  R.,  translator  of  Wilbrand's  article  on 

perimetry  and  its  clinical  value,  189. 
Porcelain  slate  in  schools,  40S. 
Position  assumed  in  writing,  414. 
Positive  central  scotoma,  198. 
Posterior  longitudinal  bundle,  284. 

staphyloma,  diagnosis  of,  from  opaque  nerve- 
fibres,  84. 

surface  of  the  cornea,  ophthalmometry  of, 
134,  135,  136,  137. 
Power  of  convergence,  182. 
Practical  application  of  concave  mirror  in  skias- 
copy, 103. 
to  aberration,  106. 
to  emmetropia,  105. 
to  hyperopia,  104. 
to  irregular  astigmatism,  106.  ' 
to  myopia,  105. 
to  regular  astigmatism,  105. 
of  ophthalmometry,  126,  127,  128,  129. 
of  skiascopy,  91,  99. 

to  emmetropia,  101,  102. 
to  hyperopia,  99,  100,  101. 
to  irregular  astigmatism,  103. 
to  myopia,  101. 
to  regular  astigmatism,  102. 
Pregnancy  a  cause  of  blindness,  457. 
Prentice's  prismometer,  155. 
Preparation  of  dressings,  479. 

Andrews's  portable  sterilizer  for,  487. 
Kny's  case  for  surgical  dressings,  483. 
sterilizer  for,  481 . 
water-sterilizing  tanks,  482. 
Koch's  steam-boiler  in,  479. 
Laudenschlager's  apparatus  for,  480. 
Schimmelbusch's  apparatus  for,  480. 
steam  in,  479. 
Prevention  of  atropinism,  36. 
boric  acid  in,  36. 
nitro-atropine  in,  36. 
salicylate  of  atropine  in,  36. 
of  blindness,  460. 

possibilities  of,  460,  461. 
Priestley  Smith  on  antisepsis,  473,  474. 
Priestley  Smith's  apparatus  for  lateral  illumina- 
tion, 50. 

Primary  optic  centres,  hemianopsia  in  lesions  of 

the,  294. 
Principal  plane  of  a  prism,  141. 

section  of  a  prism,  141. 
Principles  of  and  the  methods  for  the  estimation 
of  the  balance  of  the  extra-ocular  muscles, 
G.  T.  Stevens,  167. 
of  correct  and  faulty  sitting,  398. 
of  lateral  illumination,  47,  48. 
of  reversibility,  144,  146. 
Prism,  apex  of  a,  141. 

base-apex  line  of  a,  141. 
constants  of  a,  151. 
definition  of  a,  141. 
determination  of  a,  158. 
deviation  through  a,  141. 
-diopter,  149. 

system,  150. 
double,  Mnddox,  165. 
edge  of  a,  141. 
plane  of  a,  141. 
principal  plane  of  a,  141. 

section  of  a,  1-11. 
refracting  angle  of  a,  141. 

determination  of,  158. 
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Prism,  Wollnston,  166. 
Prismatic  color-phenomona,  1-18. 

glasses,  moasiiremont  of,  155. 
Prismo  mobile,  Cretfe, 

Jackson's,  165. 
Hisler's,  1(15. 
Prismometer,  Prentice's,  155. 
Prisms  and  prismometry,  \V.  S.  Dennett,  141. 
Hersoliel  combinations  of,  164. 
Noyes's  arrangement  of  rhomb-shaped,  163, 
104. 

Emerson's  modilieation  of,  104. 
Noyos's  stereoscope  for  square,  164. 
temporary,  181. 
Prodromal  abortive  attacks  of  glaucoma,  visual 

field  in,  229. 
Prognosis  of  simple  true  optic  atrophy,  239. 
Progressive  atrophy  of  the  optic  nerves,  mer- 
cury in,  24(). 
visual  field  in,  259. 
Proteus  vulgaris,  520. 

Pseudo-isochromatic  wools,  Donders's,  343. 
Psychical  color-blindness,  324. 
Pulsation,  physiologic,  of  the  veins  of  the  retina, 
86. 

Pulvinar,  284,  296. 

Pupil,  apparent  movement  of  light  in,  in  skias- 
copy, 93. 
detection  of  occlusion  of,  81. 
determination  of  size  of,  81. 
effect  of  width  of,  on  the  field  of  vision,  192. 
light  area  in,  in  skiascopy,  form  of.  In  hy- 
peropia and  myopia,  95. 
rapidity  of  movement  of  light  in,  in  skias- 
copy, 93. 
size  of,  determination  of,  81. 
Pupillary  membrane,  persistence  of  a  course  of 

congenital  blindness,  439. 
Pupilloscopie,  109. 

Purposes  and  uses  of  the  ophthalmometer,  111. 
Pyoktanin  in  antisepsis,  472. 

Q. 

Quantities  of  test-objects,  13. 

Quantity  of  light  in  school-buildings,  385. 

R. 

Rapidity  of  movement  of  light  in  the  pupil  in 

skiascopy,  93. 
Rare  applications  of  lateral  illumination,  55. 
Reactions  of  the  pupil,  determination  of,  81. 
Reading  habit,  effects  of  the,  381. 
Red-blindness,  316,  319. 
Red-green  blindness,  319. 
Reduced  color-sense,  317,  321. 
Re-c.\amination  for  color-blindness,  352. 
Reflex  visual  fibres,  284. 

winking,  use  of,  to  determine  the  field  of 
vision,  192. 
Refracting  angle  of  a  prism,  141. 

determination  of  the,  158. 
system,  150. 
surface,  plane,  passage  of  light  through  a, 
143. 

Refraction,  accommodation,  and  glasses,  effect 

of,  on  acuity  of  vision,  17. 
Regard,  field  of,  169. 

point  of,  1 08. 
Regular  astigmatism,  application   of  concave 
mirror  in  skiapcopy  to,  105. 
plane  mirror  in  skiascopy  to,  102. 
Rokoss's  disks,  67,  70. 
ophthalmoscope,  07. 
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Relapsing  fever  a  cause  of  blindness,  456. 

syphilitic  retinitis,  central,  visual  field  in, 
220. 

Relation  of  age  to  blindness,  428. 

of  central  visual  acutencss  to  the  defects  of 
the  visual  field  in  diseases  of  the  optic 
nerves,  240. 
in  temporal  hemianopsia,  275. 
of  climate  to  blindness,  426. 

Zoune's  law  of,  427. 
of  color-limits,  205,  206. 
of  colors  to  white,  206. 
of  defects  of  Held  of  vision  to  vertical  me- 
ridian, 209. 
of  nasal  to  temporal  portion  of  eye,  209. 
of  sex  to  blindness,  429. 
Relative  advantages  of  the  plane  and  concave 
mirrors  in  skiascopy,  106,  107. 
central  scotoma,  198. 
Representation,  diagrammatic,  of  corneal  astig- 
matism, 132,  133,  134. 
Results  of  the  optical  correction  of  astfaenopic 

eyes  in  arresting  myopia,  374. 
Retina  and  chorioid,  visual  field  in  diseases  of 
the,  214. 
central  artery  of  the,  86. 
veins  of  the,  86. 

pulsation  of,  86. 
cortical,  299. 

detachment  of,  a  cause  of  blindness,  446. 

in  schools,  360. 
meduUated  nerve-fibres  in  visual  field  in  the, 
216. 

movement  of  light  on  the,  90. 
spatial  point  of  the,  109. 
visual  field  in  embolism  of  the  central  artery 
of  the,  220,  221. 
Retinal  colobomata,  216. 

visual  field  in,  216. 
hemorrhage,  visual  field  in,  217,  218. 
image,  the,  11. 

layers,  inner,  symptoms  of  diseases  of,  215. 

outer,  symptoms  of  diseases  of,  216. 
light  area  in  skiascopy,  92. 
tumors,  lateral  illumination  in,  55. 
Retinitis,  albuminuric,  visual  field  in,  218,  219, 
220. 

pigmentosa  a  cause  of  congenital  blindness, 
439. 

visual  field  in,  226,  227. 
visus  reticulatus  in,  228. 
proliferans,  visual  field  in,  220. 
syphilitic,  central  relapsing,  visual  field  in, 
220. 

Retino-chorioiditis,  symptoms  of,  215. 
Retino-papillitis,  visual  field  in,  231,  232,  233, 
234. 

Rfitinoscopie,  109. 

Retinoscopy,  skiascopy  (the  shadow-test),  and  its 

practical  application,  Edward  Jackson,  S9. 
Retrobulbar  disease,  visual  field  in,  249. 
Keuss's  color-tables,  343. 
Rente's  ophthalmoscope,  68. 
Reversal  of  the  ophthalmoscopic  imago,  89. 

point  of,  90. 
Reversibility,  the  principle  of,  144,  146. 
Review  of  different  test-types,  23. 
Right  hypcresophoria,  1 72. 

hy]icroxo]ihoria,  172. 

hypcriiborin,  172. 

hy])ertro])ia.  172,  183. 

sursum<luction.  179. 
Ring,  chorioidal,  86. 

scleral,  86. 

scotoma,  201,  202,  203. 
demonstration  of,  207. 
Rislor's  prisme  mobile,  IB  I. 
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Risley  on  school  hygiene,  353. 
Rod  test  for  heterophoriii,  177. 
Russia,  blindness  iu,  426. 

S. 

Saemisch's  binocular  loupe,  oS. 
Salicylate  of  atropine  in  the  prevention  of  atro- 
pinism,  36. 
of  esorino,  4o. 
Salicylic  acid  in  antisepsis,  472. 
Sarcina  alba,  531. 

Scarlatina  a  cause  of  blindness,  451. 
Scarlet  fever  a  cause  of  blindness,  453,  456. 
Schonke's  yarn-covered  spools,  343. 
Schimmelbusch's  sterilizer,  480. 
Schmidt-Rimpler  on  antisepsis,  475. 
School-blackboards,  4U7,  4U8. 
-books,  407. 

leading  of  type  in,  411. 
length  of  lines  in,  414. 
size  and  form  of  lettei-s  in,  410. 
type  in,  410. 
-buildings,  architecture  of,  382. 
artificial  illumination  in,  395. 
construction  of,  383. 
desks  of,  384. 
direction  of  light  in,  390. 
exposure  of,  396. 
lighting  of,  385. 
location  of,  382. 
quantity  of  light  in,  385. 
-desk  and  seat,  400. 

minus  distance  of,  401. 
hygienic.  Smith's,  403. 
-furniture,  397. 
hygiene,  S.  D.  Risley,  353. 
-maps,  407,  409. 
-room,  hygiene  of  the,  379. 
-work  required  at  home,  380. 
Schools,  cataract  in,  360. 

tjefects  of  vision  in,  353. 
detachment  of  the  retina  in,  360. 
diseases  of  the  vitreous  in,  360. 
emmetropia  in,  354. 

hereditary  predisposition  and  congenital 
anomalies  in  the  form  of  the  eyeball  in, 
362. 

hypermetropia  in,  354. 
inflammation  of  the  chorioid  in,  360. 
kind  of  script  used  in,  414,  415. 
modified  curriculum  in,  379. 
myopia  in,  354. 

necessity  for  entrance  examination  in,  371. 

term  examinations  in,  332. 
Schweigger  on  antisepsis,  474. 
Schweigger's  test-types,  23. 
Scleral  ring,  86. 

Sclero-chorioiditis,  visual  field  in,  228. 
Sclerotic  and  chorioid,  visual  field  in  perforating 
wounds  of  the,  221,  222.  ° 
Scopolamine,  action  of,  38. 
Scotland,  blindness  in,  423. 
Scotoma,  central,  197. 

absolute,  197,  198. 
indistinct,  198. 
negative,  198. 
of  fatigue,  199. 
positive,  198. 
relative,  198. 
homonymous  hemianopsio,  199. 
insular,  203. 
paracentral,  198,  199. 

bilateral,  199. 
pericentral,  198. 
ring,  201,  202,  203. 

demonstration  of,  207. 


Scotoma,  temporal  hemanopsic,  199. 
Scrofula  a  cause  of  blindness,  458. 
Scat  of  color-blindness,  226. 
Seat-bones  line,  398. 

Senile  eyes  causing  hemeralopic  fields,  207. 
Sequence  of  test-objects,  16. 
Sox,  relation  of,  to  blindness,  429. 
Se.Yual  organs,  diseases  of,  a  cause  of  blindness, 
452. 

Shadow-test,  109. 

(skiascopy,  retinoscopy),  and  its  practical 
application,  Edward  Jackson,  89. 
Shot-silk  phenomenon  in  children,  87. 
Signals,  change  of  the  colors  of,  328. 
Significance  of  myopia,  358. 
Simple  glaucoma,  visual  field  in,  229,  230,  231. 

true  optic  atrophy,  visual  field  in,  235. 
Simulation  of  defects  in  the  visual  field,  312. 

Wilbrand's  string  apparatus  for  de- 
tection of,  313. 
Simultaneous  contrast-test,  Stilling's,  346. 
Single  standard  desk  and  seat,  403. 
Sitting,  principles  of  correct  and  faulty,  398. 
Size  and  form  of  letters  in  school-books,  410. 
Skiascopy,  apparatus  for,  108. 

apparent  movement  of  light  in  the  pupil  in, 
93. 

appearance  of  light  area  in  aberration  in,  97. 
best  arrangement  of  light  in,  94. 
form  of  light  area  in  irregular  astigmatism 
in,  98. 

in  the  pupil  in  hyperopia  and 

myopia  in,  95. 
in  regular  astigmatism  in,  95,  96. 
history  and  name  of,  108,  109. 
immediate  source  of  light  in,  92. 
light  area  of  the  face  in,  92. 
near-point  of  accommodation  in,  103. 
original  source  of  light  in,  92, 
practical  application  of,  91,  99. 

concave  mirror  in,  103. 
to  aberration,  106. 
to  emmetropia,  105. 
to  hyperopia,  104. 
to  irregular  astigmatism,  106. 
to  myopia,  105. 
to  regular  astigmatism,  105. 
plane  mirror  in,  99. 

to  emmetropia,  101,  102, 
to  hyperopia,  99,  100,  101. 
to  irregular  astigmatism,  103. 
to  myopia,  101. 
to  regular  astigmatism,  102. 
rapidity  of  movement  of  light  in  the  pupil 

in,  93. 
retinal  light  area  in,  92. 
source  of  light  in,  immediate,  92,  103. 

original,  92,  103. 
(the  shadow-test,  retinoscopy)  and  its  prac- 
tical application,  Edward  Jackson,  89. 
uses  to  be  made  of,  107. 
Small-pox  a  cause  of  blindness,  453,  454. 
Smeo's  test-types,  23. 
Snake-bite  a  cause  of  blindness,  459. 
Snell  en,  Herman,  on  the  methods  of  determining 

the  acuity  of  vision,  11. 
Snellen,  Herman,  Jr.,  on  mydriatics  and  myotics, 

Snellen's  test-letters  in  determining  isopters,  197. 

test-types,  23,  24. 
Snell's  law  of  deviation,  142. 
Source  of  light  in  skiascopy,  immediate,  92,  103. 

original,  92,  103. 
Spatial  points  of  the  retina,  169. 
Special  devices  for  the  care  of  weak  eyes,  416. 
Spectacle  lenses,  examination  of,  152,  153,  154, 
155,  156.  >       '       ,  , 
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Spectral  color-test,  3-1  (1. 
Sphoro-prisiii,  examination  of,  laS. 
Spinal  cord,  discusc»  of,  a  causo  of  blindnciiij, 
451. 

nervo  affections,  visual  field  in,  259. 
Spools,  yarn-covcreil,  Schenkc's,  ii-in. 
Spore-bearing  bacteria  which  e.\cito  wound-in- 

foction,  At'tS). 
Spores,  pathogenic  bacteria  which  do  not  form, 

•lOl). 

Spot,  blind,  200. 

in  congenital  coloboiua,  201. 
Mariotte's,  200. 

in  congcuitiil  colobonia,  201. 
Squares  of  paper,  use  of,  to  determine  the  field 

of  vision,  l'J2,  19:1. 
Squint,  couconiitant,  172. 

monocular,    binocular  field   of  vision  in, 
213. 

Staphylococcus  cereus  albus,  466,  631. 
flavutf,  4C4. 
epidermidis  albus,  467,  632. 
pyogenes  albus,  464,  467,  460,  532. 
aureus,  464,  460,  467,  469,  531. 
citrciis,  464,  409,  633. 
Staphyloma  of  the  cornea,  lateral  illumination 
in,  55. 

Statistics  of  congenital  color-blindness,  325. 
Steam  in  the  preparation  of  dressings,  479. 
Steiger's  test-types,  27. 
Steinheil's  loupe,  57. 

Stellwag  von  Carion's  ophthalmoscope,  69. 
Stenopeic  lens,  Stevens's,  177,  178. 
Stereoscope,  Noyes's,  for  square  prisms,  164. 
Stevens  on  the  principles  of  and  the  methods  for 
the  estimation  of  the  balance  of  the  e.\tra- 
ocular  muscles,  167. 
Stevens's  phorometer,  165,  176. 

in  determining  esophoria,  177. 
%xophoria,  177. 
hyperphoria,  177. 
stenopoeic  lens,  177,  178. 
Stilling's  simultaneous  contrast  test,  346. 
Stokes's  lens,  164. 
Strabismus,  171. 

alternating,  173. 

convergent,  binocular  field  of  vision  in,  212. 

divergent,  Ijinocular  field  of  vision  in,  213. 
Straub's  test-types,  28. 
Streptococcus  of  erysipelas,  466. 

pyogenes,  466,  469,  533. 
Striedingen's  test-types,  24. 
Strychnine,  effect  of,  on  normal  field  of  vision, 
196. 

Sulphuric  acid  in  antisepsis,  472. 
Sursuraduction,  179,  ISO. 

left,  179. 

right,  179. 
Sweden,  blindness  in,  425. 

Sympathetic  ophthalmia,  traumatic,  a  cause  of 

blindness,  450. 
Symjitomatic  hemeralopia,  perimetry  in,  207. 
Symptoms  of  diseases  of  the  inner  retinal  lay- 
ers, 215. 
of  the  optic  nerve,  215. 
of  the  outer  retinal  layers,  215. 
of  the  papilla,  215. 
of  retino-chorioiditis,  215. 
Synechia,  detection  of,  81. 

lateral  illumination  in,  53,  54. 
Syphilis  a  cause  of  blindness,  457. 

u  cause  of  congenital  blindness,  440. 
central  and  spinal,  visual  field  in  diseases  of 

the  optic  nerve  common  in,  269,  260. 
temporal  hemianopsia  in,  277. 
Syphilitic  retinitis,  central  relapsing,  visual  field 
in,  220. 


T. 

Tabes  dorsalis  a  cau.^'e  of  blindness,  452. 

visual  field  in,  257,  259. 
Tupetum  lucidum,  the,  63. 
Temporal  gyrus,  second,  296. 

hemianopsia  in  aneurisms,  277. 

in  diseases  of  the  chiasm,  262,  266. 

in  elephantiasis,  277. 

in  hemorrhages  into  the  chiasm,  277. 

in  hydrocephalus,  277. 

in  multiple  sclerosis,  277. 

in  periostitis,  277. 

in  syphilis,  277. 

in  trauma,  277. 

in  tubercle,  277. 

in  tumors,  277. 

relation  of  central  visual  acuteness  in, 
275. 

hemianopsic  scotoma,  199. 
lobes,  left,  297. 

to  nasal  portion  of  eye,  relation  of,  209, 
sulcus,  second,  296. 
Temporary  prisms,  181. 
Ten-point  type  in  school-books,  410. 
Terra  examinations  in  schools,  382. 
Test  disks,  Jeiiffrcson's,  342. 

for  central  color-scotoma,  348. 
for  color-sense,  Carter's,  345. 
Donders's,  343. 
Oliver's,  345. 
lantern,  Holmgren's,  343. 

Welsh's,  343. 
-letters  of  Snellen  in  determining  isopters, 
197. 

new  wool,  Thomson's,  341 . 
-objects,  quantities  of,  13. 

sequence  of,  16. 
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Tests  for  color-blindness,  3.30. 

for  near  vision,  20. 
Thomson  and  WeiUnd  on  detection  of  color- 
blindness, 315. 
Thomson's  color-stick,  336. 

new  wool  test,  341. 
Tobacco  ambly"i)ia,  visual  field  in,  260. 

poisoning  a  cause  of  blindness,  458. 
Total  color-blindness,  316,  322. 
Toxic  amblyopia,  visual  field  in,  249,  252. 
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Tract,  hemianopsia  due  to  disease  of  the,  289. 
diagnosis  of,  291,  292,  293. 
hemorrhages  of  the,  290. 
nerve-fibre  path  in  the,  2S9. 
optic,  defects  of  the  visual  field  in  descend- 
ing atrophy  of  the,  245. 
defects  of  the  visual  field  in  diseases  of 
the,  242. 
groups  of,  242. 
tumors  pressing  on  tlie,  290. 
Transparency  of  media,  influence  of,  on  acuity 

of  vision,  17. 
Trauma,  temporal  hemianopsia  in,  277. 
Traumatic  sympathetic  ophthalmia  a  cause  of 

blindness,  450. 
Traumatism,  blindness  due  to,  448. 
Tropometer,  185. 

Trousseau's  table  of  causes  of  blindness,  434. 
Tsoherning,  ophthalmophakometer  of,  135. 
Tubercle,  temporal  hemianopsia  in,  277. 
Tuberculosis  a  cause  of  congenital  blindness, 
440. 

Tumors,  chorioidal,  lateral  illumination  in,  55. 

retinal,  lateral  illumination  in,  55. 

temporal  hemianopsia  in,  277. 
Type  of  books  in  schools,  407,  409. 
Typhoid  fever  a  cause  of  blindness,  4:51,  455. 

U. 

Ulcers,  corneal,  detection  of,  81. 
TJlrich's  ophthalmoscope,  66,  68,  69. 
Uncrossed  bundle  of  the  optic  nerve,  241,  242. 

dorsal  portion  of  the,  241,  242. 
ventral  portion  of  the,  241,  242. 
macular,  of  the  optic  nerve,  241. 
dorsal  portion  of  the,  241. 
ventral  portion  of  the,  241. 
Uniooular  green-blindness,  319. 
United  States,  blindness  in  the,  420,  421,  422. 
Unsuccessful  operations  a  cause  of  blindness,  450. 
Uropoietic  system,  diseases  of,  a  cause  of  blind- 
ness, 452. 

Uses  and  purposes  of  the  ophthalmometer,  111. 
Uveal  tract,  diseases  of  the,  a  cause  of  blindness, 
446. 

V. 

Value  of  vision,  formula  for  the,  14. 
Varieties  of  defects  of  peripheral  zone  of  visual 
field,  209. 

Vascular  system,  diseases  of  the,  a  cause  of  blind- 
ness, 452. 
Veins,  central,  of  the  retina,  86. 

pulsation  of  the,  86. 
Vertical  meridian,  relation  of  defects  of  field  of 

vision  to,  209. 
Violet-blindness,  318. 
Vision,  acuteness  of,  for  form,  197. 
for  points,  197. 
defects  of,  in  the  schools,  853. 
effects  of  age  on,  21. 
field  of,  189,  191. 

binocular,  192. 
formula  for  the  value  of,  14. 
on  the  methods  of  determining  the  acuity 

of,  H.  Snellen,  11. 
physiological  point  of,  197. 
Visual  acuity,  central,  191. 

relation  of,  in  temporal  hemian- 
opsia, 275. 
relation  of,  to  the  defects  in  the 
visual  field  in  diseases  of  the 
optic  nerve,  240. 
effect  of  accommodation,  refraction,  and 
glasses  on,  17. 
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Visual  acuity,  influence  of  illumination  on,  17. 

of  transparency  of  media  on,  17. 
angle,  13,  22,  169. 
axis,  189. 
centre,  298. 

fibres,  association,  284. 

centrifugal,  284. 

centripetal,  284. 

descending,  284. 

refle.\,  284. 
field,  189. 

defects  of  the,  in  diseases  of  the  optic 
tract,  242. 
groups  oC,  242. 
in  ablatio  retime,  224. 
in  albuminuric  retinitis,  218,  219,  220. 
in  axial  neuritis,  251. 
in  basal  gummatous  neuritis,  269. 
in  central  relapsing  syphilitic  retinitis, 
220. 

in  choked  disk,  231,  232,  233,  234. 
in  chorioidal  coloboma,  216. 
in  chorioiditis  disseminata,  228. 
in  congenital  conus,  217. 
in  contusions  of  the  eye,  223,  224,  225, 
226. 

in    descending  atrophy  of  the  optic 

tract,  245. 
in  descending  optic  neuritis,  248. 
in  diseases  affecting  the  chiasm,  262. 
affecting  the  optic  nerve,  234. 
of  the  nerves  of  vision  common  in 
cerebral  and  spinal  syphilis,  259, 
260. 

of  the  optic  conducting  paths  from 
the  commencement  of  the  tracts 
to  the  cortical  centres  of  vision, 
278. 

of  the  optic  nerve  in  multiple  scle- 
rosis, 260. 

of  the  optic  nerve  not  caused  by 
syphilis  or  chronic  intoxication, 
260. 

of  the  retina  and  ehorioid,  214. 

in  embolism  of  the  central  retinal  ar- 
tery, 220,  221. 

in  extra-papillary  coloboma,  216. 

in  functional  nervous  disturbances,  307. 

in  glaucoma,  prodromal  abortive  at- 
tacks of,  229. 
simple,  220,  230,  231. 

in  hemorrhages,  217,  218. 

in  hereditary  neuritis,  252. 

in  lesions  affecting  the  optic  fibres  in 
the  cerebral  hemispheres,  296. 

in  medullated  retinal  nerve-fibres,  216. 

in  multiple  sclerosis,  258. 

in  neuritis  dependent  on  hereditary 
conditions,  260. 

in  papillitis,  230,  231,  232,  233. 

in  perforating  wounds  of  the  sclerotic 
and  ehorioid,  221,  222. 

in  progressive  atrophy  of  the  optic 
nerve,  259. 

in  retinal  coloboma,  216. 

in  retinitis  pigmentosa,  226,  227. 

in  retino-papillitis,  231,  232,  233,  234. 

in  retrobulbar  disease,  249. 

in  sclero-chorioiditis  posterior,  228. 

in  spinal  nerve  affections,  tabes,  and  de- 
mentia, 259. 

in  tabes  dorsalis,  257. 

in  tobacco  and  alcohol  amblyopia,  260. 

in  toxic  amblyopia,  249,  252. 

relation  of  central  visual  acuteness  to 
defects  of  the,  in  diseases  of  the  optio 
nerve,  240. 
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Visual  field,  simulation  of  dofocts  in  tbo,  312. 

AVilbrnnd's    string  apparatus 
for  detecting,  1513. 
varieties  of  defects  of  peripheral  zone 
of  the,  209. 
patiis,  284. 

frontal  division  of  the,  284. 
middle  division  of  the,  284. 
occipital  division  of  tile,  284. 
Visus  roticulatus,  203. 

in  retinitis  pigmentosa,  228. 
Vitreous,  diseases  of  the,  in  schools,  360. 
lateral  illumination  in  the,  55. 
opacities,  detection  of,  80. 
Von  Carion's  test-types,  23. 
Von  Gudden's  fibres,  285. 
Von  Monakow's  fibres,  286. 


W. 

Warm  colors,  319. 

Watered-silk  phenomenon  in  children,  87. 
Ways  by  which  j)athogenio  bacteria  may  reach 

a  wound,  46a. 
Weak  eyes,  special  devices  for  the  care  of,  416. 
Weiss's  test-types,  27. 
Welsh's  lantern  test,  343. 
Westien's  binocular  loupe,  58. 
White  limits,  relation  between  color  and,  206. 
Wilbrand  on  perimetry  and  its  clinical  value>^ 

translated  by  T.  R.  Poolcy,  189. 
Wilbrand's  bed-perimeter,  210. 

string  apparatus  for  detecting  simulation  of 
defects  in  the  visual  field,  313. 
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Winking  reflex,  use  of,  to  determine  the  field 

of  vision,  192. 
Wolffberg's  test-types,  27. 
AVollaston  prism,  106. 
Wool  test,  new,  Thomson's,  341. 
Holmgren's,  331. 
Oliver's,  342. 
Wools,  Dondors's  j)8cudo-isochromatic,  343. 
Wound,  ways  by  which  j)athogenic  bacteria  may 

reach  a,  465. 
Wounds,  perforating,  of  the  sclerotic  and  ehori- 

oid,  visual  field  of,  221,  222. 
Writing,  jjosition  assumed  in,  414. 


Y. 

Yarn-covered  spools,  Schenke's,  343, 
Yellow-blue  blindness,  318. 


z. 

Zeune's  law  of  the  relation  of  climate  to  blind- 
ness, 427. 
Zone,  color-blind,  205. 
intermediate,  201. 
peripheral,  203. 

of  visual  field,  varieties  of  defect  of, 
209. 

Zones  of  deadened  perception,  274. 
Zonular  defects,  207. 

demonstration  of,  207. 


END  OF  VOLUME  II. 


SYSTEM  OF  THE  EYE. 

EDITED  BY 

WILLIAM  F.  NOIIRIS  and  CHARLES  A.  OLIVER. 

IN  FOUR  VOLUMES. 
Volume  I.  now  ready.    The  remaining  Volumes  will  follow  at  intervals  of  a  few  months. 
Price,  Cloth,  $20.00;  Sheep,  $24.00;  Half-Russia,  $26.00. 


BY  SUBSCRIPTION  ONLY. 


GEISTEEAL  OUTLIITE. 

The  first  volume  of  this  System  includes  a  most  careful  study  of  the 
embryology  and  development  of  the  organ,  followed  by  a  systematic  and 
extended  account  of  its  general  anatomy,  passing  back  to  those  portions 
of  the  brain  whicli  are  in  relation.  No  book  of  a  similar  kind  has  ever 
made  so  careful  a  study  of  the  visual  apparatus  beyond  its  entrance  into 
the  cranial  cavity. 

Following  this  is  a  succinct  and  fully  illustrated  account  of  the  congeni- 
tal malformations  and  abnormalities. 

Sufficient  optics  are  given  in  a  graphic  way  to  make  the  physiology  of 
the  organ  comprehensible,  while  the  associated  and  more  complex  rela- 
tions arising  from  the  presence  of  two  similar  and  interrelated  organs  are 
naturally  considered  next. 

•  Color-perception,  embracing  a  careful  consideration  of  the  most  advanced 
and  certain  of  the  newest  theories,  and  a  thoroughly  practical  article  upon 
the  photo-chemistry  of  the  retina,  conclude  the  volume. 

It  will  thus  be  seen  that  this  the  first  part  of  the  contents  gives  the 
fundamental  principles  upon  which  the  entire  System  is  based. 

The  second  volume  treats  of  the  methods  of  technique  in  examination, 
taking  each  grouping  seriatim.  Beginning  with  the  methods  of  determina- 
tion of  the  acuity  of  vision  and  the  range  of  accommodation,  mydriatics 
and  myotics,  oblique  illumination,  the  ophthalmoscope,  the  retiuoscope,  the 
ophthalmometer,  the  phorometer,  and  the  perimeter,  are  all  described  mi- 
nutely. The  plans  for  the  detection  of  color-blindness,  given  in  their  fullest 
detail,  are  next  considered,  followed  by  an  accurate  rtsurtii  of  the  conditions 
underlying  the  hygiene  of  the  eyes  in  schools.  The  article  on  statistics  of 
blindness  is  carried  further  forward  and  made  more  general  than  any  other 
paper  or  monograph  upon  the  subject.  Antisepsis  and  bacteriological  re- 
search, including  mucli  experimental  work  and  giving  the  latest  views, 
conclude  the  volume. 

In  the  third  volume  are  considered  all  the  local  diseases  of  the  organ, 
given  in  strict  logical  order,  each  article  being  contributed  by  an  author 
who  has  made  an  international  reputation  in  his  department.  The  latter 
part  of  the  volume,  which  in  reality  constitutes  a  volume  in  itself,  deals 
with  wounds  and  injuries  of  the  eyel)all,  sympathetic  diseases,  and  descrip- 
tions of  the  operations  usually  practised  in  eye  surgery. 

The  fourth  volume  considers  the  relationshij)  between  general  disturb- 
ances and  local  expressions  of  such  in  the  eye,  making  the  work  a  necessity 
to  every  general  practitioner  and  specialist  in  other  forms  of  disease. 


CONTRIBUTORS  TO  THE  "SYSTEM." 


JOHN  A.  RYDER,  Pn.D  Philadelphia,  Pa.,  U.S.A. 

THOMAS  DWIGHT,  M.D.,  LL.D  Bosto.n,  Mass.,  U.S.A. 

FRANK  BAKER,  M.D.,  Ph.D  Washington,  D.C,  U.S.A. 

GEORGE  A.  PIERSOL,  M.D  Philadelphia,  Pa.,  U..S.A. 

ALEX  HH.L,  M.A.,  M.D  Camuridge,  England. 

WILLIAM  LANG,  F.R.C.S.E  London,  England. 

E.  TREACHER  COLLINS,  F.R.C.S.E  London,  England. 

J.  McKKEN  CATTELL,  Ph.D  New  York  City,  N.Y.,  U.S.A. 

EUGEN  BRODHUN,  M.D  Berlin,  Germany. 

WILLIAM  THOMSON,  M.D  Philadelphia,  Pa.,  U.S.A. 

CARL  MAYS,  M.D  Heidelberg,  Germany. 

HERMAN  SNELLEN,  M.D  Utrecht,  Holland. 

HERMAN  SNELLEN,  Jr.,  M.D   Utrecht,  Holland. 

L.  LAQUEUR,  M.D  StrasSburg,  Alsace,  Germany 

GEORGE  M.  GOULD,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

EDWARD  JACKSON,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

ADOLPHE  JAVAL,  M.D  Paris,  France. 

WILLIAM  S.  DENNETT,  A.M.,  M.D  New  York  City,  N.Y.,  U.S.A. 

GEORGE  T.  STEVENS,  M.D.,  Ph.D  New  York  City,  N.Y.,  U.S.A. 

HERMAN  WILBRAND,  M.D  Hamburg,  Germany. 

SAMUEL  D.  RISLEY,  A.M.,  M.D  Philadelphia,  Pa.,  U..S.A. 

L  MINIS  HAYS,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

JOSEPH  A.  ANDREWS,  M.D  New  York  City,  N.Y.,  U.S.A. 

JOSEPH  McFARLAND,  M.D  Philadelphia,  Pa.,  U.S.A. 

SAMUEL  STRYKER  KNEASS,  M.D  Philadelphia,  Pa.,  U.S.A. 

CHARLES  STEDMAN  BULL,  A.M.,  M.D  New  York  City,  N.Y.,  U.S.A. 

GEORGE  C.  HARLAN,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

SAMUEL  THEOBALD,  M.D  Baltimore,  Md.,  U.S.A. 

EDMUND  LANDOLT,  M.D   Paris,  France. 

SWAN  M.  BURNETT,  M.D.,  Ph.D  Washington,  D.C,  U.S.A. 

J.  P.  NUEL,  M.D  Liege,  Belgium. 

W.  A.  BRAILEY,  M.A.,  M.D.  (Cambridge)  London,  England. 

SYDNEY  STEPHENSON,  M.B  London,  England. 

CHARLES  A.  OLIVER,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

WILLIAM  F.  NORRIS,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

A.  HILL  GRIFFITH,  M.D.  (Aberd.)  Manchester,  England. 

ISIDOR    SCHNABEL,  M.D  Vienna,  Austria. 

JOSEPH  SCHOBL,  M.D  Prague,  Austria. 

JOHANN  DEYL,  M.D  Prague,  Austria. 

PRIESTLEY  SMITH,  Esq  Birmingham.  England. 

EMIL  GRUENING,  M.D  New  York  City,  N.Y.,  U.S.A. 

ROBERT  L.  RANDOLPH,  M.D  Baltimore,  Md.,  U.S.A. 

HERMAN  KNAPP,  M.D  New  York  City,  N.Y.,  U.S.A. 

O.  HAAB,  M.D  ZOrich,  Switzerland. 

HENRY  R.  SWANZY,  A.M.,  M.B.,  F.R.C.S.I  Dublin,  Ireland. 

J.  B.  LAWFORD,  Esq  London,  England. 

JOHN  B.  STORY,  M.B.,  F.R.C.S.I  Dublin,  Ireland. 

J.  SANTOS-FERNANDEZ,  M.D  Havana,  Cuba. 

M.  PARINAUD,  M.D  Paris,  France. 

JONATHAN  HUTCHINSON,  Jr.,  Esq  London,  England. 

MYLES  STANDISH,  A.M.,  M.D  Boston,  Mass.,  U.S.A. 

GEORGE  E.  de  SCHWEINITZ,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

MAXIMILIAN  SALZMANN,  M.D  Vienna,  Austria. 

A.  GAYET,  M.D  Lyons,  France. 


CONTENTS. 


VOLUME  I. 
Embryology,  Anatomy,  and  Physiology  of  the  Eye. 


DEVELOPMENT  OF  THE  EYE. 

John  A.  Ryder,  Ph.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Comparative  Embryology  in  the  University  of  Pennsylvania. 

THE  ANATOMY  OF  THE  ORBIT  AND  THE  APPENDAGES  OF  THE  EYE. 
Thomas  Dwight,  M.D.,  LL.D  Boston,  Mass.,  U.S.A. 

Parkman  Professor  of  Anatomy  at  Harvard  University. 

THE  ANATOMY  OF  THE  EYEBALL  AND  OF  THE  INTRA-ORBITAL 
PORTION  OF  THE  OPTIC  NERVE. 

Frank  Baker,  M.D.,  Ph.D  Washington,  B.C.,  U.S.A. 

Professor  of  Anatomy  in  the  University  of  Georgetown  ;  Honorary  Curator  of  Anatomy  in  the  U.S. 
National  Museum. 

THE  MICROSCOPICAL  ANATOMY  OF  THE  EYEBALL. 

George  A.  Piersol,  M.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Anatomy  in  the  University  of  Pennsylvania. 

ANATOMY  OF  THE  INTRA-CRANIAL  PORTION  OF  THE  VISUAL  AP- 
PARATUS. 

Alex  Hill,  M.A.,  M.D  Cnmbridge,  England. 

Master  of  Downing  College;  late  Hunterian  Professor  at  the  Royal  College  of  Surgeons  of  England. 

CONGENITAL    MALFORMATIONS    AND    ABNORMALITIES    OF  THE 
HUMAN  EYE. 

William  Lang,  F.R.C.S.E  London,  England. 

Surgeon  to  the  Royal  London  Ophthalmic  Hospital ;  Ophthalmic  Surgeon  to  and  Lecturer  on  Oph- 
thalmology at  the  Middlesex  Hospital. 

E.  Treacher  Collins,  F.R.C.S.E  London,  England. 

Curator  and  Librarian  to  the  Royal  London  Ophthalmic  Hospital. 

THE  DIOPTRICS  OF  THE  EYE. 

Edward  Jackson,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Diseases  of  the  Eye  in  the  Philadelphia  Polj'clinic  ;  Special  Lecturer  on  Physiological 
Optics  in  the  University  of  Colorado. 

THE  PERCEPTION  OF  LIGHT. 

J.  McKeen  Cattell,  M.A.,  Ph.D  New  York  City,  N.Y.,  U.S.A. 

Professor  of  Experimental  Psychology  in  Columbia  College. 

BINOCULAR   VISION,  CONFLICT    OF   THE    FIELDS    OF  VISION,  AP- 
PARENT AND  NATURAL  SIZE  OF  OBJECTS,  ETC. 
Eugen  Brodhun,  M.D  Berlin,  Germany. 

Assistant  in  the  Frederick  William  University. 

Translated  by  Christine  Ladd  Franklin  Baltimore,  Md.,  U.S.A. 

NORMAL  COLOR-PERCEPTION. 

William  Thomson,  M.D  Philadelphia,  Pa.,  U  S.A. 

Professor  of  Ophthalmology  in  the  Jefferson  Medical  College ;  Attending  Stu'geon  to  the  Wills  Eye 
Hospital. 

Assisted  by  Carl  Weiland,  M.D  Philadelphia,  Pa.,  U.S.A. 

Clinical  Assistant  in  the  Eye  Department  of  the  Jefferson  Medical  College  Hospital. 

PHOTO-CHEMISTRY  OF  THE  RETINA. 

Carl  Mays,  M.D  Heidelberg,  Germany. 

Assistant  in  the  Physiological  Laboratory  of  Heidelberg. 

Translated  by  James  A.  Spalding,  A.M.,  M.D  Portland,  Me  ,  U.S.A. 

Ophthalmic  Surgeon  to  the  Maine  Eye  and  Ear  Infirmary,  and  to  the  Maine  General  Hospital. 


VOLUME  II. 
Examination  of  the  Eye,  School  Hygiene,  Statistics  of 
Blindness,  and  Antisepsis. 


ON  THE  METHODS  OF  DETERMINING  THE  ACUITY  OF  VISION. 

Herman  Snellen,  M.D  Utrecht.  Holland. 

Professor  of  Ophthalmology  in  the  University  of  Utrecht. 

Translated  by  George  A.  Berry,  M.B.,  F.R.C.S.  Ed  Edinburgh,  Scotland. 

Lecturer  on  Ophthalmology  in  the  University  of  Edinburgh. 


MYDRIATICS  AND  MYOTICS. 

Herman  Snellen,  Jr.,  M.D  Ulrecht,  Holland. 

Ophthalmic  Surgeon  lo  ilic  Netherlands  Hospital. 

LATERAL  ILLUMINATION. 

L.  Laqueur,  M.D  Strassburg  in  Alsace.  Germany. 

Professor  of  Ophthalmology  and  Director  of  the  Ophthalmological  Clinic  in  the  University  of 
Strassburg. 

Translated  by  Harry  Friedenwald,  A.B.,  M.D  lialliniore,  Md..  U.S.A. 

Associate  Professor  of  Ophthalmology  and  Otology,  College  of  Physicians  and  Surgeons ;  Ophthalmic 
and  Aural  Surgeon  to  the  Baltimore  City  Hospital. 

THE  OPHTHALMOSCOPE  AND  THE  ART  OF  OPHTHALMOSCOPY. 

George  M.  Gould,  A.M.,  M.D  I'liiladelphia,  I'a.,  U.S.A. 

Late  Ophthalmologist  to  the  Philadelphia  Hospital. 

SKIASCOPY  (THE    SHADOW-TEST,  RETINOSCOPY)  AND  ITS  PRAC- 
TICAL APPLICATION. 

Edward  Jackson,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Diseases  of  the  Eye  in  the  Philadelphia  Polyclinic ;  Attending  Surgeon  to  the  Wills  Eye 
Hospital. 

OPHTHALMOMETRY  AND  ITS  CLINICAL  APPLICATIONS. 

Adolphe  Javal,  Jr  Pari.s,  France. 

(Translated.) 

PRISMS  AND  PRISMOMETRY. 

William  S,  Dennett,  A.M.,  M.D  New  York  City,  N.Y.,  U..S.A. 

Surgeon  to  the  New  York  Eye  and  Ear  Infirmary. 

THE  PRINCIPLES  OF  AND   THE  METHODS  FOR  THE  ESTIMATION 
OF  THE  BALANCE  OF  THE  EXTRA-OCULAR  MUSCLES. 
George  T.  Stevens,  M.D.,  Ph.D  New  York  City,  N.Y.,  U.S.A. 

PERIMETRY  AND   ITS  CLINICAL  VALUE. 

Herman  Wilbrand,  M.D.  Hamburg,  Germany. 

Ophthalmic  Surgeon  to  the  General  Hospital  of  Hamburg. 

Translated  by  Thomas  R.  Pooley,  M.D  New  York  City,  N.Y.,  U..S.A. 

Formerly  Professor  of  Ophthalmology  in  the  New  Yorlc  Polyclinic ;  Surgeon  to  the  New  Amsterdam 
Eye  and  Ear  Hospital. 

DETECTION  OF  COLOR-BLINDNESS. 

William  Thomson,  M.D  Philadelphia.  Pa.,  U.S.A. 

Professor  of  Ophthalmology  in  the  Jefferson  Medical  College ;  Attending  Surgeon  to  the  Wills  Eye 
Hospital. 

Assisted  by  Carl  Weiland,  M.D  Philadelphia,  Pa.,  U.S.A. 

Chief  Clinical  Assistant,  Eye  Department,  Jefferson  Medical  College  Hospital. 

SCHOOL  HYGIENE. 

Samuel  D.  Risley,  A.M.,  M.D.,  Ph.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Ophthalmology  in  the  Philadelphia  Polyclinic  and  College  for  Graduates  in  Medicine; 
Attending  Surgeon  to  the  Wills  Eye  Hospital. 

BLINDNESS:  ITS  FREQUENCY,  CAUSES,  AND  PREVENTION. 

I.  Minis  Hays,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

ANTISEPSIS. 

Joseph  A.  Andrews,  M.D.  .  New  York  City,  N.Y.,  U.S.A. 

Ophthalmic  Surgeon  to  the  Charity  Hospital. 

THE   MICRO-ORGANISMS  OF   THE  CONJUNCTIVA  AND  LACRYMAL 
SAC. 

Joseph  McFarland.  M.D  Philadelphia,  Pa.,  U.S.A. 

Demonstrator  of  Pathological  Histology  in  the  University  of  Pennsylvania  ;  Adjunct  Professor  of 

Pathology  in  the  Philadelphia  Polyclinic  and  College  for  Graduates  in  Medicine. 
Samuel  Stryker  Kneass,  M.D  Philadelphia,  Pa.,  U.S.A. 

Adjunct  Professor  of  Bacteriology  in  the  Philadelphia  Polyclinic  and  College  for  Graduates  in 

Medicine. 


VOLUME  III. 
Local  Diseases  of  the  Eye. 

DISEASES  OF  THE  ORBIT. 

Charles  Stedman  Bull,  A.M.,  M.D  New  York  City,  N.V.,  U.S.A. 

Professor  of  Ophthalmology  in  the  University  of  the  City  of  New  York  ;  Surgeon  to  the  New  York 
Eye  and  Ear  Infirmary. 


DISEASES  OF  THE  EYELIDS. 

George  C.  Harlan,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

Surgeon  to  the  Wills  Eye  Hospit.tl,  and  to  the  Eye  and  Ear  Department  of  the  Pennsylvania  HospiUl. 

DISEASES  OF  THE  LACRYMAL  APPARATUS. 

Samuel  Theobald,  M.D  Baltimore,  Md.,  U.S.A. 

Clinical  I'rofessor  of  Onlulu-ilmology  in  the  Johns  Hopkins  University;  Ophthalmic  and  Aiirai  Stur- 
geon to  the  Johns  Hopkins  Hospital. 

THE  ANOMALIES  OF  THE  MOTOR  APPARATUS  OF  THE  EYE. 

Edmund  Landolt,  M.D  Paris,  France. 

Translated  by  C.  M.  Culver,  A.M.,  M.D  Albany,  N.Y.,  U.S.A. 

Ophthalmic  Surgeon  to  the  Albany  Orphan  Asylum. 

DISEASES  OF  THE  CONJUNCTIVA. 

Swan  M.  Burnett,  M.D.,  Ph.D  Washington.  B.C.,  U.S.A. 

Professor  of  Ophthalmology  and  Otology  in  the  University  of  Georgetown ;  Director  of  the  Eye  and 
Ear  Clinic  at  the  Emergency  Hospital. 

DISEASES  OF  THE  CORNEA. 

J.  P.  Nuel,  M.D  Li^ge,  Belgium. 

Professor  of  Ophthalmology  in  the  University  of  Liege. 

Translated  by  Thomas  H.  Fenton,  M.D  Philadelphia,  Pa.,  U.S.A. 

Medical  Director  and  Senior  Ophthalmic  Surgeon  to  the  Union  Mission  Hospital. 

DISEASES  OF  THE  IRIS  AND  CILIARY  BODY. 

W.  A.  Brailey,  M.A.,  M.D.  (Cambridge)  London,  England. 

Assistant  Ophthalmic  Surgeon  to  Guy's  Hospital ;  Ophthalmic  Surgeon  to  the  Evelina  Hospital  for 
Children. 

Sydney  Stephenson,  M.B.,  F.R.C.S.  Ed  London,  England. 

Surgeon  to  the  Ophthalmic  School,  Hanwell,  W. 

ERRORS  OF  REFRACTION  :   ETIOLOGY,  COURSE,  AND  TREATMENT. 
Charles  A.  Oliver,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

One  of  the  Attending  Surgeons  to  Wills  Eye  Hospital;  one  of  the  Ophthalmic  Surgeons  to  the 
Philadelphia  Hospital. 

DISEASES  OF  THE  LENS. 

William  F.  Norris,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Ophthalmology  in  the  University  of  Pennsylvania  ;  one  of  the  Attending  Surgeons  to 
Wills  Eye  Hospital. 

DISEASES  OF  THE  CHORIOID  AND  VITREOUS. 

A.  Hill  Griffith,  M.D.  (Aberd.),  F.R.C.S.  Ed  Manchester,  England. 

Honorary  Surgeon  to  the  Royal  Eye  Hospital. 

THE  ANATOMY  OF  STAPHYLOMA  POSTICUM  AND  THE  RELA- 
'     TIONSHIP  OF  THE  CONDITION  TO  MYOPIA. 

Isidor  Schnabel,  M.D  Vienna,  Austria. 

O.  O.  Professor  of  Ophthalmology  in  the  University  of  Vienna. 

Translated  by  Charles  H.  Reed,  M.D  Philadelphia,  Pa.,  U.S.A. 

DISEASES  OF  THE  RETINA. 

Joseph  Schobl,  M.D  Prague,  Austria. 

Professor  of  Ophthalmology  in  the  University  of  Prague. 

Translated  by  Adolf  Alt,  M.D. ,  M. CP.  and  S.  (Ont.)  .  .  .  .  St.  Louis,  Mo  ,  U..S.A. 
Professor  of  Ophthalmology  and  Otology  in  the  Beaumont  Hospital  Medical  College  ;  Consulting 
Oculist  to  the  Northern  Pacific  Railway  System. 

DISEASES  OF  THE  OPTIC  NERVE. 

Johann  Deyl,  M.D  Prague,  Austria. 

Professor  of  Ophthalmology  in  tlie  Royal  Bohemian  Polyclinic. 

Translated  by  Robert  Sattler,  M.D  Cincinnati,  Ohio,  U.S.A. 

GLAUCOMA  :    PATHOGENESIS,   SYMPTOMS,   COURSE,    AND  TREAT- 
MENT. 

Priestley  Smith,  Esq  Birmingham,  England. 

Ophthalmic  Surgeon  to  the  Queen's  Hospital ;  Lecturer  on  Ophthalmology  in  the  Queen's  Faculty 
of  Medicine,  Mason  College. 

WOUNDS  AND  INJURIES  OF  THE  EYEBALL  AND  ITS  APPENDAGES. 
Emil  Gruening.  M.D.  New  York  City,  N.Y.,  U.S.A. 

Professor  of  Ophthalmology  in  the  New  York  Polyclinic;  Ophthalmic  Surgeon  to  the  New  York 
Eye  and  Ear  Infirmary. 

SYMPATHETIC  IRRITATION  AND  SYMPATHETIC  INFLAMMATION. 

Robert  L.  Randolph,  M.D  Baltimore,  Md..  U.S  A. 

Associate  in  Ophthalmology  and  Otology,  Johns  Hopkins  University,  and  Associate  Ophthalmic  and 
Aural  Surgeon  to  the  Johns  Hopkins  Hospital. 

A   DESCRIPTION    OF  THE    OPERATIONS   USUALLY   PRACTISED  IN 
EYE  SURGERY. 

Herman  Knapp,  M.D  New  York  City,  N.Y.,  U.S.A. 

Professor  of  Ophthalmology  in  the  College  of  Physicians  and  Surgeons  ;  Surgeon  to  the  New  York 
Ophthalmic  and  Aural  Institute. 


VOLUMB  IV. 


Medical  Ophthalmology. 


OCULAR  LESIONS-  DEPENDENT  UPON  DISEASES  IN  THE  CIRCULA- 
TORY SYSTEM  (GENERAL  AND  PERNICIOUS  AN/EMIA,  LEUCO- 
CYTHiEMIA,  CARDIAC  AFFECTIONS,  THROMBOSIS,  EMBOLISM, 
PERIVASCULITIS,  ENDARTERITIS,  RECURRENT  RETINAL  HEM- 
ORRHAGE IN  ADOLESCENTS,  ETC.). 

O.  Haab,  M.D  Zurich,  Switzerland. 

Professor  in  the  University  of  ZUrich,  agd  Director  of  the  Eye-Clinic  at  Ziirich. 

Translated  by  William  Zentmayer,  M.D  I'liiladelphia,  Pa.,  U.S.A. 

Assistant  Surgeon  to  Wills  Eye  Hospital ;  Ophthalmic  Surgeon  to  St.  Mary's  Hospital. 

SENSORY  AND  MOTOR  OCULAR  CHANGES  RESULTING  FROM 
LESIONS  OF  THE  BRAIN  AND  SPINAL  CORD. 

Henry  R.  Swanzy,  A.M.,  M.B.,  F.R. C.S.I  Dublin,  Ireland. 

Surgeon  to  the  National  Eye  and  Ear  Infirmary ;  Ophthalmic  Surgeon  to  the  Adelaide  Hospital. 

OCULAR  LESIONS  DEPENDENT  UPON  DISORDERS  TAKING  THEIR 
ORIGIN  IN  THE  SECRETORY  AND  EXCRETORY  SYSTEMS: 
J.  B.  Lawford,  Esq  London,  England. 

Ophthalmic  Surgeon  to  St.  Thomas's  Hospital ;  Surgeon  to  the  Royal  London  Ophthalmic  Hospital. 

OCULAR  LESIONS  IN  SPECIAL  DYSCRASIiE  (VARIOLA,  RUBEOLA, 
SCARLATINA,  ERYSIPELAS,  RELAPSING  TYPHUS  FEVER,  ETC.). 
John  B.  Story,  M.B.,  F.R. C.S.I   Dublin,  Ireland. 

Surgeon  to  St.  Mark's  Ophthalmic  Hospital ;  Professor  of  Ophthalmology  in  the  Royal  College  of 
Surgeons,  Ireland. 

OCULAR  LESIONS  IN  SPECIAL  DYSCRASIiE  (INFLUENZA,  DYSEN- 
TERY, CHOLERA,  MALARIAL  FEVER,  DENGUE,  YELLOW  FEVER, 
ETC.). 

J.  Santos-Fernandez,  M.D  Havana,  Cuba. 

Director  of  the  Histo-Bucteriological  Eaboratory  of  the  Cronica  Medico-Quirurgica. 
Translated  by  Daniel  Guiteras,  M.D. 

Passed  Assistant  Surgeon,  U.  S.  Navy. 

EYE  AFFECTIONS  DUE  TO  HYSTERIA. 

M.  Parinaud,  M.D  Paris,  France. 

Senior  Chief  of  the  Ophthalmological  Service  of  the  Salpetriere  Hospital. 

Translated  by  Casey  A.  Wood,  M.C.,  M.D.    .  .   Chicago,  HI.,  U..S.A. 

Professor  of  Ophthalmology  in  the  Post-Graduate  Medical  School ;  Ophthalmic  Surgeon  to  the  Cook 
County  Hospital. 

EYE  AFFECTIONS  DUE  TO  GRAVES'S  DISEASE  AND  HERPES  ZOS- 
TER. 

Jonathan  Hutchinson,  Jr.,  Esq  London,  England. 

Assistant  Surgeon  to  the  London  Hospital. 

MOTOR  CHANGES  IN  THE  OCULAR  APPARATUS  ASSOCIATED  WITH 
FUNCTIONAL  NEUROSES. 

Myles  Standish,  A.M.,  M.D  Boston,  Mass.,  U.S.A. 

Ophthalmic  Surgeon  to  the  Massachusetts  Charitable  Eye  and  Ear  Infirmary;  Assistant  in  Ophthal- 
mology in  the  Harvard  Medical  School. 

TOXIC  AMBLYOPIAS. 

George  E.  de  Schweinitz,  A.M.,  M.D  Philadelphia,  Pa.,  U.S.A. 

Professor  of  Ophthalmology  in  the  Jefferson  Medical  College ;  Ophthalmic  Surgeon  to  the  Philadel- 
phia Hospital. 

PARASITES  OF  THE  HUMAN  EYE. 

Maximilian  Salzmann,  M.D  Vienna,  Austria. 

First  Assistant  in  Professor  Fuchs's  Eye  Clinic,  Vienna,  Austria. 
Translated  by  H.  V.  Wiirdemann,  M.D  Milwaukee,  Wis.,  U.S.A. 

Director  and  Secretary,  Wisconsin  General  Hospital  Association  ;  Oculist  and  Aurist  to  the  Children's 

Hospital. 

OCULAR  SIGNS  OF  DEATH. 

A.  Gayet,  M.D  Lyons,  France. 

Professor  of  Ophthalmology  and  Chief  Ex-Surgeon  to  the  Hdtel-Dieu. 

Translated  by  E.  C.  Ellett,  M.D  Memphis,  Tenn.,  U.S.A 

Ophthalmic  Surgeon  to  St.  Joseph's  Hospital ;  Consulting  Ophthalmologist  to  the  City  Hospital. 

* 


